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EDITORIAL. 


NoncB. — The  publioation  of  the  Journal  is  mode  under  the  direction  of  the  Editor 
and  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advocacy  of  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical;  but  it  must  be  recog-- 
niied  that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and 
opinions  advanced  in  its  pages. 


Technical  Education  of  the  Engineer.— At  the  recent 
meeting  of  the  Institute  of  Mining  Engineers  in  this  city,  a 
discussion  upon  the  subject  of  technical  education  was  resumed 
from  the  Washington  meeting  of  March  last,  and  by  invita- 
tion was  participated  in  by  members  of  the  Society  of  Civil  En- 
gineers, thus  obtaining  opinions  on  this  subject  from  the  practical 
men  of  both  of  these  branches  of  the  profession.  This  discussion: 
did  not  embrace  all  technical  education,  of  which  law  or  medicine, 
or  surgery,  with  chemistry  as  an  offshoot  from  the  latter,  are  the 
older  technical  studies ;  but  was  limited  solely  to  the  recent  additions 
to  knowledge;  which  the  modern  developments  of  mechanical  or  indus- 
trial pursuits  have  produced.  Neither  was  that  most  essential  of  all 
technical  avocations,  the  writer  or  teacher,  fully  represented  in  the. 

Whoia  No.  YoL.  cn.— (Thibd  BiiBiBfl>  Vol.  LXXII.)  1 
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expression  of  views,  and  the  results  of  the  consideration  which  they 
have  been  especially  called  to  give  to  this  subject,  were  not  so  fully 
expressed  as  could  have  been  wished.  The  information  elicited,  there- 
fore, was  narrowed  down  to  what,  in  the  opinions  of  the  practical  en- 
gineers, should  be  the  proper  acquirements  of  a  young  man  in  learn- 
ing, precedent  to  the  commencement  of  a  career,  upon  which  to  pred- 
icate a  ready  and  successful  exercise  of  mining  and  civil  engineering 
ability.  The  recognition  that  mathematical  attainments  of  a  high 
•order  were  as  desirable,  if  not  needful,  to  the  engineer  as  the  ability 
to  use  a  language  and  write  it  out  is  to  a  poet,  was,  if  not  asserted 
in  these  words,  a  fair  statement  of  the  conclusions  of  most  of  the 
speakers.  The  corresponding  averment  that  mathematical  or  other 
intellectual  attainments  would  not  qualify  a  man  to  be  an  engineer, 
any  more  than  the  most  thorough  knowledge  of  the  dictionary  and 
grammar  would  confer  the  poet's  faculty,  was  not  so  definitely 
averred. 

The  sense  of  deficiency  in  both  general  and  particular  knowledge 
*was  the  uniform  admission  of  all  the  speakers,  who  were,  for  the  most 
jpart,the  older  and  most  experienced  practicing  engineers  of  the  day. 
Forty  years  ago  the  profession  was  scarcely  to  be  be  considered  what 
was  then  called  a  "  liberal  one."  The  collegiate  course  of  that  time, 
which  gave  a  smattering  of  chemistry  and  physics,  with,  however,  a 
•very  fair  course  of  higher  mathematics  (with  a  somewhat  inadequate 
presentation  of  applied  mechanics  especially  referred  to  forces  of 
moving  bodies),  was  not  thought  to  be  part  of  the  requisite  education 
of  the  foreman  mechanic,  which  was  about  the  standing  of  the  en- 
gineer of  the  time.  Most  of  the  older  engineers  of  to-day  (who  were  the 
scholars  of  forty  years  ago)  are  men  who  from  mere  force  of  personal 
ability  have  attained  their  present  position,  and  who  by  intuitive  knowl- 
edge— ^by  experience  and  personal  observation  rather  than  by  study, 
and  by  incessant  and  arduous  labor,  have  built  up  their  reputations. 
Those  who  have  reached  eminence  have  inevitably  come  to  appreciate 
the  learning  of  the  schools,  and  have  availed  themselves  of  any  aid 
and  all  means  in  following  out  their  undertakings ;  the  mathematician, 
the  physicist,  the  chemist,  the  geologist  or  the  linguist,  all  have  been 
employed  as  occasion  demanded,  in  the  same  way  that  labor  has  been 
used  or  material  purchased.  Still  the  want  of  information  has  been 
seriously  <felt  when  prompt  action  or  independence  of  thought  were 
requisite.     Errors  in  plan  and  in  construction,  in  comprehension 
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originally,  or  accomplishment  in  the  end,  always  difficult  to  obviate, 
and  sometimes  eyen  when  trivial,  insurmountable,  have  embittered  the 
life  of  the  most  successful  director  of  work.  Each  engineer  knows  in 
his  heart  how  close  upon  failure,  constructedly  or  financially,  his 
most  successful  and  esteemed  undertaking  or  accomplishment  has  at 
one  time  hung  in  the  balance,  and  how  the  defect  which  formed  the 
obstacle  to  be  overcome  or  palliated  was  one  which  knowledge  would 
have  avoided.  Where  the  knowledge,  which  was  at  such  a  moment  so 
essential,  was  to  be  found — in  whose  teaching,  or  whose  practice,  in 
what  book,  or  from  whence  to  have  been  derived — from  what  course 
of  study,  even  in  what  language,  could  not  be  designated,  and  it  was, 
consequently,  generally  concurred  in  by  all  speakers,  that  the  broad- 
est and  most  general  education  was  not  too  extensive  in  its  scope 
for  the  foundation  of  a  young  engineer's  career ! 

This  happy  conclusion  leaves  the  main  point  as  inconclusive  as  ever. 

The  technical  education  for  an  engineer  that  is  really  to  be  con- 
sidered, is  necessarily  a  limited  one.  It  is  how  to  impart  in  a  four 
years'  course  to  a  young  man  who  has  had  a  common  school  education, 
which  has  developed  little  more  than  mnemonic  ability,  and  the 
semblance  of  deportment,  but  whose  friends  have  decided  to  educate 
for  an  engineer,  the  eseential  mathematical,  physical,  and  other 
knowledge  which  every  day's  practice  of  the  profession  will  call  into 
use,  and  as  much  more  for  '<  breadth  "  as  the  capability  of  the  pupil 
will  admit.  It  is  to  be  regretted  that  the  common  school  education 
does  not  develop  or  foster  latent  powers,  so  that  the  youth  of  sixteen 
to  seventeen  years  of  age,  who  has  completed  his  ^'  course,"  and  is  a 
candidate  for  the  freshman  class  of  the  '*'  Technical  School,"  although 
he  may  actually  be  in  possession  of  that  mathematical  or  mechanical 
abiUty  which  alone  will  ensure  a  successful  career  in  the  engineering 
profession,  yet  unless  highly  marked  in  the  boy  (when  it  is  generally 
erratic  in  the  man),  will  have  given  few  outward  indications  in  advance 
of  the  completion  of  studies,  on  which  even  a  guess  as  to  suitableness 
of  avocation  can  be  based. 

It  is  a  serious  subject  for  comment  as  to  whether  the  progress  of 
the  common  school  system  in  its  rigid  uniformity,  is  not  retarding  the 
especial  growth  of  individual  ability,  and  forming  a  limit  to  our 
higher  advances  in  knowledge.  Both  mathematics  and  the  languages, 
require  that  more  than  a  foundation  should  have  been  attained  by  the 
youth  of  sixteen  or  seventeen,  if  he  is  to  be  eminent  in  them  in  future 
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years.  Especially  the  mathematical  capacity,  which  is  so  essential 
to  the  engineer,  can  he  fostered  and  developed  in  the  boy,  but  it  can- 
not be  taught.  Not  one-half  of  all  the  pupils  of  the  schools  in  the 
land  can  comprehend  the  processes  of  simple  arithmetic.  The  attempt 
was  made  with  Colburn's  arithmetics,  thirty  or  forty  years  since,  to 
teach  the  relations  of  figures  by  pure  reasoning  alone,  with  admirable 
success  for  one-third  the  scholars,  by  great  drilling  with  another  third, 
and  with  complete  failure  for  the  remainder ;  until  after  many  years' 
trial,  the  system  of  rules,  with  explanations  to  those  who  could  under- 
stand, was  again  returned  to.  For  the  purpose  of  every  day  life  the 
rule,  even  with  only  a  semi-consciousness  of  reason  for  it,  at  one  time 
in  one's  boyhood,  will  answer ;  but  for  aptitude  in  the  use  of  figures, 
such  a  knowledge  as  never  calls  for  the  recollection  of  words,  however 
expressed,  is  indispensable,  and  for  progress  in  studies,  the  learning 
of  a  rule  is  a  detriment  to  the  reasoning  faculty. 

The  youth  who  are  entered  to  our  technical  schools  with  a  view  of 
becoming  engineers,  are  unquestionably  selected  with  some  regard  to 
their  capacity  to  receive  the  peculiar  instruction,  while  examination 
puts  out  many  that  are  incapable  or  deficient ;  still  the  fact  remains 
that  the  standard  for  admission  is  undeniably  low.  It  would  be  very 
well  if  in  the  upper  schools  of  our  common  school  system,  and  as  for 
that  matter,  if  from  the  primary  schools  upwards,  more  attention 
could  be  given  to  the  education  of  individual  pupils,  so  that  the  point 
of  departure  of  technical  school  education  of  all  kinds  could  be 
elevated  from  the  present  one.  Gould  this  be  effected,  the  entire  char- 
acter of  our  national  collegiate  education  would  be  placed  in  better 
accordance  with  that  of  other  civilized  lands  than  at  present.  .  .  . 

There  is  another  aspect  of  this  subject  of  engiheering  education, 
singularly  not  referred  to  by  any  of  the  speakers ;  to  which  attention 
should  be  called,  that  is,  the  special  requirements  of  a  technical 
learning  for  engineers,  which  shall  impart  to  the  student  the  par- 
ticular professional  information  which  he  should  be  taught.  This 
proposition  of  teaching  on  engineering  subjects  involves  three  condi- 
ditions :  first,  that  there  shall  have  been  an  observer,  whose  knowl- 
edge, both  of  methods  and  accomplishments,  has  taken  the  form  of  a 
record;  second,  that  there  shall  have  been  an  investigator,  whose 
reasoning  shall  have  enunciated  a  science;  and  third,  that  there  shall 
have  been  an  instructor,  whose  theorif  has  comprehended  the  adapta- 


Digitized  by 


Google 


Technical  Education  of  the  Engineer.  6 

tion  of  tbe  recorded  construction,  and  the  application  of  the  inves- 
tigated science  to  other  purposes  or  ends.  The  availability  of  the 
learning,  in  practical  use  to  the  student  when  he  emerges  as  a  gradu- 
ate from  the  schools,  depends  upon  the  fulness  and  accuracy  of  the 
record — the  thoroughness  of  the  investigation — the  soundness  of  the 
theoretic  teaching.  It  is  to  be  feared  that  the  schools  themselves 
have  more  knowledge  to  acquire  from  the  practice  of  the  engineer 
than  they  can  impart  to  the  pupil,  who  is  expected  to  succeed  and 
follow  in  that  practice.  The  text  books  of  all  languages,  and  of  the 
English  language  especially,  are  far  from  complete  or  accurate  in 
their  record,  description  or  illustration  of  actual  practice  or  results, 
in  engineering  or  mechanism.  Each  new  text  book  reproduces  largely 
what  the  author  considers  available  from  older  authorities,  and  errors 
or  mistakes  are  perpetuated  with  the  same  fidelity  that  the  correct, 
but  possibly  antiquated,  schemes  have  been  delineated  or  described ; 
while  the  additions  of  new  matter  are  rarely  made  with  knowledge 
of  the  distinction  between  practice  and  project.  The  deficiency  of 
text  books  is  more  marked  in  constructive  details,  the  mastery  of 
which  is  the  test  of  all  engineering,  than  in  arrangement  or  disposi- 
tion of  parts,  or  in  the  whole  of  erections  or  machines.  This  want  is 
so  complete,  that  a  thorough  knowledge  of  book  learning  only  gradu- 
ates a  pupil  as  helpless  as  if  he  were  without  hands.  But  the 
*^  science ''  of  the  text  books,  as  applicable  to  the  requirements  of 
work,  is  by  no  means  as  reliable  or  trustworthy  as  could  be  desired. 
Much  skill,  ingenuity  and  ability  have  been  evinced  by  the  best 
writers,  in  the  statement  of  physical  laws  in  oracular  words,  happily 
expressed  after  the  style  of  legal  opinions,  so  that  unnoticed  quali- 
fications shall  be  traps  to  those  who  endeavor  to  use  them ;  but  real 
error  has  not  unfrequently  accompanied  the  most  dogmatic  conclu- 
sions. At  times,  science  has  been  a  stumbling  block  and  not  an  aid 
to  the  engineer. 

Take  for  a  ready  instance,  the  demonstration,  that  the  expansive 
effect  of  steam  in  a  single  cylinder  engine  was  identical  with  that  in 
the  double  or  compound  engine,  which  destroyed  the  prospects  and 
broke  the  heart  of  Hornblower  nearly  100  years  ago.  For  70  or  80 
years  the  law  of  the  force  of  expansion  in  a  steam  cylinder  was 
taught  in  all  the  books  as  following  the  curve  of  hyperbolic  loga- 
rithms, until  about  1850  it  was  discovered  that  this  curve  did  not  at 
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all  express  the  practical  occurrence — some  of  the  conditions  of  steam, 
heat  and  work  had  been  unconsidered.  It  has  been  recognized  at 
last  that  to  impel  a  crank  engine  by  means  of  a  single  cylinder  with 
a  high  expansion,  was  or  is,  as  practicable  as  to  drive  it  by  the  fall  of 
a  pile  driver  ram.  The  mechanical  effect  of  a  sledge  hammer  is  as 
surely  expended  on  the  anvil  as  it  is  represented  by  the  lifting  of 
the  hammer  before  it  fell ;  but  he  who  should  essay  to  turn  a  grind- 
stone by  hammering  the  crank  would  unfailingly  come  to  grief,  or  at 
least  the  crank  would,  which  is  what  happens  to  the  single  cylinder 
engine.  The  strength  of  beams  may  be  taken  as  a  ready  instance  of 
the  incompleteness  of  theoretical  investigation.  We  know  the  ten- 
sile strength  of  materials  within  limits  of  imperfections  of  the  mate- 
rials themselves,  and  the  crushing  strength  within  limits  of  those  same 
imperfections  as  locally  distributed  in  the  length  under  compression ; 
but  the  cross  strength  of  even  a  perfectly  homogeneous  material  can 
only  be  estimated  by  some  hypotheses  of  neutral  axis,  which,  neglect- 
ing the  internal  strains  in  a  web,  call  for  an  assumption  of  a  new  ten- 
sile or  compressive  strength.  To  be  sur^  the  most  thorough  writers 
have  indicated  the  correct  method,  in  discussing  this  subject  (Lam^  on 
the  Elasticity  of  solid  bodies),  but  the  text  books  teach  with  un- 
qualified dogmatism. 

The  past  hundred  years  have  witnessed  the  growth  of  modern  civil 
and  mechanical  engineering.  The  crude  efforts  of  those  who  took 
the  early  steps  can  no  longer  be  accepted  as  capable  of  giving  dis- 
tinction or  position  to  our  younger  engineers.  Telford  is  not  an  au- 
thority on  bridge  construction.  Smeaton  would  be  lost  in  designing 
a  lighthouse.  Watt  would  be  incapable  to  construct  a  first-class 
modern  engine.  Stephenson  would  not  now  be  trusted  to  construct  a 
railway.  Morse  could  not  direct  the  running  of  a  new  line  of  telegraph. 
Daguerre  would  be  lost  in  a  photograph  gallery.  The  initiatory 
labors  of  these  great  men  are  now  a  part  of  the  history  of  engineer- 
ing; their  record  forms  a  paragraph  in  the  book  which  the  young 
engineer  must  study.  As  surely  as  development  and  growth  are  pro- 
cesses of  improvement  and  accretion,  so  surely  does  the  progress  of 
engineering  in  all  its  branches  have  its  basis  upon  the  preservation 
of  present  attainments  by  record,  and  making  them  available  for 
future  use  by  teaching  to  the  student  who  shall  become  the  engineer 
hereafter. 
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Hall  of  the  Institute,  June  21, 1876. 

The  stated  monthly  meeting  was  called  to  order  at  8  o'clock,  P.M., 
Vice-President,  Chas.  S.  Close,  in  the  chair. 

There  were  present  76  members  and  9  visitors. 

The  minutes  of  the  last  monthly  meeting  were  read  and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  the  last  meeting  the  following  donations  were 
made  to  the  library  : 

Thirteen  Numbers  of  the  Journal  of  the  Franklin  Institute 
for  1874-75.     From  Chas.  Bullock.  • 

Seventh  Annual  Report  of  the  American  Railway  Master  Me- 
chanics' Association  in  Convention  at  Chicago,  May  12th,  13th  and 
14th,  1874.     Cincinnati,  1874. 

Report  of  Proceedings  of  the  Eighth  Annual  Convention  of  the 
American  Railway  Master  Mechanics'  Association  held  in  the  City 
of  New  York,  May  11th,  12th  and  18th,  1875.  Cincinnati,  1875. 
From  J.  H.  Setchel,  Secretary. 

Journal  of  the  Royal  Geographical  Society.  Volume  45th,  1875. 
From  the  Society,  London. 

Art  Directory,  containing  regulations  for  promoting  instruction  in 
Art,  with  appendix. 

Directory  with  regulations  for  establishing  and  conducting  science 
schools  and  classes,  &c. 

A  Guide  to  the  South  Kensington  Museum,  London.  From  C.  B. 
Worsnop,  S.K.M. 

Archives  du  Music.  Teyler.  Vol.  4.  Fasicule,  premier,  1876. 
From  the  Directors. 

Reports  of  the  Secretary  of  the  Treasury  on  the  Construction  and 
Distribution  of  Weights  and  Measures.  Washington,  1857.  Ex. 
Doc,  No.  27,  84th  Cong.,  3rd  Series.  From  J.  E.  Hilgard,  U.  S. 
Coast  Survey. 

Records  of  the  Geological  Survey  of  India.  Vol.  8,  Parts  1-4, 
1875, 

Memoirs  of  the  Geological  Survey  of  India,  &c.,  &c.  Jurassic 
Fauna  of  Kutch.  Vol.  1, 2, 8,  Series  9, 1875,  From  the  Geological 
Survey  Office  of  Calcutta,  India. 

Specifications  and  Drawings  of  Patents  for  Dec,  1875.  From 
U.  S.  Patent  Office,  Washington. 
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New  Encyclopsedia  of  Chemistry,  to  be  complete^  in  40  parts. 
Published  by  J.  B.  Lippincott  &  Co.^  Philadelphia.  From  the  Pub- 
lishers. 

Notes  on  the  Treatment  of  Mercury  in  North  California.  By  T. 
Egleston,  Ph.D.     Philadelphia,  1876.     From  the  Author. 

Amphiorama  ou  la  vue  du  Monde,  par  F.  W.  G.  Trafford. 

Further  Notes  on  "  Inclusions  in  Gems,  &c.,"  by  Isaac  Lee, 
LL.D.     Philadelphia,  1876.     From  the  Author. 

Yerhandlungen  des  Naturhistorisch  Medicinischen  Yereins  zu 
Heidelberg,  neue  folge,  erster  band,  drittes  heft,  1876.  From  the 
Society. 

Solar  Investigations,  by  John  Erricson,  LL.D.  New  York,  1876. 
From  the  Author. 

Hand-book  of  Modern  Steam  Fire-engines,  including  the  running, 
care  and  management  of  steam  fire-engines  and  fire-pumps ;  by  S. 
Roper.  From  Claxton,  Remsen  &  HaflFelfinger,  Publishers,  Phila- 
delphia, 1876. 

Food  Chart ;  giving  the  names,  classification,  composition,  alimen- 
tary value,  rates  of  aigestibility,  adulterations,  tests,  &c.,  of  the 
alimentary  substances  in  general  use.  By  R.  Locke  Johnson, 
London. 

Statistics,  Medical  and  Anthropological,  of  the  Provost  Marshal- 
General's  Bureau;  derived  from  records  of  the  examinations  for 
military  service  in  the  armies  of  the  U.  S.  during  the  late  war  of  the 
rebellion,  of  over  a  million  recruits,  drafted  men,  &c.,  &c.  Compiled 
under  direction  of  the  Secretary  of  War  by  J.  H.  Baxter.  In  two 
vols.     Washington,  1875.     From  J.  H.  Baxter,  A.M.,  M.D. 

A  Brief  Treatise  on  United  States  Patents,  for  Inventors  and 
Patentees ;  by  Henry  and  Chas.  Howson,  Philadelphia,  1876.  From 
H.  &  C.  Howson. 

Statistics  of  Mines  and  Mining  in  the  States  and  Territories  west 
of  the  Rocky  Mountains  ;  being  the  sixth  annual  report  of  Rossiter 
W.  Raymond.  Washington,  1874.  From  Chas.  O'Neil,  House 
of  Representatives. 

Papers  read  before  the  Pi  Eta  Scientific  Society,  1876 ;  Renssel- 
aer Polytechnic  Institute,  Troy,  New  York,  1876.  From  the 
Society. 

Centennial  Newspaper  Exhibition,  1876.  Complete  list  of  Ameri- 
can newspapers,  &c.,  compiled  by  G.  P.  Rowell  &  Co.,  N.  Y.,  1876. 
From  the  Compilers. 

The  order  of  business  was  changed  so  as  to  now  take  up  deferred 
business,  under  which  head  the  subject  of  the  adoption  of  the  Ma- 
jority Report  on  the  Metric  System  of  Weights  and  Measures  was 
taken  up. 

The  questions  being  on  Mr.  Chabot's  motion  to  still  further  divide 
Mr.  Jones'  motion,  so  as  to  make  the  question  of  the  adoption  of  the 
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report  one  resolution,  and  sending  a  copy  to  the  Boston  Society  of 
Civil  Engineers  another ;  it  was  adopted. 

The  question  then  recurred,  on  Mr.  Jones'  motion  to  adopt  the 
Majority  Report  of  the  Committee  on  the  Metric  System  of  Weights 
and  Measures,  and  it  was  being  discussed  when,  on  motion  of  Prof. 
Houston,  the  further  consideration  of  the  subject  was  postponed  to 
the  stated  meeting  in  September. 

The  Secretary  presented  his  Report,  embracing  an  illustrated 
description  of  the  stationary  Dry  Dock,  recently  completed  at  the 
ship  yard  of  Messrs.  Wm.  Cramp  &  Sons  in  this  city ;  the  Hitch- 
cock lamp  for  burning  fat  or  greasy  oils  without  chimneys. 

The  Secretary  also  made  a  Report  of  the  progress  being  made  by 
the  "  Penna.  Museum  and  School  of  Industrial  Art,"  as  the  repre- 
sentative of  the  Institute  in  Board  of  Trustees  of  that  body. 

The  Secretary  read  a  communication  from  the  American  Society 
of  Civil  Engineers,  tendering  to  the  Members  of  this  Institute  an 
invitation  to  visit  and  make  use  of  its  rooms  in  the  west  gallery  of 
the  Main  Building  at  the  Centennial  Exhibition. 

Mr.  A.  G.  Buzby  offered  a  plan  for  the  rearrangement  and 
classification  of  the  awards  (medals,  &c.)  of  the  Institute,  which 
on  motion  was  referred  to  the  Committee  on  Sciences  and  the  Arts. 

Mr.  Hector  Orr  offered  a  resolution,  relating  to  the  construction  of 
a  ship  canal  across  the  Isthmus  of  Panama,  which,  on  motion  of  Prof. 
Houston,  was  laid  on  the  table. 

On  motion,  the  meeting  then  adjourned. 

J.  B.  Knight,  Secretary. 


SPRING  PROPULSION  FOR  STREET  CARRIAGES.* 

By  Ei>w.  H.  Lbvbaux. 

The  following  description  in  the  language  of  an  amateur  in  me- 
chanics will,  I  hope,  give  an  idea  of  the  car  and  its  machinery  as 
patented  by  me  on  the  24th  of  September,  1873,  and  of  the  progress 
towards  perfecting  and  introducing  the  same  to  this  time. 

*From  the  Journal  of  the  Society  of  Artt,  May  12,  1878. 
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Some  years  back  I  was  struck  with  the  simplicity  of  the  ordinary 
toy  mease,  which  by  a  few  turns  of  a  common  watch  key  in  the 
hands  of  paterfamilias  gives  so  much  pleasure  to  the  younger  mem- 
bers of  his  family ;  and  it  appeared  to  me,  with  an  improved  method 
of  spring  coiling  and  tempering,  a  carriage  for  passengers  might  be 
manufactured  to  run  on  the  tramways  and  railways. 

In  application  to  the  ordinary  form  of  tramway  carriage,  I  have 
utilized  a  portion  of  the  space  below  the  floor  of  the  car  for  an  ar- 
rangement of  drums,  or  barrels,  containing  the  springs,  which  may 
be  placed  transversely  in  two  groups,  or  sets,  suitably  inter-connected 
so  as  to  form  one  continuous  volute,  acting  to  generate  revolutions 
of  the  driving  wheel,  and  thus  effect  the  propulsion  of  the  car.  At 
the  terminal  or  intermediate  stopping  stations,  the  means  of  wind- 
ing up  and  re-coiling  the  springs,  are  to  be  provided  by  a  suitable 
fixed  steam-engine,  or  other  prime-motor,  rotary  motion  being  com- 
municated by  a  shaft  under  the  roadway  to  vertical  spindles  and 
geared  wheels,  which  being  thrown  into  temporary  connection  for 
the  purpose  with  the  spring  barrels,  will  coil  the  springs  until  the 
requisite  tension  power  is  obtained.' 

Where  the  line  is  three  or  four  miles  in  length,  I  shall  require 
three  engines ;  one  at  each  end  of  the  line,  and  one  in  the  middle. 
Where  stationary  engines  cannot  be  worked,  it  is  my  intention  to 
employ  portable  engines,  which  can  be  brought  to  the  winding-up 
barrels,  and  the  process  of  winding  gone  through,  during  the  collection 
of  tickets  and  checking  the  number  of  passengers.  I  think  it  will 
be  advisable  that  the  places  where  these  *^  wind-ups  "  occur  should  be 
stopping  stations,  where  passengers  may  alight  from  or  enter  the 
carriages.  These  stopping-stations  are  quite  the  custom  abroad,  and 
it  will  facilitate  the  working  of  my  spring-cars  if  adopted  where  my 
invention  is  used. 

On  country  roads,  where  long  distances  have  to  be  traversed,  I 
propose  using  an  auxiliary  spring  engine.  This  engine  will  be  fitted 
with  the  most  powerful  springs  we  can  obtain,  with  full  reversing  and 
brake  power.  At  convenient  sidings  on  the  route,  and  where  it  is 
calculated  the  spring  power  under  the  car  will  be  expended,  one  of 
these  auxiliary  engines  will  be  attached,  which  will  draw  the  car  a 
considerable  distance,  where  another  may  be  in  readiness  to  continue 
or  finish  the  journey,  as  the  case  may  be«     Should  it  be  desirable  on 
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some  lines  to  have  several  cars  drawn  at  once,  I  am  of  opinion  the 
auxiliary  engine  can  be  fitted  with  suflScient  power  to  driw,  at  a 
moderate  speed,  several  such  light  cars  with  passengers ;  but  this  is 
a  matter  for  consideration  after  my  system  has  had  a  fair  trial  on  the 
public  tramways,  with  the  style  of  car  at  present  in  use. 

I  commenced  operations  about  August,  1873,  and  after  trying  some 
experiments  on  a  paper  car,  with  ordinary  watch  springs,  I  took  out 
my  patent  in  September  of  that  year.  At  that  time  the  largest 
springs  made,  were  used  for  the  purpose  of  lifting  ^'  Clark's  patent 
iron  shutters,"  and  were  about  6  lbs.  in  weight,  giving  a  maximum 
pull  of  about  120  lbs.  On  visiting  Sheffield,  and  seeing  several  of 
the  most  important  steel  and  spring  makers,  I  was  informed  springs 
of  almost  any  size  might  be  made,  but  fresh  machinery  (and  some  of 
a  very  costly  character)  and  furnaces,  etc.,  would  have  to  be  con- 
structed, and  none  felt  inclined  to  take  this  risk.  I  was  ultimately 
introduced  to  the  managers  of  the  Titanic  Steel  Works,  who  under- 
took to  provide  springs  for  a  rough  trial ;  finding,  however,  their 
plant  was  incapable  of  turning  out  the  steel  required,  they  handed 
the  matter  over  to  the  Phoenfx  Bessemer  Steel  Company.  Mr. 
Thomas  Hampton,  the  enterprising  managing  director,  called  on  me, 
saw  my  model,  and  after  due  consideration,  he  assured  me  that  with 
practice,  and  after  experiments  were  made  as  to  the  exact  quality  of 
the  steel  required,  aloiost  any  kind  of  springs  could  be  rolled  and 
tempered,  and  he  at  once  undertook  the  affair. 

Early  in  1874  large  springs  were  tested,  and  the  car  propelled  by 
them  on  a  short  line  laid  down  at  my  engineer's  in  the  Borough,  but 
after  many  experiments  it  was  found  the  original  iron  barrels,  and 
the  machinery  altogether,  were  too  heavy  to  warrant  a  public  trial  of 
the  car ;  sufficient,  however,  had  been  done  to  show  the  great  stride 
made  in  spring  tempering  since  the  date  my  patent  was  taken  out. 
We  had  already  obtained  a  few  springs  with  sufficient  power  to  pro- 
pel on  the  short  line  at  the  works,  a  heavily  built  truck,  containing 
the  spring  boxes  and  machinery. 

It  was  rather  an  amusing  scene,  however,  this  first  run.  Several 
of  the  men  at  the  works  were  kind  enough  to  volunteer  as  passengers 
for  the  first  ride,  not  thinking  the  machine  would  develop  so  much 
power.  On  starting,  the  clutch  was  removed,  and  off  the  truck  went ; 
it,  however,  to  use  the  words  in  which  the  circumstance  was  reported 
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to  me,  ^^  started  off  at  a  rapid  speed,  and  struck  a  plank  placed  at 
the  end  of  the  line  with  such  violence  as  to  throw  itself  off  the  line," 
together  with  my  unfortunate  friends,  the  workmen,  who  had  so  kindly 
given  their  services  for  the  first  trial.  They  picked  themselves 
up  with  much  good  humor,  and  soon  assisted  to  replace  the  car, 
all  present  being  pleased  that  the  machine  had  shown  itself  of 
so  lively  a  character;  and  feeling  satisfied  with  such  a  power 
properly  developed,  a  great  future  must  be  the  result  of  these  ex- 
periments. 

After  this  trial,  long  and  many  vexatious  delays  occurred  before  I 
induced  the  well-known  spring  makers,  Messrs.  George  Salter  &  Co., 
of  West  Bromwich,  to  take  up  the  matter.  They  laid  down  fresh 
machinery,  and  built  new  furnaces,  securing  the  experience  of  their 
best  hands  in  coiling  and  tempering  large  springs,  and  I  am  happy 
to  say  with  great  success.  During  the  year  1875  many  sets  of 
springs  were  made  and  fixed  under  the  car,  which  about  May  last  was 
taken  to  West  Brompton,  and  tried  on  the  line  at  the  Lillie-bridge 
Railway  Works.  At  one  trial  we  carried  about  five  tons  seven  cwt., 
including  car,  machinery  and  passengers,  and  at  the  rate  of  about 
seven  miles  an  hour ;  but  having  only  three  barrels  at  work,  instead 
of  twenty-four,  we  only  made  a  proportionate  distance. 

Our  first  run  on  the  rails  took  place  at  Lillie-bridge  Railway 
Works  one  Saturday  afternoon.  The  truck  with  the  machinery 
fixed  had,  after  some  difficulty,  been  placed  on  the  line,  wound  up, 
and  brought  to  the  starting  place.  It  was  anything  but  a  pretty 
affair  to  look  at,  painted  an  ugly  iron  color ;  with  its  peculiar  looking 
spring  barrels  underneath  and  between  the  wheels,  and  its  long  iron 
brake  handle  sticking  up  at  one  end,  a  more  nondescript  looking 
locomotive  had  never  before,  I  should  think,  made  its  debut  on  the 
railway.  It  evidently  puzzled  the  workmen  and  people  engaged  on 
the  line,  as,  although  it  was  Saturday  afternoon,  and  the  worksheds 
closed,  a  number  of  men  and  boys  remained  for  two  or  three  hours 
to  see  what  our  ugly  customer  was  intended  to  do ;  when  they  dis- 
covered a  ^^  run  "  was  to  take  place,  and  passengers  wanted,  a  rush 
was  made  to  secure  seats,  or,  as  I  should  more  correctly  say,  stands, 
for  the  conveyance  was  not  fitted  for  passenger  traffic.  Some  sixteen 
men  were  soon  standing  in  the  truck  and  holding  on  to  each  other 
ready  for  starting.     At  this  moment  I  was  much  amused  at  the  con- 
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dnct  of  the  engineer  and  stoker  on  an  engine  shunting  a  long  coal 
train,  who  had  been  requested  to  clear  part  of  the  line  for  my  experi- 
mental run.  They  were  sorely  perplexed  at  seeing  the  men  standing 
on  what  appeared  to  them  a  coal  truck  in  difficulties,  but  no  sooner 
did  they  perceive  it  start  off  with  its  motley  group,  without  any  ap- 
parent driving  machinery,  than  they  jumped  off  their  engine  and  ran 
after  the  spring-car,  climbing  on  the  back,  and  taking  part  in  its  first 
journey  along  the  line ;  and  a  very  merry  journey  we  had  on  our 
mongrel-looking  carriage,  the  men  and  boys  laughing  outright  at  the 
comical  appearance  of  the  whole  affair,  at  the  same  time  expressing 
their  pleasure  at  witnessing  this  novel  kind  of  propulsion.  ^^  Only 
think,  Bill,"  says  one,  "  this  'ere  truck  being  drove  along  by  watch- 
springs." 

Nearly  three  years  have  been  spent  in  ascertaining  the  best  method 
of  tempering  springs,  and  determining  the  most  useful  method  of 
coiling  the  steel  for  my  purposes.  The  time,  however,  has  been  most 
usefully  employed  in  trials  on  my  models  and  the  truck  and  full-sized 
car  at  West  Brompton.  During  this  period  some  hundreds  of  different 
sized  springs  have  been  made  and  tested,  and  I  may  now  fairly  say 
all  seeming  difficulties  have  been  overcome. 

My  spring  makers,  Messrs.  George  Salter  &  Co.,  have  just  com- 
pleted the  springs  and  machinery  for  propelling  a  car  to  run  either 
on  the  asphalte  roads  or  the  ordinary  tramways.  Two  sets  of  wheels 
have  been  made,  which  can  be  changed  as  required  for  either  mode 
of  transit.  The  car  has  been  built  especially  for  this  machinery,  the 
barrels  placed  longitudinally  under  the  carriage,  and  in  two  sets, 
which  can  be  worked  successively  or  simultaneously,  as  the  case  may 
require.  The  spring  power  can  be  shut  off  at  any  time  during  transit, 
so  as  to  take  advantage  of  the  impetus  given  to  the  car,  and  can  be 
immediately  applied  when  needed  ;  full  brake  power  is  provided,  to- 
gether with  a  reversing  gear,  which  has  been  greatly  improved  since 
the  experiments  made  at  Lillie-bridge. 

The  following  comparison  between  the  car  tried  at  West  Brompton 
and  the  one  under  construction  by  Messrs.  Geo.  Salter  &  Co.,  will 
show  the  improvements  made  during  the  last  few  months  both  in 
spring  power,  and  in  the  style  of  carriage  to  be  used  either  on  the 
ordinary  tramways  or  asphalte  roads : 
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The  body  of  the  car  tried  at  West 
Brompton  weighed  about  23 
cwt. 

The  springs  each  weighed  120  lbs. 

The  springs  were  each  65  ft.  long 
and  4j^  inches  broad. 

And  had  a  maximum  pull  of  950 
lbs. 

Giving  (each  spring)  4J  revolu- 
tions. 

These  springs  required  boxes  of 
22  inches  diameter. 


The  body  of  the  car  now  con- 
struoted  weighs  4  cwt. 

The  springs  each  weigh  85  lbs. 

The  springs  are  each  38  ft.  in 
length,  and  4  inches  broad. 

And  have  a  maximum  pull  of 
1600  lbs. 

Giving  each  spring  over  7  revolu- 
tions. 

These  springs  require  boxes  of  14 
inches  in  diameter. 

Thus,  it  will  be  seen  the  new  car  is  about  one-sixth  of  the  weight 
of  the  one  experimented  upon  last  year,  while  it  is  nearly  double 
the  power  and  revolutions  in  the  springs,  with  one-third  less  weight 
in  springs  and  machinery.  The  barrels  being  arranged  longitudi- 
nally under  the  car,  give  more  room  for  the  action  of  the  brake  and 
reversing  gear. 

As  regards  the  important  item  of  cost  of  machinery  for  driving  a 
car  by  my  spring-motors,  and  the  annual  cost  of  working  a  car  on 
any  of  the  London  tramways  by  horse-power,  it  is  estimated  the  ex- 
pense of  the  latter  is  about  £750  per  annum,  which  includes  keep  of 
14  horses,  wear  and  tear  and  loss  of  stock  (which  I  hear  is  very 
great),  harness,  stablemen,  veterinary  charges,  rent,  etc. ;  whereas 
it  will  be  seen  from  the  following  estimate,  my  car  can  be  worked  at 
less  than  one-third  of  this  annual  expense : 

The  machinery  for  each  car  (which  it  is  estimated  will  last 

many  years),  about  £200. 
Interest  on  this  outlay  at  10  per  cent.,  .         .         •         .    £  20 

Proposed  royalty  on  each  car  using  my  invention,  per  annum       100 
Wind-up  steam  apparatus  divided  among  cars  in  one  of  the 

metropolitan  tramways,  say  per  annum,     .         •         •         •         50 
To  make  up  round  numbers,  may  be  added  for  repairs,  lubri- 
cating, and  wear  and  tear,  per  annum,      ....         30 

Total  expense  of  each  spring-car  per  annum,        •         .    £200 
Against  £750  per  annum  for  horse  traction. 

The  price  of  the  spring-motor  (£200)  is  not  carried  forward  into 
the  yearly  charges,  as  it  will  form  part  of  the  rolling-stock  of  the 
company.  The  "  winding-up  "  is  managed  by  a  5-horse  power  engine 
in  about  two  minutes.  Where  the  line  is  over  three  miles  it  will  re- 
quire three  engines,  which  will  be  capable  of  winding  up  at  least  200 
cars  daily. 
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Book   Notices. 


United  States  Patents. — Henry  Howson,  Solicitor  of  Patents, 
and  Charles  Howson,  Attornej-at-Law.  Porter  and  Coates, 
Philadelphia.  16mo.,  164  pp. 
This  brief  treatise  of  the  law  of  patents,  as  established  by  legal 
decisions,  is,  notwithstanding  its  brevity,  exceedingly  thorough  and  lull 
in  all  the  bearings  of  the  law  upon  the  issuance,  maintenance,  and 
traffic  in  patents.  Passing  over  the  opinions  set  forth  in  the  intro- 
ductory chapter,  where,  although  the  statements  of  fact  are  beyond 
question,  the  conclusions  therefrom  express  only  the  views  of  the 
writers,  the  succeeding  chapters  give  the  words  of  the  statute,  with 
explanatory  comments  based  upon  copious  references  to  cases  which 
have  been  adjudicated.  It  is  as  clearly  and  distinctly  aet  forth,  as 
the  use  and  meaning  of  legal  language  will  admit — to  whom  patents 
are  granted,  and  to  whom  they  are  not  granted ;  weighing  all  the 
possible  conditions  of  individuals  and  of  grants — for  what  patents  are 
granted,  and  for  what  they  are  not  granted ;  covering  all  subjects  of 
invention,  whether  process,  material,  or  principle,  combination  or 
improvement — how  to  obtain  a  patent,  and  what  will  prevent  this 
purpose ;  giving  all  the  forms  and  courses  of  procedure  which  will  or 
can  arise  in  the  Patent  office  and  Courts  in  the  attempt  to  procure  a 
patent — and  completing  the  treatise  by  a  consideration  of  inter- 
ferences, re-issues,  assignments,  grants,  licenses,  infringements,  etc. 
An  excellent  and  copious  index  adds  to  the  value  of  the  book  im- 
mensely. It  is  fair  to  state  that  many  of  the  quoted  decisions  have 
not  met  the  scrutiny  of  an  appeal  to  the  Supreme  Court,  and  that 
some  others  which  are  quoted  have  been  based  upon  a  somewhat 
different  statement  of  the  case  than  they  have  been  applied  to  in  the 
text  of  this  book,  and  some  of  them  would  properly  be  overruled  by 
the  first  clear-headed  judge  ;  but  all  this  belongs  to  the  well^nown 
uncertainty  of  the  law.  In  any  event  this  little  book  supplies  a 
popular  as  well  as  a  legal  want  in  the  knowledge  of  the  operation  of 
the  patent  laws,  and  is  worthy  of  a  place  on  the  shelves  of  all  law- 
yers, and  should  be  owned  by  all  who  intelligently,  for  themselves, 
wish  to  become  patentees;  or  who,  being  now  patentees,  desire  to 
appreciate  the  rights  and  uncertainties  of  their  property. 


Practical  Treatise  on  the   Construction  of   Iron   Highway 
Bridges.     Alfred  P.  Boiler,  C.E.     John  Wiley  &  Sons,  N.  Y. 
For  sale  by  Claxton,  Remsen  &  Haffelfinger,  Phila. 
This  unpretentious  treatise  is  scarcely  popular  enough  for  the  most 
general  reader,  but  it  is  sufficiently  so  to  answer  the  purpose  of  in- 
struction to  any  interested  one.     To  the  town  or  country  officer  who 
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is  called  upon  in  any  way  to  consider  what  are  the  requisites  of 
bridge  building,  it  cannot  fail  to  impart  a  flood  of  the  most  useful  in- 
formation. There  have  been  no  failures  so  hopeless  as  those  which 
have  been  made  by  the  uneducated  practical  man  in  the  erection  of 
roofs  and  bridges  when  they  have  relied  upon  and  been  trusted  for 
their  own  ingenuity  and  observations,  with  guesses  of  strength  in 
place  of  computations.  This  book  should  be  put  in  the  hands  of 
those  who  have  the  authorization  of  expenditures  for  bridges,  and 
it  would  lead  them  to  see  for  themselves  that  while  the  construction  of 
a  bridge  is  not  only  limited  to  a  few  practical  styles  which  they  can 
readily  understand ;  the  absolute  requirements  of  strength  of  parts 
need  the  estimate  of  the  engineer,  as  decidedly  as  in  making  a  pur- 
chase or  sale,  the  weighing  of  hay  or  measuring  of  wood  is  a  neces- 
sity of  trade.  The  work  will  go  further  in  the  hands  of  the  local  sur- 
veyor or  district  engineer  than  any  treatise  on  bridge  construction 
before  written  to  satisfy  him  that  special  information  and  experienced 
practical  knowledge  in  bridge  engineering  is  essential  in  reconciling 
the  antagonistic  bids  and  claims  of  rival  proposers,  and  lead  him  to 
seek  professional  assistance  to  share  his  responsibilities,  and  in  this 
way  alone  it  is  a  most  valuable  addition  to  our  technical  literature. 


Proposed  Continuation  of  the  Experiments  of  the  late 
Pro£  Walt.  B.  Johnson  on  American  Coals.— The  National 
Academy  of  Science  has  prepared  a  memorial  to  Congress,  asking 
for  a  continuation  of  these  extremely  valuable  experiments,  to  be  ex- 
tended to  the  coals  of  the  Mississippi,  and  those  of  the  elevated  coun- 
try beyond,  to  the  Pacific  Coast.  The  principal  plea  of  this  memo- 
rial is  in  behalf  of  the  national  protection  and  the  demands  of  the 
U.  S.  army  and  navy,  but  the  secondary  one,  in  the  interest  of 
manufactures  and  commerce,  would  present  a  much  stronger  claim 
upon  the  government.  Fuel  is  the  primary  necessity  of  modern 
civilization — the  basis  of  modern  industry,  and  the  development  of 
the  resources  of  the  country  by  investigation,  under  national  direc- 
tion and  authority,  is  an  unquestionable  duty  of  Congress.  No  one 
of  the  numerous  publications  in  the  way  of  statistics  ever  made  by 
the  authority  of  the  United  States  has  had  a  larger  quotation,  or  been 
more  practically  useful  in  the  arts  and  sciences,  than  this  original  Re- 
port of  Prof.  Johnson,  and  an  equally  well  considered  document 
which  should  embrace  the  fuel  and  the  fuel  resources  of  this  country 
would  be  appreciated  in  all  lands.  It  is  to  be  trusted  that  this  rec- 
ommendation of  the  academy  will  be  liberally  responded  to. 
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CONTINUOUS  GIRDERS  AND  DRAW  SPANS. 

By  A.   Jay  DuBois,   C.  E.,  Ph.  D.,  Prof.   Civil  and   Mechanical 
Engineering,  Lehigh  University,  Bethlehem,  Pa. 

In  a  very  excellent  and  justly  popular  **  Engineer's  Pocket  Book," 
(John  C.  Trautwine,  the  Civil  Engineer's  Pocket  Book,  1872,  p.  304), 
our  attention  has  lately  been  called  to  the  remark  that  "  the  strains 
upon  a  drawbridge  are  very  complicated  ;  and  the  designing  and  con- 
struction of  such  bridges  when  of  large  spans,  should  be  entrusted  to 
experts  only."  In  Humber's  "  Strains  in  Girders,"  (New  York,  D. 
Van  Nostrand,  1869),  we  also  find  the  statement  that  "  it  would  per- 
haps be  impossible  to  give  mathematically  accurate  formulae  for  the 
moments  of  rupture  in  continuous  beams  with  moving  loads,  that 
would  be  worth  anything  for  practical  application."  This  statement 
is  supported  by  reference  to  a  "  well  known  author  "  (J.  H.  Latham, 
**  Iron  Bridges  "),  who  has  even  pronounced  the  case  "  too  compli- 
cated for  investigation."  The  graphic  constructions  given  by  Hum- 
ber  in  the  work  above  alluded  to,  are  themselves  only  applicable 
upon  the  supposition  that  the  spans  are  so  proportioned,  that  the 
moments  at  any  pier  due  to  two  successive  loaded  spans  are  equal ;  a 
condition  which  cannot  certainly  be  realized  for  moving  loads. 
Again,  in  a  more  recent  publication  ("  Graphical  Method  for  the 
Analysis  of  Bridge  Trusses,"  Greene,  New  York,  D.  Van  Nostrand, 
1875),  we  find  that  "  the  mathematical  investigations  are  intricate, 
and  the  formulae  deduced  troublesome  in  application,"  that  "  a  par- 
tial solution  of  the  problem  by  mathematical  calculation  is  attended 
with  considerable  difficulty,  and  that  a  complete  solution  for  the  bending 
moments  and  shearing  forces  at  every  section  under  moving,  partial  and 
irregular  loads,  tasks  the  powers  of  the  best  mathematicians,  and  is  well 
nigh  impossible,  on  account  of  the  complexity  of  the  formulae,  so  far  as 
any  practical  application  of  them  by  the  engineer  is  concerned." 

Again,  in  a  work  entitled  "  Strength  of  Beams,  Columns  and 
Arches,"  by  B.  Baker,  E.  &  F.  N.  Spon,  1870,  we  read  on  page  313, 
Whole  No.  Vol.  CXI.— (Third  Sbribs,  Vol.  LXXII.)  2 
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^^  the  determination  of  the  exact  mathematical  value  of  the  maximum 
strains  occurring  in  continuous  girders  of  three  or  more  spans,  when 
subject  to  a  moving  load,  involves  problems  of  almost  hopeless  in- 
tricacy. The  most  expert  mathematicians  would  have  to  devote  a 
month  or  more  to  the  preliminary  calculations  for  a  very  ordin- 
ary bridge,  and  the  results  deduced,  would  not,  after  all,  be  more 
reliable  in  practice  than  those  arrived  at  by  comparatively  simple 
modes  of  investigation  .  .  ." 

The  above  remarks  and  quotations  illustrate  well  the  prevailing 
opinions  upon  this  subject  in  England  and  this  country,  and  with  these 
opinions  we  venture  to  join  issue  at  every  point.  The  problem  of 
the  continuous  girder,  including  of  course  the  particular  case  of  the 
draw  span,  is  not  only  capable  of  ^^  complete  solution,"  but  has  been 
solved  both  graphically  and  analytically  with  a  thoroughness  and 
precision  which  leaves,  at  least  in  a  practical  point  of  view,  nothing 
to  be  desired. 

Clapeyron's  famous  "  theorem  of  three  moments  "  (1857)  was  long 
since  extended  by  Bresse,  Winkler^  and  others  (1862),  to  single  con- 
centrated loads  in  any  position.  Culmann  and  Mohr  (1866)  have 
given  us  a  complete  graphical  solution,  and  in  the  latest  work  of 
Winkler  ("  Theorie  der  Briicken/'  Wien,  1873),  we  find  both  solu- 
tions given  side  by  side,  while  in  the  recent  work  of  Weyrauek^ 
(^'Theorie  der  Trager,"  Leipzig,  1873),  a  book  well  worthy  to  close 
the  long  list  of  investigations  upon  the  subject,  we  find  a  most  com- 
plete and  extended  discussion  and  solution.  Finally,  in  the  pages  of 
this  magazine  for  March  and  April,  1875,  will  be  found  formulae  de- 
duced by  Mr.  Merriman,  of  the  Sheffield  Scien.  School  of  Yale  Col- 
lege, than  which,  nothing  more  simple  or  comprehensive  can  be 
desired  by  the  practical  engineer  and  constructor. 

It  is  not  our  purpose  to  give  a  history  of  the  subject,  or  we  might 
perhaps  show  that  it  is  little  to  the  credit  of  English  or  American 
authors  that  they  have  so  long  treated  it  with  "judicious  silence,'* 
and  thus  ignored  one  of  the  most  important  developments  of  the  last 
decade  in  engineering  practice.  The  importance  of  the  theory  of  the 
continuous  girder  as  applied  to  draw  spans,  will  at  least  be  generally 
admitted ;  and  when  our  engineers  shall  have  become  convinced  of 
the  fact  which  has  already  been  demonstrated  and  admitted  by  Ger- 
man engineers,  that  there  is  a  saving  of  material  in  the  continuous 
girder,  casteris  paribus,  of  from  25  to  30  per  cent,  usually,  and  even 
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reaching  as  high  as,  in  extreme  cases,  50  per  cent,  it  is  possible  that 
even  the  continuous  girder  itself  may  meet  with  more  favor  than  at 
present.     The  objections  of  such,   and  they  are  not  few,  who  are 
ready  to  assert  that  this  saving  is  imaginary,  are  best  met  by  referring 
them  to  the  theory,  which  is  at  the  bottom  precisely  the  same  as  that 
which  they  accept  and  work  with,  in  the  case  of  the  common  girder. 
If  its  results  are  accepted  in  the  latter  case,  as  they  are  universally ; 
if  the  simple  girder  comes  out  merely  as  a  particular  case  of  the 
more  general   continuous  girder ;  they  must  either  reform  their  own 
practice  or  accept  the  conclusion.     There  are  others,  and  they  also 
are  not  few,  who  not  denying  the  '^  theoretical  result,"  hold  that  it 
cannot  be  realized  *'  in  practice."     To  such,  the  questions  seem  per- 
tinent, 1st,  how  do  you  know  ?     Have  you  ever  tried  ?     2d,  do  you 
know  of  those  who  have  tried  the  question  and  decided  it  adversely? 
If  the  first  questions  fail  to  meet  a  response,  the  whole  case  turns  on. 
the  second.     If  that  also  is  unanswered,  the  whole  subject  remains; 
open  most  certainly.     In  this  country  the  first  question  must  remain^ 
unanswered.     In  the  work  of  Winkler,  above  referred  to,  however,, 
may  be  found  a  list  of  nearly  a  hundred  continuous  girders  actually' 
erected  in  Spain,  England,  Austria,  Prussia,  Switzerland,  France, 
Italy,  etc.,  of  all  spans,  from   500  feet  down,  and  all  numbers  of 
spans,  from  six  down.    Now  the  decision  of  those  who  have  thus  fairly, 
tested  the  question  is  favorable,  and  the  construction  of  such  girders 
still  goes  on.     Would  it  not  be  well  then  for  those  who  boldly  deny, 
the  possibility  of  such  constructions,  or  their  advantages,  either  the- 
oretically or  practically,  to  first  inform  themselves  upon  the  theory 
they  thus  condemn,  and  the  practice  they  thus  oppose  ?  Should  theory 
alone  indicate  an  advantage  which  in  practice  is  only  imperfectly  re- 
alized, it  ought,  one  would  suppose,  to  be,  if  anything,  an  incentive 
to  a  nation  not  generally  considered  as  deficient  in  inventive  genius, 
and  whose  record,  especially  in  bridge  construction,  during  its  early, 
stages,  is  still  an  example  of  what  may  be  done  with  imperfect  ma- 
terials, to  obtain  in  practice  the  gain  which  theory  indicates.     At 
least,  one  would  suppose  that  when  others  have  successfully  met  the 
difficulty,  such  a  nation  would  not  be  found  very  far  behind.     At 
present,  it  stands  as  a  fact,  that  in  nearly  every  civilized  country, 
America  excepted,   the   continuous    girder    has    been  investigated,, 
erected,  tried,  and  accepted,  while  American  engineers  still  wisely 
shake  their  heads,  doubt,  and  decline  to  try. 
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The  influence  of  the  work  of  Weyrauch,  above  quoted,  is  already 
to  be  seen  in  this  country  in  the  treatise  by  Clemens  Serschel  upon 
"  Continuous  Revolving  Draw  Bridges,"  (Boston,  Little,  Brown  & 
Co.,  1875).  Finally,  in  this  Journal,  for  March  and  April,  we  may 
notice  an  article  upon  continuous  girders  by  Mansfield  Merrimaity 
giving  formulae  of  the  highest  importance  for  the  practical  solution  of 
the  problem.  Merriman's  formulae  apply  to  any  number  of  spans  of 
any  lengths,  for  uniform  load  over  any  single  span,  or  for  single  con- 
centrated load  in  any  one  span,  and  are  so  compact  that  everything 
necessary  for  the  complete  solution  of  the  continuous  girder  may  be 
entered  upon  a  couple  of  pages  of  the  note  book.  The  calculation 
then  proceeds  in  a  manner  precisely  similar  to  that  for  the  simple 
girder  ;  which  last  is  indeed  but  a  particular  case  of  the  more  gen- 
eral formulae. 

As  to  the  difficulty  of  solution :  if  ability  to  calculate  a  continuous 
•girder  or  draw  span  constitutes  an  **  expert,**  we  venture  to  hope  that 
the  perusal  of  these  pages  will  put  the  reader  in  full  possession  of 
such  a  desirable  accomplishment. 

We  shall  first  indicate  the  general  nature  of  the  problem  required 
to  be  solved ;  what  quantities  are  unknown  and  must  be  found,  and 
how  these  quantities  are  then  made  use  of.  We  shall  then  give  a 
concrete  example  illustrating  the  above,  assuming  that  we  know  what 
the  desired  quantities  are ;  and,  lastly,  we  shall  give  the  formulas  of 
Mr.  Merriman,  by  which  these  desired  quantities  may  themselves  be 
found.  A  few  remarks  upon  the  relative  advantages  and  disadvan- 
tages of  the  continuous  girder  will  then  close  our  discussion. 

11. — General  Nature  of  the  Problem. 

If  a  girder  simply  rests  at  its  two  ends  upon  supports,  and  is  acted 
upon  by  any  weight  or  weights,  as  in  Fig.  1,  we 
know  that  the  weight  P  causes  "  reactions  **  at  the  s  *•  ^ 
ends,  that  is  a  shear  /?  just  to  the  right  of  the  left 
support,  and  a  shear  aS' just  to  left  of  right  support. 
Now,  these  forces,  viz.,  the  weight  and  the  end  "re- 
actions," are  flZZthe  outer  forces  which  act  upon  the 
girder.  These  outer  forces  being  necessarily  in  equilibrium,  because 
otherwise  there  would  be  motion,  we  can  find  S  and  S^  by  moments 
about  A  and  jB,  or  by  the  'Maw  of  the  lever.**  Thus,  if  a  is  the 
distance  of  weight  P  from  left  end,  and  I  is  the  length  of  beam,  we 
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have,  by  the  «  law  of  the  lever,"  SXl==P  (I— a  ),  and  S'  Xl  = 
P  a  ox  S=  _i_IL^  and  /S'=  —.      Now,  in  any  framed  structure 

whatever,  when  once  all  the  outer  forces  are  known,  the  strain  in  any 
and  every  piece  can  easily  be  found  by  moments. 
Thus,  Fig.  2 :  let  the  height  of  truss  be  A,  and 

panel  length  -_,  or  one-fourth  of    the   entire  v-ry-l^*Vt»y*\ 
4  ^<^Ac  /  D  I  E 

length.      Now,  we  can  find  the  strain  in  any  ^*' 

piece  whatever,  by  supposing  the  structure  cut  entirely  through 
by  a  plane  which  cuts  only  three  pieces,  the  strains  in  which 
are  unknown,  and  in  order  to  determine  the  strain  in  any  one 
of  these  pieces,  take  the  intersection  of  the  other  two  as  a  centre 
of  moments.  Thus,  suppose  A^  2  and  D  cut.  Then,  to  determine 
Ay  take  the  centre  of  moments  at  the  intersection  of  2  and  2>,  the 

other  two  pieces.      We  have  then  str.  in  ul  X  A  =  J?  X—  or  str. 

Of 

\n  A  =  zl       Again,  str.  in  />  X  A  =  —  <S  X  H  or  str.  in  2>  = 
4A 

,  tension  being  considered  minus,  and  compression  plus,  and 
o  h 

rotation,  which  would  cause  tension,  being  minus ;  and  so  on,  for  any 

flange,  not  forgetting  to  take  into  account  the  weight  P  when  we 

pass  it.     Thus,  str.  in  EXh  =  —  SXil+  P  X^l  =  —  — — 

o 
T>7  p  J  _^  ^  7  Q 

-f       ;  or  Str.  in  JF  = ,  the   centre  of  moments  being 

8  8  A 

always  at  the  intersection  of  the  other  two  pieces  cut,  viz.  here,  4  and 
B  ;  or,  what  is  the  same  thing,  we  may  take  str.  in  JF  X  A  =  —  S'  X 

f  I,  or  str.  in  JJ  = ',  thus  leaving  out  P  by  taking  the  other 

8 
reaction.  Any  single  moment  which  tends  by  itself  to  cause  tension 
in  a  piece,  may  be  put  down  with  minus  sign,  if  compression,  with 
plus  sign.  The  method  is  precisely  the  same  for  a  diagonal.  Thus, 
for  diagonal  2,  the  intersection  of  the  other  two  pieces,  viz.,  A  and  i), 
is  here  at  an  infinite  distance,  since  A  and  D  are  parallel.*      Taking 

*  If  A  and  D  are  not  parallel,  their  intersection  is  the  centre  of  moments  for  the 
diagonal,  with  reference  to  which  the  moments  of  2  and  S  must  balance,  just  as  above, 
for  the  infinite!/  distant  point. 
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this  point,  then,  as  a  centre  of  moments,  "we  have,  since  the  lever 
arm  of  2  is  oo  cos  9,  where  0  is  the  angle  which  the  diagonal  makes 
with   the   vertical ;    S  X   oo  =  str.  in  2  X  oo  cos   tf,  or  str.  in    2 

—  =  S  sec.  0y  since =  sec.  and  oo  cancels  out.     Hence, 


00  cos  d  cos 

the  well  known  rule  for  parallel  flanges,  **  multiply  the  shear  by  the 
secant  of  the  angle  which  the  diagonal  makes  with  the  vertical."  If 
the  diagonal  were  on  the  other  side  of  the  weight,  we  should  have  S' 
sec.  d  or  (P — S)  sec.  0,  That  is,  the  shear  is  always  the  algebraic 
sum  of  all  the  forces  between  the  point  considered  and  the  end.  If  it 
acts  up  at  the  foot  of  a  diagonal,  or  down  at  the  top,  it  causes  com- 
pression, otherwise  tension.  Thus,  we  see  that  all  we  need  to  know 
in  order  to  calculate  completely  the  strains  in  every  piece,  due  to 
each  and  every  weight,  are  the  outer  forces.  These  once  known,  the 
problem  is  one  of  simple  multiplication.  Such  are,  in  brief,  the  prin- 
ciples by  which  we  may  calculate  any  simple  truss  of  single  span. 
Now,  for  a  continuous  girder,  the  principles  are  precisely  the  same, 
and  their  application  precisely  the  same,  and  no  more  difficult,  pro- 
vided that  in  this  case  also  we  know  all  the  outer  forces. 

Let  us,  therefore,  consider  what  are  in  this  case  the  outer  forces  ; 
and  how  does  this  case  then  differ  from  the  preceding. 

If  Fig.   3  represents   one   span  of  a   continuous   girder,   which 
sustains   a  weight  P  at  a  distance  a  -,  e' 

from  the  left  end,  we  have,  just  as  in     ^  |  rus.  a         ^^^ 

Fig.  1,  of  course,  two  reactions  or  shears     ^^  - A iT^  ^ 

S  and  S'  at  the  supports,  which  are,     '''^^^^^^^^^^^!^:^~;;^^^^ 
in  general,  different   numerically  from        *     o     "^ 
those  obtained  in  the  first  case,  and  in  P 

addition  at  each  end  a  pair  of  forces,  or  couple  acting  to  cause  tension 
in  the  upper  fibre  and  compression  in  the  lower  at  the  supports. 
Owing  to  this  couple,  we  have  then  at  the  supports  not  only  the 
shears,  S  and  S\  but  also  two  moments,  M  and  M\  These  moments 
we  always  consider  positive  when  tending,  as  in  the  figure,  to  cause 
compression  in  lower  flange,  or  fibre,  otherwise  negative.  That  is, 
we  take  the  lower  flange  as  a  flange  of  reference,  and  consider  com- 
pression as  plus  and  tension  as  minus.  These  moments,  then, 
divided  by  the  depth  of  the  truss,  or  the  lever  arm  of  the  forces, 
will,  of  course,  give  the  intensities  of  the  forces  themselves,  acting  in 
the  upper  and  lower  flanges.     If  the  moment  is  positive,  these  forces 
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act  as  shown  in  Fig.  3,  so  as  to  cause  compression  in  lower  flange  at  sup- 
ports and  tension  in  upper.  If  the  moments  are  negative,  these  forces 
are  respectively  reversed  in  direction,  so  as  to  cause  tension  in  lower 
flange  at  supports  and  compression  in  upper.  The  shears  are  positive 
if  acting  upwards,  negative  downwards.  Now,  these  are  all  the  outer 
forces  acting  upon  the  truss,  and  if  we  can  only  find  what  they  are^ 
precisely  the  same  principles  which  held  good  for  Fig.  2,  hold  good 
here  also,  and  no  more  difficulty  need  be  experienced  for  the  one  case 
than  for  the  other.  So  far  as  loads  in  any  one  span  are  concerned, 
then,  we  simply  have  to  find,  and  it  suffices  to  know,  what  are  the 
shears  and  moments  due  to  a  single  load  placed  anywhere  in  that  span. 
If  we  know  them,  we  can  easily  find  by  moments  the  strains  in  every 
piece  due  to  each  apex  load,  and  a  tabulation  of  these  will  then  give 
us  at  once  the  strains  due  to  uniform  dead  load,  and  to  moving  load. 
Formulse,  then,  which  enable  us  to  find  the  above  quantities  by  simple 
insertion  of  the  numerical  values  for  any  particular  case,  are  all  that 
we  need  for  a  load  in  any  one  span.  Such  formulae  we  shall  give 
hereafter. 

But  these  do  not  solve  the  whole  case.  Loads  exterior  to  any 
one  given  span,  t.e.,  situated  in  other  spans,  have  also  an  influence 
and  cause  strains  in  the  pieces  of  the  span,  the  strains  in  whose  pieces 
are  required.  The  above  formulae,  then,  would  only  enable  us  to  find 
the  strains  due  to  what  we  may  call  ^'  interior  loading"  or  loads  in 
the  span  itself.  We  have  now  to  consider  the  efi^ect  of  "  exterior 
loadinQj'  or  loads  in  other  spans,  and  the  inflaence  they  have  upon 
the  pieces  in  the  particular  span,  the  maximum  strains  in  which  are 
required.  Let  us  take,  for  instance, 
a  girder  of  seven  spans,  as  shown 
in  Fig.  4  (1),  and  consider  the  action 
of  a  load  in  D  U,  the  middle  span. 

Now  we  easily  see  at  once,  that 
both  the  moments  and  shears  at  the 
two  supports  of  any  loaded  span 
must  always  he  positive^  that  is,  there  must  always  be  compression  in 
lower  flanges,  jast  over  the  end  supports,  and  the  shears  there  must  act 
up,  or  opposed  to  the  load.  Now,  if  no  other  span  is  loaded,  and  if 
all  the  supports  are  on  level,  and  the  girder  must  touch  every  sup- 
port, it  must  take  a  wavy  line,  such  as  shown  in  the  Fig.,  and  sup- 
ports 0  and  F  must  be  above,  B  and  Gr  below,  A  and  E  again  above 
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the  girder.  In  general,  then,  the  mcments  and  shears  at  the  two  ends 
of  any  loaded  span  are  always  positive  ;  right  and  left  from  these  two 
ends  they  alternate  in  sign. 

Now  let  us  apply  these  principles  to  the  span  D  U^  the  maximum 
strains  in  the  pieces  of  which  are  required.  First,  considering  each 
apex  load  in  the  span  B  E  itself,  that  is  the  "  interior  loading  "  of 
the  span,  we  are  supposed-  from  our  formulae  to  have  first  found  the 
shear  and  moment  (both  positive)  at  the  support  2)  for  each  in- 
dividual apex  load.  We  can  then,  by  the  method  referred  to,  in  con- 
nection with  Fig.  2,  find  the  strains  in  each  piece  due  to  each  of  these 
weights,  and  tabulate  them.  We  now  come  to  consider  '*  exterior 
loading.''  For  this  purpose  we  wish,  first,  the  greatest  positive  mo- 
ment and  shear  at  the  same  support  2),  due  to  exterior  loads  alone  ; 
and,  second,  the  greatest  negative  moment  and  shear  at  2>,  due  to  ex- 
terior loads  alone.  We  must  find  and  tabulate  the  strains  due  to 
these  two  cases  also  by  themselves,  and  the  span  is  solved.  Now, 
from  our  principles  above,  for  these  two  cases,  we  reason  as  follows. 
Every  load  in  A  By  Fig.  4  (2),  causes  positive  moments  and  shears 
at  A  and  B^  and  then  at  the  other  supports  the  moment  and  shear 
alternate  in  sign.  Thus,  a  fall  load  over  A  -6,  as  shown  in  Fig.  4 
(2),  gives  a  positive  moment  and  shear  at  B  and  D.  A  load  over 
B  0  gives  a  negative  moment  and  shear  at  D ;  over  O  B,  positive 
again  at  B.  We  skip  the  span  B  -E' itself — the  "interior  loading  " 
applies  to  that — and  go  on  to  -E  JP,  a  load  over  which  gives  negative 
moment  at  D,  while  over  F  Gr  yre  have  positive,  and  over  G  JT  nega- 
tive moments,  and  shears  at  B.  The  case  of  loading  represented  in 
Fig.  4  (2),  then,  in  which  A  By  C  By  and  F  G,  are  fully  loaded  and 
the  others  unloaded,  will  give  the  greatest  positive  moment  and  shear 
which  can  possibly  occur  at  B  for  exterior  loading,  and  hence  the 
greatest  strains ;  while  the  case  represented  in  Fig.  4  (3)  gives  the 
maximum  negative  moment  and  shear  at  By  and  hence  the  greatest 
strains  for  that  case.  We  must  now  find  and  tabulate  the  strains  for 
these  three  cases,  viz.,  "interior  loading  "  strains,  and  the  two  cases 
of  "  exterior  loading  "  strains.  Now,  if  we  know  the  ratio  of  dead 
to  live  load,  then,  by  adding  algebraically  the  strains  thus  found,  and 
multiplying  by  this  ratio  the  algebraic  sum,  we  have  a  column  for 
dead  load  over  the  whole  girdery  from  end  to  end.  "We  can  now  easily 
pick  out  the  maximum  strains  which  can  ever  occur,  and  determine 
what  pieces  must  be  counterbraced,  and  how  much  the  strains  are 
in  each  case. 
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In  order  to  do  all  this,  it  will  be  observed  that  the  method  is  pre- 
cisely the  same  as  for  a  girder  of  single  span,  and  its  application, 
though  perhaps  a  little  longer,  no  more  difficult.  We  only  need  to 
know  the  outer  forces.     With  these  we  work. 

We  see  therefore  at  once  what  it  is  that  our  formulae  must  do,  and 
all  that  is  necessary  that  they  should  do.  They  should  enable  us  to 
determine  for  any  number  of  spans  of  any  lengths  over  level  supports, 
first,  the  moment  and  shear  at  the  end  of  any  given  span  for  a  single 
weight  placed  anywhere  in  that  span^  second,  the  moment  and  shear 
at  the  end  of  that  epan  for  a  uniform  load  over  the  whole  of  any 
other  span.  This  is  just  what  our  formulse,  which  we  shall  give 
hereafter,  enable  us  to  do,  and  although  they  also  enable  us  to  solve 
many  other  questions  connected  with  the  continuous  girder  incident- 
ally, such  as  deflection,  points  of  inflection,  etc.,  the  above  is  all  that 
it  is  essential  that  we  should  know  for  full  and  accurate  solution. 

Before  giving  these  formulae,  we  shall  now  give  briefly  an  example, 
illustrating  the  above,  supposing  that  the  moments  and  shears  as 
found  by  the  formulae  are  known. 

in.   CONTINUOUS  GIRDER. — EXAMPLE. 

Let  US  take  for  example  a  girder  of  seven  equal  spans,  and  seek 
the  maximum  strains  which  can  ever  occur  in  the  middle  span  D  JE^  < 
Fig.  5.  Fig,  5. 

Let  the  length  be  80  ft.,  divided  into  4 
panels  of  20  ft.  each,  and  let  the  live  load 
be  2  tons  per  ft.  or  40  tons  at  each  upper 
apex,  the  uniform  dead  load  being  only  ^  as 
much,  or  20  tons  per  upper  apex.     Height  of  truss,  10  ft. 

Now  the  quantities,  which  for  the  present  we  must  suppose  known, 
and  which  are  given  by  our  formulae,  are  as  follows  : 

Positive  moment  at  D  [1st  system  of  exterior  loading.  Fig.  4  (2)], 
=  +  788-2  ft.  tons,  corresponding  shear  at  right  of  ^  =  +  14*63 
tons. 

Negative  moment  at  D  [2d  system  of  exterior  loading,  Fig  4  (3)],  = 
— 382*54  ft.  tons,  corresponding  shear  =  —  14*63  tons. 

Also  for  the  interior  loads  in  the  span  itself,  we  have  : 
For  the  first  load  P^,  moment  at  i>  =  +  15892,  shear  =  +  8617 

"    «    second"  P^i       "  =  + 271*96,      "    =  +  25-88 

"    "    third    "  P,,       "  =  +  203-36,      "     =  +  14-16 

*'    "    fourth "  P„       "  =  +    62-88,      "    =  +    3-82 


^l       *'2      *'3       ^4 
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These  are  all  the  data,  which  we  need  to  know.  The  calculation 
now  proceeds  just  as  for  a  simple  girder. 

Thus  the  strain  in  the  first  end  flange,  a  a,  above  Dy  is  equal  to 
the  moment  at  D  divided  by  height  of  truss.  If  the  moment  is 
positive  it  indicates  compression  in  lower  or  tension  in  upper  flange. 
Thus  for  first  case  of  exterior  loading  we  have  in  this  flange  "^fg"^ 
=  78*8  tension,  since  the  flange  is  here  an  upper  one.  For  the 
second  case  of  exterior  loading  ^^ft^*  =  38*2  tons  compression. 
For  interior  loading,  we  have  for  Pj,  15-8  tons  tension,  and  for  Pj, 
27*2,  for  P3,  20*4,  and  for  P^,  6*4  tons,  all  tension  likewise.  In  the 
first  case  of  exterior  loading  also,  the  moment  at  i>  =  +  788*2,  and 
the  shear  S=  +  14*63,  cause  strains  in  all  the  other  pieces,  which 
we  can  readily  calculate.     Thus,  for  instance,  for  this  first  case, 

str.  inc  eXlO  =  —  788*2  +  14-63  X  40  or  str.  in  ce  =  — 
20*8  tons,  the  centre  of  moments  being  at  d,  and  tension  being 
minus,  also 

str.  indf  X10  =  +  788*2  — 14*63  X  50  or  str.  in  i  /=  + 
5*6  tons,  the  centre  of  moments  being  at  e,  A  positive  moment  always 
gives  compression  in  lower  fiange,  tension  in  upper.  Again,  str.  in 
diagonal  D  a  =  SX  sec.  45°  =  +  14*63  X  1*414  =  +  20*7  tons. 

ab  =  —  20*7,  b  c  =  +  20*7,  and  so  on  alternating  in  sign,   a 
•positive  shear  acting  up,  and  causing  compression   when  acting  up 
at  the  foot  or  down  at  the  top  of  a  diagonal. 

The  strain  in  any  flange  is  thus  easily  obtained  by  a  simple  equation 
of  moments,  by  supposing  that  flange  cut  and  the  point  of  rotation 
at  the  opposite  apex,  or  intersection  of  the  other  two  pieces,  and 
then  taking  the  moments  of  all  the  outer  forces  to  the  left  of  the 
section  about  this  point,  and  finding  the  force  which  must  act  in  the 
out  flange,  in  order  to  prevent  rotation.  For  fuller  explanation  of 
this  method  of  moments,  see  the  author's  ^'  Elements  of  Graphical 
Statics,"  Wiley  and  Sons,  New  York ;  also  his  article  in  the  April 
number  of  this  Journal  upon  the  "  Graphical  and  Analytical  De- 
termination of  Strains  in  a  Roof  Truss." 

In  similar  manner  we  can  flnd  the  strains  in  every  piece,  due  to 
the  second  case  of  exterior  loading.     Thus, 

str.  in  <? «  X  10=  +  382*54— 14-63  X  40  or  str.  in  £?e  =— 20*3  tons 
str.  mdfX  10  =  —  882*54  +  14*63 X  50  orstr.  ini/=  +  34*9  tons 
str.  in  diagonal  Da  =  —  14*63  X  1414  =  —  20*7  tons. 
ab  =  +  20*7  hc  =  —  20*7,  etc. 
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So  also  in  precisely  similar  manner,  for  each  interior  weight  P^i  ^29 
etc.,  we  can  find  the  strains.  Thus  take  for  instance  P^.  For  this 
▼eight  we  have  the  moment  at  2>  =  +  158-92,  and  shear  =  + 
3617.  Then  the  strain  in  first  end  flange  a  a,  above  2>,  is  "^^f'^^ 
=  —  15-8  tons  (tension  is  always  minus\  and  str.  in  2>  J  X  10  = 
+  158-92  —  36-17  X  10  or  D  6  =  —  20-8  tons ;  str.  in  a  c  X  10 
=  —  158-92  +  36-17  X  20  —  Pj  X  10,  or  since  P^  =  40  tons, 
Btr.  in  a  47  =  +  16-4  tons.  Observe  that  for  this  piece  the  weight 
Pj,  also  comes  into  the  equation.  •  Again,  str.  in  6  (2  X  10  =  + 
158-92  —  36-17  X  30  +  Pj  X  20  or  6  rf=  — 12-6  tons,  and  soon  for 
every  flange.  For  the  diagonals,  str.  in  2>  a=  ;S^  X  sec.  46°  =  36-17 
X  1-414  =  +  51  tons.  For  diagonal  a  6,  by  reason  of  the  weight 
Pi  =  40  which  acts  down  at  a,  the  shear  is  —  40  +  36-17  =  — 
3*83  tons,  which,  since  the  weight  preponderates,  acts  down,  and  hence 
eauses  compression  on  a  6  also,  of  3-83  X  1*414  =  +  5-41  tons, 
6c  =  —  5-4,  c  d=  +  6*4,  and  so  on  alternately  plus  and  minus  for 
the  rest.  Thus  we  proceed  for  each  weight,  and  can  thus  fill  out  the 
following  table. 
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3              3             4              6 
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6              7 
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6              9 
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11       12 
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ce 

+8-8 
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+8-8 
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—20-8 
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+24-9 

%g 
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+8-0 

+24-4 
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+500 
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+4-7 

44-8 

9h 

—6-4 
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-27-2 

—15-6 
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+38-2 
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208-5 
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115-9 
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bd 

-13-8 

-^50-8 
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-^•2 
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+5-6 
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V 

—5-2 

—220 
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fX 
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We  give  in  the  table,  in  order  to  economize  space,  only  the  flanges ; 
the  method  is  precisely  the  same  for  diagonals  also,  but  for  the  pur- 
pose of  illustration  a  few  of  our  results  are  sufficient. 

Having  found,  and  tabulated  the  strains  due  to  each  weight,  as 
shown  by  the  first  6  columns  for  interior  loading,  we  add  all  the  ten- 
sions and  compressions  for  each  piece,  and  place  the  results  in  columns 
6  and  7.  We  thus  have  the  ^^  maximum  strains "  which  can  be 
caused  by  the  interior  loads  alone  in  the  span  D  E.  In  the  next  two 
columns,  8  and  9,  we  now  place  the  strains  due  to  the  two  cases  of 
"  exterior  loading  "  [Fig.  4  (2)  and  (3)].  Now  if  the  uniform  dead 
load  is  known  to  be  any  ratio  of  the  live,  as  say  ^,  we  have  only  to 
take  the  algebraic  sum  of  the  strains  in  columns  6,  7,  8,  and  9,  hori- 
zontally, and  put  one-half  this  sum  in  column  10.  We  thus  find 
column  10  for  dead  load.  Finally,  from  columns  6,  7,  8,  9,  and  10, 
we  can  find  the  total  maximum  strains^  which  can  possibly  occur,  as 
given  in  the  last  two  columns,  11  and  12.  Thus,  take  for  instance, 
the  piece  a  c.  In  this  flange  there  is  a  constant  compression  due  to 
*the  dead  load  of  4-7  tons.  The  second  system  of  loading,  if  it 
should  ever  occur,  which,  if  not  probable,  is  at  least  possible,  would 
add  to  this,  8-9  tons,  while  interior  loading  may  at  the  same  time 
independently  cause  50  tons,  all  compression.  Since  all  three  cases 
mat/  exist  together,  we  have  4-7  +  8-9  +  50  =  63-6  tons  compres- 
sion in  a  c.  But  again,  the  firat  system  of  exterior  loading,  which 
may  also  act  alone,  causes  49*5  tons  tension  in  a  c.  Diminishing 
this  by  4-7  tons  compression,  due  to  dead  load,  which  must  always 
act,  we  have  —  495  +  4-7  =  —  44-8  tons  tension  in  a  c.  These 
two  strains  are  the  greatest  which  can  ever  occur  in  this  piece.  We 
see  also  that  this  piece  must  be  counterbraced,  because  the  tension 
—  49*5  for  first  case,  is  greater  than  the  constant  compression  of  4*7 
due  to  dead  load,  while  on  the  other  hand  g  h  need  not  be  counter- 
braced,  because  the  greatest  compression  which  can  ever  occur,  viz., 
38*2,  is  less  than  the  constant  tension  55*1  due  to  dead  load.  So 
also  for  a  a.  Since  in  this  case  we  have  taken  a  middle  span,  observe 
that  the  strains  for  Pi  and  P^,  P^  and  P„  are  similar,  as  they 
should  be.  Thus,  strain  in  a  a  due  to  P^  is  the  same  as  in  ^  A  due 
to  Pi,  and  so  on. 

Thus  we  see  that  the  method  of  calculation  is  precisely  the  same  as 
for  a  girder  of  single  span.  In  this  latter  case,  columns  8  and  9 
would  of  course  fall  out ;  also,  since  there  are  no  end  moments,  and 
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since  the  end  shears  are  different,  the  numerical  values  of  the  strains 
in  columns  2  to  5  will  be  different. 

In  any  framed  structure  whatever,  then,  it  will  be  seen  that  the 
sole  diflSculty  is  in  finding  all  the  outer  farces  for  any  desired  loading, 
and  that  generally  the  repetition  of  a  single  load  covers  all  cases  of 
moving,  or  live  and  dead  load. 

The  outer  forces,  such  as  end'moments  and  shears,  being  once 
known,  the  rest  is  easy.  In  the  author's  work,  entitled  the  "  Ele- 
MBKTS  OF  Graphical  Statics,"  Wiley  and  SonSy  New  York,  will 
be  found  many  examples  in  illustration  of  the  above,  together  with 
easy  and  practical  methods  of  finding  the  outer  forces  for  continuous 
girders,  pivot  spans,  braced  arches,  suspension  trusses,  and  all  the 
various  forms  of  girders  and  roof  trusses,  which  occur  in  engineering 
practice,  together  with  the  methods  of  calculation  and  diagram. 

IV.   THB   PIVOT   OR   DRAW   SPAN. 

The  method  of  calculating  the  strains  in  a  pivot  span  presents  no 
difficulty,  provided,  as  always,  we  know  the  shears  at  the  supports  for 
a  weight  anywhere.  The  pivot  span  may  be  considered  as  a  girder, 
continuous  over  three  supports,  or  in  some  cases,  over  four  supports, 
the  small  intermediate  span  being  the  width  of  the  turn  table.  In 
this  latter  case,  again,  it  may  happen  that  both  the  centre  supports 
are  pivoted  upon  a  third,  so  that  they  can  tip  under  the  action  of  a 
weight,  one  down  and  the  other  up.  In  Fig.  6  we  have  these  three 
cases.     The  two  first  are,  of  course,  only  PvaG  o) 

particular  cases   of  our   general  formulae,  x       ^^^- — .....,^^ 

which  we  shall  give  hereafter.     The   third     a^^^j-^^  ^ 

was  first  noticed,  and  the  formulae  for  the        ^  ^^  ^ , 

"reactions      at  supports    first    given    by      if^:^i:j=*!^irg^^^ 
Clemens    Herschel,   (Continuous  revolving      ^"oT^p      ^,^^^^^^ 
draw  spans.  Little,  Brown  &  Co  ,  Boston),     ^^zr    ::::^^^^""~^ 
Of  course,  in  any  case,  for  an  end  support ;    ^—^      B 
"  reaction  "  is  the  same  as  shear ^  since  there  ^ 

is  no  other  span  beyond,  to  contribute  its  pressure  to  the  support. 
But  in  general,  at  any  support,  the  reaction  is  the  sum  of  the  shears 
on  each  side.  They  are  shears  which  our  formulae  give,  and  they 
should  never  be  confounded  with  "reaction." 

Now  in  the  ease  of  the  pivot  span,  it  is  evident  that  if  the  shear  at 
Aj  due  to  a  weight  placed  anywhere  in  any  span  is  known,  then,  since 
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at  this  support  there  is  no  end  moment,  we  have  all  we  need,  in  order 
to  find  the  strains  in  every  piece  of  the  span  A  JB,  The  strains  in 
the  other  end  span  will,  of  course,  he  the  same,  if,  as  is  nearly 
always  the  case,  the  two  are  of  the  same  length ;  if  not,  they  can  be 
calculated  for  the  second,  as  for  the  first.  The  middle  span,  if  any, 
when  it  rests  directly  upon  the  turn  table,  can  be  disregarded ;  other- 
wise it  is  calculated  precisely  as  for  a  span  of  a  continuous  girder^ 
already  illustrated. 

The  centre  support  should  be  raised  above  the  level  of  the  ends  hy 
precisely  the  amount  that  the  draw  when  open  deflects  ;  otherwise, 
when  once  opened  it  would  evidently  be  difficult  to  shut  it  again. 

The  dead  load  strains,  then,  are  found  for  draw  open,  and  these 
same  strains  exist  unchanged,  even  when  the  draw  is  shut.  The  live 
loads  only  are  to  be  considered,  each  by  itself,  for  draw  shut,  and 
the  fact  that  the  centre  support  is  thus  raised,  will  not  affect  the  shears 
as  given  by  our  formulae .  This  fact  was  first  pointed  out  by  Clemens 
Herschel  in  his  work  above  referred  to,  and  the  proof  of  it  may  be 
found  in  the  author's  '^  Graphical  Statics."  Moreover,  it  is  not 
necessary  to  enter  into  elaborate  computations,  as  to  the  precise 
amount  by  which  the  centre  support  must  be  thus  raised  ;  it  is  only 
necessary  in  practice,  to  raise  the  centre  support  till  the  ends  just 
bear  and  no  more. 

We  have  then  two  calculations  to  make,  one  for  draw  open  and 
strains  due  to  dead  load  ;  the  other  for  draw  shut  and  strains  due  to 
live  load  ;  the  union  of  the  two  gives  us  the  maximum  strain  in  any 
piece.  In  order  to  make  the  latter  calculations,  we  have  simply  to 
find  the  reaction  (shear)  at  end  support,  for  each  and  every  apex 
load  in  all  the  spans  (generally  omitting  centre  span,  which  rests 
directly  upon  the  turn  table).  Although  the  formulae,  which  we  need, 
therefore,  are  merely  special  cases  of  more  general  formulae,  which 
we  shall  presently  give ;  still  the  case  of  the  draw  is  so  important 
that  we  shall  give  here  the  special  formulae  required. 

Let  the  load  P  be  at  a  distance  a  from  the  left  support  A^  then  we 
have  for  two  equal  spansj  1  =  A  B  =  B  Oy  Fig.  6,  for  the  reactions 
at  the  supports  Ay  £and  C ; 

R^  =  ^  (4P  — 5Z^a  +  a»). 

jBb  =  —  (8  P  a  —  a»). 
2P  ^ 
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Remember,  that  the  shear  at  ends  is  the  same  as  reaction ,  but  the 
middle  ^^  reaction "  is  the  sum  of  the  shears  on  each  side  of 
of  the  middle  support.  For  load  in  other  span  we  can  use  the  same 
fommlse.  Thus  reaction  at  A  for  load  in  B  0  is  same  as  at  0  for 
similarly  placed  load  in  A  B^  etc.  These  reactions  add  up  equal  to 
the  load  P,  as  should  be. 

For  the  second  case  of  four  fixed  supports,  Fig.  6,  we  have  for  a 
load  P  in  the  left  end  span  ^  £,  at  a  distance  a  from  the  left  support 
Ay  the  end  spans  being  n  I  and  the  centre  span  B  0=1^  the  follow- 
ing formulae  for  reactions. 

We  put  the  ratio  of  the  distance  a  to  the  length  of  span  n  Z,  or 

=  i  and  represent  a  quantity  of  frequent  occurrence  by  ffj  viz. 
JT=  3  +  8  n  +  4  nl     Then 
B^  =  —   [^—  (H  +  2  n  +  2  n«)  *  +  (2  n  +  2  n^)  F]. 

Ja 

iJ,=  ^[(3  +  10  n  +  9  »»  +  2  n»)*— (2  n  +  6n«  +  2n»)  A»]. 
iJc  =—  [—  (n  +  3  n*  +  2  n»)  A  +  (n  +  8  n*  +  2  n»)  **]. 

These  reactions  should  add  up  equal  to  the  weight.  They  are  all  we 
need,  as  loads  in  the  centre  span  B  (7  can  be  disregarded,  and  in  the 
right  end  span  the  same  formulae  apply,  only  we  have  to  put  Md  in 
the  place  of  Bj^^  Be  in  place  of  Bb^  etc.,  and  take  a  from  i>  towards 
the  left,  instead  of  from  A  towards  the  right. 

For  the  third  case,  or  the  tipper,  we  take  for  the  sake  of  distinction, 
the  middle  span,  equal  to  n  I,  and  the  two  outer  ones  each  I,     We 

have  k  then  equal  to  — ,  and  we  now  put  J?  =  4   +  8  n  +  S  n\ 

The  reactions  are  now  therefore* 

i?^  =  ^  [2  H-  (10  +  15n  +  3  n*)  *  +  (2  +n)  J^. 

iJ,  =  JJ,  =  JL.  [(6  +  9  n  +  3  n*)  *  —  (2  +  n)  *»]. 

*  For  demonsiratioiiB  of  these  formalad  see  author's  Elements  of  Graphical  Statics. 
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/2e  =  -ji^  [(2  +  n)  *»  -  (2  +  3  n  +  8  n*)  A]. 

These  reactions  when  added  together,  R^  -J-  2  ^b  +  Re,  are  equal  to 
P,  as  should  be.  By  the  application  of  these  formulae,  which  for  any 
particular  case  are  by  no  means  intricate,  we  can  find  the  reaction  at 
A  for  every  apex  load,  and  can  then  calculate  the  strains  in  each 
piece  of  the  span  A  B  for  each  and  every  load.  A  negative  re- 
action in  any  case,  indicates  that  the  support  must  be  above,  and 
unless  more  than  counterbalanced  by  the  dead  load,  the  girder  will 
rise  off  the  support  if  under,  unless  latched  down. 

The  above  comprises  all  that  need  be  said  under  this  head ;  we  shall 
now  give  an  example  illustrative  of  the  above,  and  then  pass  on  to 
the  general  formulas  so  often  referred  to,  by  means  of  which  we 
can  in  any  case,  for  any  number  of  spans,  find  the  moments  and 
shears  at  any  support. 

(To  be  continued.) 
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[Continued  from  Vol.  ci,  page  301.] 

"Most  of  the  sulphur  distilled  from  the  coal  passes  over  with  the 
ammoniacal  liquor,  and  the  authorities  vary  considerably  as  to  the 
quantity  present  in  crude  gas.  But,  taking  the  weight  of  a  cubic 
foot  of  crude  gas,  at  the  temparature  of  sixty  degrees  Fahrenheit, 
with  the  density  of  fourteen-candle  gas,  as  equalling  two  hundred 
and  thirty  grains,  and  two-tenths  of  one  per  cent,  as  the  weight  of 
sulphur,  there  would  be  four  and  six-tenths  grains  of  sulphur  per 
cubic  foot ;  while  the  standard  for  excellence  is  (as  has  been  stated, 
twenty  grains  per  hundred  feet)  two-tenths  grains  per  cubic  foot ; 
showing  that  only  one  twenty-third  the  sulphur  which  existed  in  crude 
gas,  is  tolerated  in  purified  gas.  When  gas,  either  crude  or  purified, 
is  burned,  all  the  compounds  are  reorganized  in  the  products  of  com- 
bustion ;  the  sulphur  compounds  are  decomposed,  the  sulphur  itself 
going  to  form,  with  oxygen,  sulphurous  acid;  the  ammonia  com- 
pounds resolve  into  nitrogen  and  hydrogen,  the  latter  going  to  form, 
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with  oxygen,  water ;  but  it  is  possible  that  a  little  nitric  acid  may  form 
in  the  process  of  incomplete  combustion.  The  sulphurous  acid,  also, 
probably  transforms  itself  in  the  air  into  sulphuric  acid.  At  all  events, 
the  effect  of  sulphur  in  gas,  even  when  reduced  to  very  small  amounts, 
approximating  in  quantity  to  the  standard  accepted  by  English  law, 
is  very  perceptible  upon  colors  of  fabrics,  paints,  leather,  etc.,  and 
especially  perceptible  to  tho  occupants  of  rooms  in  which  many 
burners  are  used.  A  sensation,  not  so  much  of  smell,  but  of  dryness 
and  acridity  in  the  nostrils  and  throat,  accompanied  with  a  binding 
feeling  in  the  forehead,  is  recognized  as  the  indication  of  bad  gas; 
and  immediately  complaint  follows  when  imperfect  purification  has. 
occurred. 

"  In  the  history  of  the  manufacture  of  gas,  it  appears  that  thfr 
earliest  difficulty  encountered  was  this  defect  of  crude  gas ;  and  the 
necessity  of  removal  of  sulphur  at  once  engaged  the  attention  of  the 
first  gas-makers, .  These  gas-makers  were  not  chemists,  and  the^ 
science  of  chemistry  had  scarcely  then,  in  1800-10,  reached  the  point 
to  designate  what  was  required  to  effect  the  purpose, — it  was  conse- 
quently a  mere  trial  of  various  substances. 

"  Washing  with  water  was  first  resorted  to,  and  after  a  time  lime- 
water  was  substituted  in  the  hope  that  it  might  answer.  The  use  of 
lime-water  proved  very  satisfactory,  and  up  to  the  present  time  no 
material  of  cheap  or  ready  application  has  been  found  so  efficient  and 
satisfactory  in  result,  although  it  will  be  seen  that  it  has  some  troubles 
in  the  disposition  of  the  spent  lime-water,  in  the  gas-works  them- 
selves, that  have  so  far  proved  insuperable. 

^'  The  ammonium  compounds,  when  present  in  gas,  are  less  harm- 
ful to  the  consumer,  but  they  destroy  the  grease  of  the  gas-cocks,, 
injure  the  burner-tips,  rust  away  and  eat  up  the  material  of  gas- 
meters,  occasion  deposits  of  very  offensive  liquors  which  sometimes 
escape,  and  they  impair  materially  the  illuminating  quality  of  the  ga». 

"  The  naphthaline  passes  off  with  the  gas  from  the  retort  as  a  vapor 
(probably  other  hydro-carbons  of  nearly  the  same  constitution  accom- 
pany what  the  gas-maker  knows  as  naphthaline).  It  is  one  of  the  few 
hydro-carbons  which  isolate  themselves  positively  in  the  process  of 
destructive  distillation  of  coal,  and  at  ordinary  temperatures  is  seen  as 
a  fine  white  crystalline  mass,  in  which  form  it  condenses  and  deposits 
as  the  gas  is  cooled.  Crude  coal  tar  has  a  large  quantity  dissolved 
in  its  oils,  which  is  separated  by  heat,  between  the  light  and  heavy 
Whole  No.  Vol.  CII.— (Thibd  Sbbibb,  Vol.  LXXII.)  3 
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oils.  It  is  believed,  however,  that  crude  coal  tar  will  absorb  it  all 
(or  nearly  all)  if  the  tar  is  allowed  to  remain,  and  be  brought  in 
contact  with  the  gas  until  quite  cold;  but  as  the  tar  also  absorbs  all 
the  gaseous  illuminants  in  this  way,  this  process  is  not  available. 
Naphthaline  occasions  stoppage  of  the  pipes  in  cold  weather,  and  is 
a  sourct'  of  great  trouble  to  some  gas-works,  where  the  condensation 
is  not  slow  enough  to  separate  it.  It  is  freely  dissolved  and  absorbed 
by  gaseous  hydro- carbons  (the  luminant  gases),  and  when  it  occurs  in 
pipes  C'la  be  removed  by  use  of  very  rich  gas  for  a  time.  It  is  a 
luminant  itself,  and  can  only  be  classed  with  the  impurities,  because 
it  must  be  removed  to  certain  limits  of  quantity  (varying  with  certain 
seasons  of  the  year)  to  admit  of  the  service  and  distribution  of  gas. 

^^  Naphthaline  has  a  pungent,  distinctive  odor,  which  disseminates 
to  great  distances  when  any  of  the  vapor  is  allowed  to  escape.  It  is 
probably  the  vehicle  of  other  smells  from  coal  gas,  as  musk  is  made 
to  convey  some  perfumes.  Naphthaline  resembles  camphor  in  many 
ivays. 

*'  The  non-burning  substances  are  not  injurious,  only  that  their 
•presence  in  any  proportion  reduces  the  luminous  eflSciency  of  gas, 
to  a  far  greater  extent  than  is  due  to  the  quantity  present.  A  very 
little  air  or  carbonic  acid  will  reduce  the  light  of  a  fourteen-candle 
burner  to  that  of  seven  candles.  One  per  cent,  of  carbonic  acid  is 
said  to  impair  the  light  five  per  cent.,  and  six  per  cent,  of  air  to  im- 
pair it  fifty  pfer  cent.  The  air  accompanying  any  gas,  comes  from 
changing  the  purifiers  at  the  works,  and  similar  admissions  ;  but  car- 
bonic acid  is  one  of  the  products  of  distillation. 

"  Gf  all  these  compounds  of  the  gas,  but  very  few  are  positively 
.poisonous.  Sulphuretted  hydrogen  (mainly),  and  carbonic  oxide  (in 
a  less  degree),  are  the  most  abundant  and  dangerous  by  themselves. 
Some  of  the  ammonium  compounds  would  be  equally  noxious  if  they 
were  isolated,  and  if  suflScient  quantities  were  dispersed  in  any 
locality  ;  but,  as  before  stated,  complete  combustion  reduces  all  these 
products  to  comparative  harmlessness. 

"  In  the  burning  of  a  gas-flame,  the  burning  substances  appear  to 
be  employed  in  establishing  such  a  heat  as  shall  cause  the  particles 
of  carbon  in  the  luminants  to  become  incandescent,  and  the  light  is 
assumed  to  proceed  from  these  particles,  which  are  intensely  heated 
and  isolated  from  oxygen  (air),  so  that  they  do  not  burn  at  that 
instant ;  the  further  progress  of  combustion  is  the  burning  of  these 
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particles,  so  that  they  will  be  made  into  carbonic  acid,  and  not  be 
disseminated  as  smoke.  If  the  heat  is  not  intense  enough  they  may 
never  become  incandescent  or  luminous,  but  merely  separate  from 
their  vehicle  (the  hydro-carbon),  and  pass  off  as  smoke  altogether. 

[**The  chemical  composition  of  purified  gas,  of  16  candles  burning 
power,  is  nearly  as  follows,  per  hundred  parts  :  Hydrogen,  Hj  44  to 
48 ;  Marsh  gas,  C  H^  34  to  38 ;  Olefiant  gas,  Cj  H^  and  other  hydro- 
carbons, etc.,  6  to  8 ;  carbonic  oxide  C  0, 5  to  7  ;  carbonic  acid  C  Og, 
1  to  3 ;  air  Nj  0,  1  to  3 ,  aqueous  vapor  Hj  0  (to  saturation,  40° 
to  60°),  1  to  2.  The  specific  gravity  of  coal  gas  of  the  assumed 
quality,  that  is,  the  weight  of  a  given  volume  as  compared  to  that  of 
air  at  the  same  temperature  and  pressure  is  0*430 ;  and  this  gives  the 
volume  of  a  pound  of  gas  at  70°  to  be  31-4  cubic  feet,  when  the 
volume  of  a  pound  of  air  is  13*5  cubic  feet  (neglecting  fractions,  in 
both  cases,  too  small  to  be  of  consequence  for  the  purpose  of  the 
present  estimates). 

**  Taking  the  average  of  the  constituents  of  coal  gas,  they  can  be 
reduced  to  53  parts  of  hydrogen,  34  parts  of  carbon,  6  parts  of 
carbonic  oxide,  which  are  combustible ;  leaving  5  parts  of  non- 
combustible  substances. 

"  For  the  burning  of  a  cubic  foot  of  gas  there  will  be  required  all 
the  oxygen  which  exists  in  two  cubic  feet  of  air;  but  in  order  to 
effect  complete  combustion,  at  least  twice  this  volume  of  air  must  be 
provided,  or  must  accompany  the  burning. 

"  When  a,  a  burner  of  average  size  of  4J  cubic  feet  per  hour  will 
need  90  cubic  feet  of  air  in  the  same  time,  or  IJ  cubic  feet  of  air 
per  minute. 

"  The  gas  in  burning  gives  out  a  great  quantity  of  heat,  nearly  3J 
times  as  much  as  proceeds  from  the  burning  of  tlie  same  weight  oj 
coal  in  an  ordinary  fire ;  or,  in  other  words,  the  4 J  feet  burner  will 
give  out  as  much  heat  as  a  half  pound  of  coal  per  hour  on  a  grate. 

"  The  theoretic  quantity  of  heat  proceeding  from  the  burning  of  a 
pound  of  ordinary  coal  gas  is  34,000  heat  units  (equivalent  to  one 
pound  of  water  heated  one  degree  Fah.),  of  which  one  half  is  radiiint 
heat,  and  the  other  is  taken  up  by,  and  exists  in,  the  gases  of  com- 
bustion.] 

"  §  II.  Having  followed  the  chemical  and  physical  phenomena  of 
the  production  of  illuminating  coal  gas  from  bituminous  coal,  the  ap- 
paratus and  manipulation  can  next  be  exhibited ;  and  the  works  of 
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the  Philadelphia  Gas  Trust,  at  Market  Street  statioD,  can  well  be 
taken  as  a  type  of  practice. 

'*  I  have  visited  these  works,  in  company  with  others,  for  the  pur- 
pose of  observation  and  examination,  and  can  describe  with  accuracy 
their  construction  and  processes  of  working. 

'^  The  Market  Street  station  of  the  Philadelphia  gas  works  is 
situated  on  the  river  Schuylkill,  the  works  themselves  being  west  of 
Twenty-fourth  Street,  and  between  Chestnut  and  Market,  and 
Market  and  Filbert  Streets,  where  are  located  coal  houses,  retort 
houses,  washer  and  condenser  houses,  purifying  houses,  lime  kilns, 
and  other  similar  buildings ;  and  the  station  also  includes  a  square, 
between  Market  and  Filbert  and  Twenty-third  and  Twenty-fourth 
Streets,  which  square  is  occupied  by  holders,  meter  houses,  oflSces,  &c. 

''  The  commencement  of  the  operation  is  in  the  retort  house. 

"  [§  §  One.']  The  retorts  are  receptacles  for  the  coal,  in  which  it 
is  enclosed  to  be  heated.  In  the  Philadelphia  gas  works  retort  house, 
they  are  long  vessels  of  clay,  measuring  nine  feet  internally  in  length, 
and  having  a  a  section  of  twenty  inches  in  width  and  twelve  inches 
in  height.  The  clay  is  two  and  a  half  or  three  inches  thick,  and  in- 
creases in  thickness  to  four  inches,  in  a  band  around  the  mouth  end, 
the  back  end  being  closed.  This  kind  of  retort  is  generally  used  in 
America ;  the  section  of  twelve  inches  by  twenty  inches  is  very  com- 
mon, but  thirteen  inches  by  twenty-two  inches,  and  even  fifteen 
inches  by  twenty-four  inches  is  sometimes  used.  The  length  is  also, 
generally,  almost  universally,  nine  feet. 

^'  In  England,  retorts  are  almost  always  circular  in  section,  and 
eighteen  inches  to  twenty  inches  diameter ;  and  generally,  but  not 
universally,  eighteen  feet  in  length,  and  open  at  both  ends.  Some 
differences  of  climate — the  extreme  heat  of  our  summers,  and  the  ex- 
treme cold  of  our  winters — make  the  closed  retort  preferable  in  this 
country,  and  the  a  retort  is  supposed  to  produce  the  larger  quantity 
of  gas  from  the  coal  by  more  perfect  '  carbonization.'  Iron  retorts 
of  the  same  internal  dimensions  as  the  clay  ones  were  formerly  used. 
Although  clay  retorts  were  introduced  before  1820  in  Great  Britain, 
yet  their  general  adoption  did  not  occur  until  about  1850,  and  their 
general  use  here  was  quite  ten  years  later. 

"  The  Philadelphia  gas  works  continued  the  use  of  iron  retorts 
longer  than  any  other  works  in  the  world.  Clay  retorts  require  the 
use  of  *  exhausters  *  (or  pumps,  which  in  this  country  are  generally 
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rotary)  to  remove  the  gas  as  fast  as  formed,  to  produce  a  satisfactory 
yield  or  quantity  of  gas  from  the  coal.  Iron  retorts  are  yet  used 
for  very  small  gas  works,  where  not  over  four  or  five  retorts  are  re- 
quired to  supply  the  quantity  of  gas  needed. 

"  Retorts  have  a  *  mouth-piece '  of  iron,  of  the  same  shape  as  the 
retorts,  attached  by  bolts  to  the  mouth  end.  This  mouth  piece  is 
about  one  foot  long,  and  has  both  ends  open,  one  to  attach  to  the  re- 
tort, and  the  other  to  be  covered  by  a  lid,  which  lid  is  held  against  it 
by  a  central  screw ;  there  being  *  lugs '  (ears)  on  the  sides  of  the 
mouth-piece,  which  carry  a  *  cotter-bar '  (cross-bar  of  iron)  for  the 
screw  to  go  through.  On  the  top  or  side  of  the  mouth-piece  is  a 
'  bell '  (socket)  for  the  stand-pipe. 

"  The  retorts  are  placed  horizontally  in  *  benches  '  (nests)  of  five 
(six  is  as  usual  in  large  gas  works  ;  while  one,  two,  or  three  are  placed 
in  smaller  ones),  and  are  built  into  an  arch-way  of  fire-brick,  nine 
and  a  half  feet  deep  by  about  six  and  a  half  feet  wide,  and  six  or 
seven  feet  high,  under  the  centre  of  the  arch.  The  arrangement  of 
retorts  in  the  benches  is  two  at  the  bottom,  with  a  narrow  fire-place 
three  and  a  half  or  four  feet  long  between  them  ;  two  above,  a  little 
close  together ;  and  one  in  the  middle  on  top.  They  are  supported 
by  the  wall  in  front,  and  by  '  blocks  '  of  fire-brick  in  the  middle  and 
at  the  back  end ;  so  the  heat  from  the  fire  will  rise  over  them,  to  the 
top  of  the  arch,  and  the  gases  of  combustion  will  finally  escape  at  the 
flue  holes,  which  open  into  the  chimneys  in  the  back  wall,  the  holes 
being  below  the  bottom  of  the  lowest  retorts.  The  chimneys  are  ten 
or  twelve  feet  high  only.  The  iron  mouth-pieces  project  and  stand 
in  front  of  the  wall. 

"  The  benches  are  placed  in  *  settings^*  or  a  number  of  benches 
or  arches  are  contiguous ;  and  the  settings  at  the  Philadelphia  gas 
works,  and  in  all  large  works,  are  placed  back  to  back,  making 
^  double  settings.^  In  the  retort  houses  of  the  Philadelphia  works  at 
Market  Street,  there  are  six  double  settings  of  fifteen  benches  of 
fives  (12"  by  20''  by  9'j,  or  nine  hundred  retorts  in  all. 

"  The  bench  is  heated  to  a  clear  white  heat,  and  never  allowed  to 
cool  while  in  service  for  the  production  of  gas.  The  coal  is  brought 
in  wagons  of  such  size  as  will  carry  a  *  charge '  for  the  five  retorts, 
in  readiness  for  charging  them ;  and  the  process  of  continuous  work- 
ing is  as  follows  : — The  workmen  first  *  draw  *  (discharge)  the  coke  ; 
commencing  by  loosening   the   cotter-bar   screw,  which  breaks  the 
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joint  of  the  lid  with  the  mouth-piece  ;  they  next  light  the  gas,  which 
begins  to  escape  at  the  crack,  and  hum  off  all  that  will  come  out ; 
then,  removing  the  lids,  the  flame  enters  the  retorts  and  frees  them 
from  gas  on  the  inside ;  a  hook  of  iron  is  now  introduced,  and  the 
red-hot  coke,  just  below  incandescence,  is  drawn  out  upon  the  floor 
in  front  of  the  retort ;  where  it  is  quenched  with  water,  so  that  it  will 
not  continue  to  burn  in  a  pile,  and  then  shoveled  up  into  a  ^  coke- 
harrow^  and  removed  to  the  coke-heap.  This  operation  is  substan- 
tially the  same  in  all  gas  works.  Generally,  perhaps,  the  hot  coke  is 
drawn  into  a  wagon  and  removed  to  be  cooled  outside  of  the  retort 
house,  a  procedure  which  greatly  increases  the  orderliness  of  the 
house ;  and  sometimes  the  whole  retort  house  has  a  cellar  beneath  it, 
into  which  the  coke  is  dropped  to  be  quenched. 

"  I  do  not  know  of  any  other  large  gas  works,  except  those  of 
Philadelphia,  where  the  coke  is  quenched  in  front  of  the  retorts.  At 
these  works,  the  yard  is  open  to  the  Schuylkill,  and  the  coke  heap 
exposed  to  public  view  from  Market  Street  bridge,  and  it  is  probable 
that  the  quenching  at  the  heap  would  be  too  demonstrative  of  steam 
and  black  dust  to  make  it  advisable  to  quench  outside.  As  it  is,  the 
ventilators,  along  the  roofs  of  the  retort  houses,  are  but  very  little 
above  the  level  of  Market  Street,  and  very  much  below  the  level  of 
the  buildings  adjacent  to  the  gas  works  (within  three  hundred  feet 
distance),  many  of  which  are  dwellings  ;  and  consequently  the  steam 
from  quenching,  laden  with  coke  dust,  and  charged  with  burned  and 
unburned  gases,  escapes  at  the  ventilators,  and  is  swept,  by  any 
northerly  wind,  across  Market  Street ;  at  times,  nearly  obscuring  the 
way.  The  greater  part  of  this  nuisance  would  be  avoided  by  the 
construction  of  a  suitable  coke  house,  with  quenching  apparatus,  and 
a  tower  sufficiently  high  to  condense  the  vapor  and  to  carry  off  the 
gasen  above  the  buildings,  where  they  could  safely  diffuse. 

'^  In  New  York,  at  the  several  gas  works  which  I  examined  last 
week  in  this  regard,  the  quenching  of  coke  is  little  better  provided 
for ;  but  as  the  works  are  all  on  a  level  with  the  streets  and  adjacent 
property,  and  as  any  one  of  the  streets  themselves  is  by  no  means  the 
principal  thoroughfare  of  the  city,  the  nuisance  is  tolerable.  At  the 
Manhattan  Works,  in  New  York  City  (10th  Avenue  and  West 
Eighteenth  Street),  the  quenching  is  done  out  of  doors,  in  an  open 
yard,  beside  a  wall  that  is  twelve  or  fourteen  feet  high,  on  the  line  of 
West  Seventeenth  Street,  which  street  is  eighty  feet  wide  and  close 
to  the  North  river,  where  the  largest  part  of  the  travel  is  coal  and  dirt 
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carts.  At  the  New  York  Gas  Works  (Avenue  A  and  East  Sevenf- 
teenth  Street),  the  quenching  is  done  in  the  middle  of  the  works,  thi3 
coke  being  removed  to  a  floor  away  from  the  retorts. 

"  The  retorts  having  been  emptied  of  the  coke  from  the  former 
charge,  they  are  now  filled  by  shovels  with  coal  from  the  wagon.  Iti 
most  works  they  are  filled  by  *  scoops,*  or  long,  half-pipe  vessels, 
which  will  contain  either  half  charge  (when  two  scoopfuls  are  used) ; 
or,  with  large  scoops,  holding  the  entire  charge.  The  saving  of  time, 
the  preservation  of  heat  in  the  retorts  consequently,  and  the  proper 
distribution  of  coal  in  the  retorts,  is  the  result  of  scoop-feeding  as 
compared  with  shoveling.  Recently  attempts  have  been  made  fio 
substitute  mechanical  feeding  and  drawing  for  band-work,  but  aftdr 
eight  years'  trial  in  Great  Britain,  only  a  degree  of  success  has  been 
attained. 

"  The  task  will  undoubtedly  be  accomplished  at  some  not  very  fair- 
ofi"  day  ;  and  at  the  New  York  Gas  Works  they  have  a  retoA  house, 
nearly  completed,  with  a  locomotive  mechanical  ^charger.* 

"  The  charge  for  a  twelve  by  twenty  inch  retort  is,  for  four-hoftr 
charges,  two  hundred  pounds  of  coal ;  for  four  hours  and  forty-eight 
minutes  (or  five  charges  in  twenty-four  hours),  two  hundred  and  forty 
pounds ;  but  these  quantities  are  exceeded  by  some,  if  not  most,  gas- 
works managers — not,  however,  beyond  ten  or  fifteen  per  cent.  The 
charges  of  retorts  are  called  four-hour  or  five-hour  (four  hours  forty 
eight  minutes),  to  designate  that  so  much  time  is  allowed  to  work  a 
charge  of  coal  and  replace  the  coke  by  another ;  that  is,  in  the  one 
case  six  repetitions  of  the  operation  are  made,  and  in  the  other  five, 
in  the  course  of  twenty-four  hours.  At  the  Philadelphia  Works,  an 
entire  bench  of  five  retorts  is  open  at  once,  and  this  practice  is  usual 
m  gas-works  in  the  [Jnited  States ;  but  in  England  only  a  single  retort 
(a  through-retort)  in  any  bench,  is  drawn  at  once.  As  there  are 
fifteen  benches  on  each  side  of  each  setting  at  the  Philadelphia  Works, 
the  same  workmen  will  draw  from  bench  to  bench,  one  after  another, 
so  that  the  operation  of  drawing  retorts  becomes  pratically  continuous 
for,  perhaps,  half  of  every  hour  of  the  time  during  the  day  and  night ; 
the  intervals  being  only  those  demanded  by  the  endurance  of  the 
workmen  at  such  hot  and  severe  labor.  ^ 

'^  Having  removed  the  coke  and  inserted  the  charge,  the  lids  lire 
closed,  the  joint  being  made  by  a  ^  luting '  of  clay  and  spent-lime, 
spread  upon  the  edge  of  a  cold  lid,  ready  to  replace  the  hot  one,  and 
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the  cotter-bar  screw  completes  the  operation  of  the  *  stoker, '  Lids 
without  clay  joints,  in  various  forms,  have  recently  come  into  use,  with 
much  saving  of  time  and  leakage;  and  one  of  these  is  being  introduced 
aj;  the  Philadelphia  Works. 

"  The  enclosed  coal  rapidly  acquires  the  heat  of  the  retort;  at  first 
the  products  of  distillation,  are  the  vapor  of  water  (steam)  and  oily 
hydro-carbons  not  very  completely  decomposed;  afterwards  the 
gaseous  substances  separate ;  and,  after  three  and  a  half,  to  four  and 
a  half  hours,  little,  except  pure  hydrogen,  passes  over.  These  volatile 
products  pass  out  through  the  "  stand-pipes,"  which  are  six  or  seven 
inches  in  diameter  and  eight  to  twelve  feet  high,  being  socketed  to  the 
mouth-pieces.  At  the  top  of  the  stand-pipes  are  *  bridge-pipes^*  which 
are  U  shape,  one  leg  joined  to  the  stand-pipe  and  the  other  joined  to, 
and  entering  into  the  *•  hydraulic  main.' 

(To  be  continued.) 


SPEED  OF  SCREW  STEAMSHIPS  AND  THE  SCREW  AS  A  PROPELLING 

INSTRUMENT. 


By  John  Lowe,  of  the  U.  S.  Naval  Engineers. 


In  all  modes  heretofore  adopted  for  measuring  the  relations  be- 
tween the  speed  and  power  of  screw  steamships,  the  hull  itself  has  been 
made  the  basis  of  the  calculations,  or  in  other  words,  the  power  re-^ 
quired  to  propel  a  given  hull  at  a  given  rate,  has  been  sought  for. 
Owing  to  the  complex  and  often  arbitrary  shape  of  vessels,  a  satis- 
factory method  of  measurement  is  difficult  of  attainment,  although 
numerous  rules  have  been  given  for  this  purpose,  none  so  good,  how- 
ever, as  to  exclude  all  others  by  its  superior  merits.  Indeed,  a  ^*  co- 
efficient," which  they  all  contain,  is  expressive  of  the  difficulties 
experienced,  and  a  confession  of  the  defects  involved.  The  more 
prominent  of  these  rules  are : 

First,  W=  —     Boulton  &  Watt's. 
C 


Digitized  by 


Google 


Lowe — Speed  of  Screw  Steamships^  etc.  41 

Second,  IV  =  "^^  Atherton. 
0 

Third,   W=aL  (l+4^n^d+^Vd)>g^    ^^^^^^^ 

20000 
Fourth,   W=:m{'1552S+'00i68iS^)  Greene. 
In  which  W  =  indicated  horse  power, 
S=  speed  in  knots  per  hour, 
jB  =  immersed  midship  section  of  the  vessel, 
(7=  a  coeflScient, 

D=  displacement  in  tons  of  2240  pounds, 
L=  length  between  perpendiculars, 
(r=  mean  girth  of  the  immersed  body, 
d  =  angles  at  the  points  of  inflection  occurring  in  the  im- 
mersed body. 
In  the  first  rule  this  coefficient  varies  from  800  to  150,  in  the 
second  from  300  to  50.     We  must  therefore  choose  from  our  prece- 
dents a  coefficient  suitable  to  our  proposed  vessel.     In  other  words, 
we  must  guess  at  it,  which  is  a  truly  remarkable  way  of  arriving  at 
a  mathematical  conclusion.     The  third  rule  supposes  trochoidal  lines, 
while  the  fourth,  from  its  simplicity,  and  that  its  coefficients  are  con- 
stants, would  seem  to  be  the  best  one.     Notwithstanding  these  and 
other  rules  it  is  a  fact  that  numerous  failures  have  taken  place,  due 
to  some  cause,  of  which  the  rules  take  no  cognizance.     The  trouble  is 
that  these  coefficients  do  not  discriminate;  but  embrace  the   good 
and  bad  qualities  of  hull,  machinery  and  propeller,   in  one  inextri- 
cable and  misleading   confusion.     Indeed,    in  many  instances  now 
afloat,  vessels  built  from  the  same  model,  and  with  the  same  machi- 
nery, give  very  difierent  results  in  the  matter  of  speed.     The  inference 
is  then  unquestionably  correct,  that  these  differences  are  due  to  differ- 
ences in  the  propelling  instrument,  and  to  no  other  cause,  since  none 
other  exists.     What  is  therefore  required,  is   a   rule  discriminating 
more  thoroughly,  and  which  will  enable  us  to  improve  in  our  practice. 
This  it  is  proposed  to  do  in  this  paper. 

Instead  of  the  hull,  the  favorite  propelling  instrument,  viz.,  the 
screw,  will  be  used  as  a  basis  for  calculation,  and  no  arbitrary  co- 
efficient will  be  introduced,  but  every  step  will  be  taken  logically  and 
every  quantity  distinct,  enabling  us  to  discriminate  and  to  fix  respon- 
sibility of  failure  where  it  belongs.  It  will  presently  appear  that  the 
diameter  of  the  screw  should  be  as  large  as  practicable  to  obtain  the 
best  results.     We  then  assume  the  other  dimensions  of  the  screw  and 
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it  remains  to  measure  the  power  required  to  revolve  it  at  a  given 
rate.  If  the  immersion  of  the  screw  is  sufficient,  the  rules  proposed 
give  absolutely  correct  results,  but  if  the  immersion  is  insufficient, 
part  air  and  part  water  will  be  displaced,  and  the  power  will  vary, 
not  with  the  cube  of  the  revolutions,  but  in  a  lower  ratio.  In  any 
case,  however,  the  rule  gives  enough  power,  and  unless  these  excep- 
tions are  greatly  aggravated  a  very  correct  result  is  obtained.  Now, 
although  the  theory  herein  involved  is  simplicity  itself  and  easily 
understood,  yet  with  singular  perversity  it  is  often  as  easily  misunder- 
stood. At  the  risk  of  prolixity  every  step  from  the  elementary  will 
therefore  be  considered.  Attacking  each  difficulty  singly,  let  us  sup- 
pose our  vessel  fast  to  the  wharf,  the  screw  revolving,  displacing  the 
water.  Underlying  all  work  of  this  is  the  formula  for  accellerated 
motion,  viz.:  t;'  =  2^  A.  In  which.v  ==  the  space  in  feet  through 
which  an  abstract  body  moves  in  one  second  of  time.  In  other  words, 
the  velocity  in  feet  per  second  A=  the  total  space  through  which  a 
body  moves,  the  time  being  undetermined.  2  ^  =  64*4  feet,  the  in- 
crement of  gravity. 

Now  if  a  unit  (one  cubic  foot)  weighing  y  pounds,  falls  A  feet,  it 
will  perform  and  accumulate  work  to  itself  equal  to  j  h  foot  pounds. 
If  we  would  instantly  stop  this  body,  we  must  oppose  a  pressure  equal 

to  r  A  or  more  conveniently  — . 

We  therefore  see  how  pressure  is  a  function  of  the  square  of  the 

velocity.     If  now  this  pressure,  — ^,  thus  supposed  to  be  generated, 

is  moved  through  a  space  A,  it  will  perform  work  equal  to  ^— ,  which 

is  true  for  all  possible  values  of  A.  Now  then,  let  A  be  such  a 
space  as  can  be  accomplished  in  one  second ;  the  amount  will  then  be 

_T —  =  _L,  which  is  the  work  done  in  one  second  of  time.     This  is 
2(7        2^ 
an  essential  point  to  be  clearly  understood  before  proceeding. 

Figure  1  represents  a  plane,  moving  against  salt 

Fia  1     /^\\     w*^®r,  in  the  direction  6  to  (?,  at  an  angle  ach  =j9, 

//■:/  \     \   at  the  velocity  v,  in  the  direction  6  to  c.     The  work 

/  i/      I       '  ...  .  fAv- 

c/-':''. \\ done  by  this  motion  is  as  explained,  equal  to  ^ 

2flr 

into  the  dimensions  of  the  plane,  together  with  a  coefficient  due  to 
the  angle  ^. 
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Thati8,(iJ^=l2!Vi^^.  (1) 

In  which  (ir  =  thickness  or  depth  of  the  plane  in  feet, 

Y=  64"125,  the  weight  of  one  cubic  foot  of  salt  water, 
d=the  width  a  i  of  the  plane. 

Ay  however,  is  the  coefficient  referred  to  as  depending  upon  the 
angle  B.  Its  value  can  be  developed  logically  and  is  so  developed  in 
Weisbach's  last  edition.  The  length  of  the  argument  prevents  its  dis- 
coEBion  here,  however.  Experimentally  it  was  found  by  the  writer  by 
taking  examples  of  propellers  moving,  the  vessel  being  fast  to  the 
dock.  The  work  of  planes  calculated  by  assuming  each  circular  func- 
tion was  plotted  at  right  angles  to  radius  and  integration  performed 
bj  the  planimeter. 

The  result  thus  obtained  was  then  compared  with  the  actual,  and  by 
this  means  the  conclusion  arrived  at :  That  the  sine  is  the  proper 
measure  of  A,    We  have  then, 

sin  Bt^ddxr 

dU= — Py^r  ^2) 

To  make  this  equation  of  further  use  we  must  modify  it  so  as  to  be 
applicable  to  the  plane  as  situated  in  a  screw. 
For  this  purpose  let  n  =  number  of  blades  in  the  screw. 

X  =  position  of  the  plane  in  radius  or  its  dis- 
tance from  the  axis  in  feet. 
d  =  length  of  the  blade  fore  and  aft  the  ship. 
B  =  revolutions  of  the  screw  in  one  minute. 

Then  ^tt  =  Revolutions  per  second. 

60 

R27:x 

and  '^^-gO^- 

Therefore  dU=  eQs^gff '  (^) 

But  by  reference  to  Fig.   (2).     Sin  ^ 
varies  with  27tx  and  with  the  pitch  F  of 

the  screw,  or  with  x  and  s-  • 

2;r 

Therefore,   by   the  figure,    sin  fi    = 

P  P 

—=^,ah^mg^.     Substitutbg 
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this  value  of  the  sine  we  obtain : 

which  is  the  complete  formula  for  one  plane  in  each  blade  situated  x 
feet  from  the  axis.  The  total  work  done  bj  the  screw  is  the  work 
done  by  each  and  every  plane  of  which  the  screw  consists.  This 
summation  is  most  easily  done  by  integration  of  this  formula.  This 
operation  is  more  simply  performed  by  putting,  7?={pf  -\-  a*). 

1  1 

Then,  a;*  =  (2^  —  a*),  — =  -====  and  z  dz=  x  dx. 

/2?  dz  /•  Izdz 


=/(. 


a*)  dz. 


«'^'^=U— 8— JV  ;+-3'J      9X60'     •     (^) 

In  this  expression  Fis  the  work  done  in  foot  pounds  in  one  second 
of  time  which  it  will  be  remembered  is  not  the  fashionable  mode  of 
measurement.  Sixty  times  U  will  be  the  work  done  in  one  minute, 
and  this  divided  by  3300  pounds  will  give  what  is  called  horse  power. 
We  have  tlien  as  a  final  formula  for  the  horse  power  required  to 
turn  the  screw  at  the  dock  at  the  rate  of  R  revolutions  per  minute, 

F=[(.»-2a»)(v^^  +  a»)  +  2a^3^^^Q,^33^^^^.      (6) 

This  is  not  a  simple  but  is  a  correct  formula  in  the  light  of  numer- 
ous examples,  ranging  from  the  Tennessee  to  the  Isherwood  launch 
experiments. 

Another  formula,  simpler  in  form  but  not  otherwise  so  satisfactory, 

PR 

is  to  be  obtained  by  regarding  ^  as  the  velocity  of  the  water  dis- 
placed by  the  screw ;  by  this  i8  obtained 
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_         P^R^Ayn 

^""2^  X  60*X  33000-  ^'^ 

A  being  area  of  one  blade  of  the  Bcrew  athwartships.  We  have 
thus  far  considered  the  screw  revolving  at  the  dock ;  it  remains  to 
consider  the  effect  of  releasing  the  vessel. 

There  are  two  propositions  involved^  the  truth  of  which  we  will  prove 
experimentally. 

Firsty  when  the  vessel  was  at  the  dock,  the  water  was  displaced  by 
the  screw  and  not  the  vessel;  but  when  the  vessel  was  released  the 
vessel  was  displaced  and  not  the  water.  In  the  latter  case,  however, 
by  its  mobility  the  water  yielded  or  "  slipped,  "  having  the  effect  of 
making  our  common  screw  a  Hunter  or  differential  screw,  there  being 
a  less  displacement  per  revolution,  or  a  greater  number  of  revolutions 
to  the  same  displacement  and  power. 

The  second  proposition  is :  the  resistance  which  causes  slip  is  of  two 

kinds,  first,  the  resistance  caused  by  the  water  to  the  vessel's  progress. 

Second,  the  resistance  of  the  wind,  towing,  etc.,  which  may  be  either 

plus  or  minus.     In  order  to  compare  the  performances  at  the  dock 

and  under  weigh  it  is  necessary  to  reduce  the  revolutions  to  a  standard 

rate,  most  conveniently  one  per  minute. 

W 
Let  w  =  -^  =  power  at  dock  at  the  rate  of  one  revolution  per  minute. 

W 

u'  =  -^^  =  power  under  weigh  at  the  same  rate. 

Unity  =  water  displaced  by  the  screw  at  the  dock  in  one  minute. 
/\  =  relative  displacement  of  the  vessel  under  weigh  in  one 

minute. 
c  =  displacement  of  water  caused  by  external  resistances, 
such  as  wind. 

Then  by  the  propositions  — = — j — .     That  is  to  say  the  work 

at  the  dock  and  under  weigh  are  in  the  same  ratio  with  the  displace- 
ments. 

Inserting  these  in  (6)  and  (7j,  we  obtain  equations  embracing  all 
possible  conditions. 

PB^d27:^rn{/S±'.cf 

Yiz.:W=l{2^-2a^{Va?  +  a^)  +  2a^ 3por33"000 >  («) 

M'JP'{/S±cyArn 
ana  IT  —  2  ^  ^  g(j2  ^  33000'  *^^ 
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For  example  :  When  the  vessel  is  fast  to  the  wharf, 
Then  —  =  1  =  (0  +  (?)» =  c«  =  1. 

Knowing  u)   by  an  indicator  card  we  obtain  u',  when  in  smooth 
water.     Then—  =  (A  ±  0)«  to  find  A- 

Knowing   both  u  and  /\ ;  by  another  card  taken  under  any  cir- 
cumstances  we  have  —  =  (A  ±:  cf  to  find  <?.     In  other  words  by  an 

indicator  card  it  is  possible  to  tell  the  speed  of  the  vessel  in  the  engine 
room  without  any  other  measurement.  This  the  writer  has  repeat- 
edly done  on  board  of  various  vessels. 

The  best  proof  of  this  is  experiment.     Of  numerous  examples,  one 
will  be  suflBcient  to  quote,  viz. :  the  performance  of  the  Chippewa  at 
the  dock  and  under  weigh  as  recorded  by  Isherwood. 
Power  at  the  dock,        .         .         .     14004         Log.     2-1462521 

Revolutions  at  this  power,.         .       62  52=*       5-1480099 

u  or  power  at  one  revolution  at  the  dock,      .         .     4-9982422 
Power  under  weigh  uninfluenced  by  wind,     .     239-528  ==  2-3793599 
Revolutions  75,    .         .         .         .       76*       =^6251839 


w  or  power  at  one  revolution  when  under  weigh,         .        4-7541760 

4^9982422 


3)1-7559338 

Relative  displacement  under  weigh,  or  A  =  '82917  =  1-9186446 
.-.  (1  —  A)  100  =  17-083  is  the  slip.  Isherwood  records  the  slip  as 
16-3  per  cent,  of  the  final  pitch,  which  record  is  suflSciently  near  to 
the  estimated  result  to  avoid  unfavorable  comment.  The  variation 
in  the  rate  of  revolutions  is  found  similarly. 

T9982422 
T7541760 
3)0-2440662 

1-206    =    0  0813554 
That  is  the  revolutions  at  the  dock  being  unity,  then  under  weigh  they 
will  be  1-206. 

As  a  corollary  :  Since  the  power  and  displacement  at  the  dock  is 
in  exact  ratio  to  the  power  and  displacement  under  weigh,  it  follows 
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that  there  is  no  losa  of  effect  from  slip.  The  writer  has  been  mislead 
for  years  by  this  term,  for  its  truth  was  accepted  by  him.  Indeed  it 
irill  shortly  appear  that  there  can  be  too  little  slip  for  economy. 

The  friction  of  the  screw,  like  the  friction  of  any  other  machine,  is 
a  factor  of  the  pressure  upon  the  surface  and  its  amount  is  expressed 
by  the  modulus  of  friction  multiplied  by  the  work  done  by  the  ma- 
chine, and  we  might  write  it  F=kW.  It  is  so  small  an  amount  that 
it  IS  herein  neglected. 

In  any  screw  the  best  possible  diameter  is  the  largest  practicable. 
In  Fig.  2  the  curve  is  the  boundary  of  the  sin  ^  at  every  position  in 
radius,  since  the  power  to  produce  a  given  effect  varies  with  sin  j8. 
Fig.  2  proves  this  proposition,  because  the  sines  are  smallest  at  the 
periphery.  For  the  same  reason  the  area  of  the  screw  is  to  be  placed 
aa  near  the  periphery  as  possible. 

The  thrust  T  of  the  screw  is  the  force  exerted  by  the  screw  upon 
the  vessel  in  the  effort  to  propel,  and  is  measured  by  the  equation 

P  X  33000 
T= ^-p —  and  its  equivalents.     It  is  the  sum  of  all  the  resist- 
ances experienced  by  the  ship  in  her  progress. 

Slip  is  caused  by  these  same  resistances,  therefore  slip  varies  with 
the  thrust.  Since  thrust  is  composed  of  the  unit  pressure  into  the 
area  of  the  screw,  slip  varies  with  the  unit  pressure  and  inversely  with 
the  areas  of  the  screw. 

The  best  possible  screw  that  can  be  placed  in  a  vessel  depends  upon 
the  area,  and  consequently  upon  the  slip  of  the  screw,  as  controlling 
elements.  Because  if  the  area  is  too  great,  too  much  water  will  be 
dispkced  without  corresponding  benefit  to  the  effect.  On  the  other 
hand  if  the  area  is  too  small  the  slip  becomes  too  great. 

The  best  possible  screw  for  a  vessel  is  peculiar  to  that  vessel:  and 
that  screw  will  not  (except  accidentally)  be  the  best  screw  for  any 
other  vessel. 

In  the  present  state  of  our  knowledge  in  order  to  obtain  the  best 
possible  screw  it  is  necessary  to  try  one  screw  in  that  vessel  so  as  to 
find  by  trial  the  slip  of  that  screw. 

From  this  data  the  slip  of  any  other  screw  for  that  vessel  can  be 
found.     By  the  trial  the  slip  (I  —  /\^)\8  known  with  its  slip.     Then 

(l_A')=(l-A)^,. 

In  order  to  find  different  and  corresponding  values  for  2?Pand-4, 
we  use  the  equations  for  the  power  at  the  dock ;  after  finding  (1  —  A), 
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we  can  then  plot  i2  P  ^  in  a  diagram  to  find  the  maximum  value 
thereof.     Fig.  3  is  an  example  of  such  a  diagram. 

In  this  figure  the  revolutions 
are  limited  for  the  benefit  of 
the  air  pumps,  and  variations 
in  i2  P  are  obtained  by  varying 
the  pitch  P.  The  values  of  R 
P  ^  are  laid  ofif  at  right  angles 
to  AB  upon  equidistant  ordi- 
—  nates,  each  ordinate  being  num- 
bered by  the  pitch  used. 
From  the  total  value  oi  R  P  /\  is  subtracted  10  knots,  so  as  to  re- 
duce the  dimensions  of  the  diagram.  The  curve  a,  a,  etc.,  is  the 
curve  limiting  the  values  of  RP  /\,upon  the  supposition  that  the  views 
of  this  paper  are  correct;  that  is,  that  the  slip  varies  with  the  area  of 
the  screw.  At  the  pitch  of  20  feet  the  results  are  best,  which  is  en- 
tirely probable.  The  curve  6,  6,  6,  etc.,  supposes  the  slip  to  vary 
with  the  square  root  of  the  area,  giving  a  maximum  result  at  a  pitch 
of  26  feet.  This  result  is  not  so  probable,  being  rather  contrary  to 
experience.  It  is  certain  however  that  in  the  case  referred  to  a  better 
result  can  be  obtained  than  that  at  15  feet,  which  is  the  trial  position. 
The  idea  of  expanding  pitches  has  not  been  dwelt  upon.  By  Isher- 
wood's  experiments  it  was  shown  that  when  the  water  was  deep  the 
displacement  of  water  by  the  screw  was  not  aft,  sidewise,  centrifugally, 
or  in  any  other  direction  than  upward;  that  is,  in  the  direction  of  least 
resistance.  The  idea  of  expanding  pitches  is  therefore  based  upon  a 
misapprehension  of  the  circumstances. 

Since  when  the  vessel  is  under  weigh  no  motion  other  than  the  slip 
is  given  to  the  water;  it  follows  that  there  is  no  centrifugal  action 
of  the  screw.  The  same  thing  follows  from  the  fact  that  the  water 
is  displaced  vertically.  Any  form  intended  to  prevent  cen- 
trifugal action,  is  therefore  not  only  not  beneficial,  but,  on  the  con- 
trary, is  prejudicial,  because  of  increase  of  actual  surface  without  an 
increase  in  the  projected  surface,  beside  interfering  with  the  free 
delivery  of  the  water  in  its  path  upward. 

A  true  screw  is  therefore  the  best  possible  theoretically,  and  it  has 
proved  to  be  as  good  as  any  other  experimentally. 

After  an  immersion  sufficient  to  prevent  frothing  is  obtained,  a 
greater  immersion  has  no  other  effect  than  to  increase  friction ; 
inproof  of  which  see  experiments  recorded  \u  Naval  Science^  for  1874, 
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ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE  LAST 

TEN  YEARS.* 

By  Dr.  A.  W.  Hofmann. 

From  the  Chemical  News, 

[Continued  from  Vol.  oi,  page  421.] 

Air-pump  Sulphuric  Acid  Machine^  by  JSdm,  CarrS^  of  Moislainti. 
— We  have  still  to  mention  a  peculiar  ice  machine  invented  by  the* 
brother  of  the  above-mentioned  F.  Carrd,  and  also  belonging  to  the 
class  of  absorption  machines.  Hitherto  the  idea  has  only  been 
carried  into  practical  execution  on  the  small  scale  for  domestic  use. 
It  was  shown  for  the  first  time  at  Paris,  in  1867,  and  has  since  been 
exhibited  at  Vienna.  In  principle  it  depends  upon  the  cooling  and' 
freezing  of  water  by  its  own  evaporation  in  a  vacuum — the  well- 
known  experiment  of  Leslie.  E.  Carr^  arranges  his  apparatus  as 
follows : — A  cylindrical  vessel  consisting  of  lead  alloyed  with  5  per 
cent,  of  antimony  is  half  filled  with  concentrated  sulphuric  acid  which 
can  be  kept  in  motion  by  means  of  a  stirrer  acting  from  without. 
With  the  upper  empty  part  of  the  vessel  is  connected  on  the  one 
hand  an  air-pump,  and  on  the  other  an  ascending  tube  fitted  with  a 
cock  and  slightly  bent,  so  that  a  flask  filled  with  water  may  be  placed- 
in  its  end,  and  an  elastic  band  serving  for  a  lute.  All  the  joints  are 
very  carefully  adapted  so  as  to  prevent  all  access  of  air.  When  the 
air  pump  is  set  in  action  the  entire  air  is  removed  from  the  connected 
apparatus,  the  water  evaporates  and  is  absorbed  by  the  sulphuric 
acid.  After  some  time  a  crust  of  ice  is  formed  in  the  flask,  which 
increases  more  and  more  till  the  whole,  which  fills  about  half  tho 
flask,  is  frozen.     The  author  succeeded  in  forming  840  grms.  of  ic& 

*  '*Berichte  iiber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des  Letzten 
Jahrzehends." 

Wbolb  No.  YoL.  OIL— (Thibd  Ssbzes,  Yol.  LXXII.)  4 
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in  forty-five  minutes,  60  grms.  of  water  having  evaporated.  The 
duration  of  the  operation  increases  when  the  sulphuric  acid  grows  hot 
and  becomes  diluted.  By  the  use  of  1^  litres  of  concentrated  sul- 
phuric acid,  10  flasks  of  ice,  each  amounting  to  340  grms.,  can  be 
obtained.  The  last  flask  required  two  hours  in  freezing,  and  75  grms. 
of  water  were  absorbed.  The  sulphuric  acid  had  then  taken  up  one- 
third  of  its  weight  of  water,  and  its  sp.  gr.  was  1*6.  The  cost  of  a 
flask  of  ice  was  10  pfennige  (about  one  penny,  English)  if  the  sul- 
phuric acid  is  not  put  to  any  further  use.  In  this  form  the  apparatus 
is  exclusively  destined  for  the  Carafe  frappSe^  i.e.,  to  cool  drinking 
water  by  means  of  ice.  The  writer  does  not  think  the  machine  fit 
/for  domestic  use,  since  the  smallest  entrance  of  air  renders  it  useless, 
:and  satisfactory  connection  materials  are  not  easily  met  with.  Con- 
•centrated  sulphuric  acid  also  is  an  objectionable  article  in  the  house- 
hold.* 

uch  machines  have  been  recently  made  by  Eigel  and  Lesemeister, 
•of  Cologne.  The  duty  of  a  machine  of  the  kind  described  must,  on 
the  supposition  that  the  sulphuric  acid  expended  is  recovered  by 
means  of  concentration,  be  estimated  at  a  very  high  rate.  From  a 
calculation  which  certainly  was  only  approximate,  it  would  appear 
that  IT  kilos,  of  ice  are  produced  per  1  kilo,  coal  used  in  concen- 
trating the  acid.  If,  in  the  continuous  action  of  the  apparatus,  the 
concentrated  acid  running  ofi*  could  completely  exchange  its  heat  with 
the  dilute  acid  to  be  introduced,  the  efiect  would  be  greater  by  one- 
third.  This  result  considerably  exceeds  that  of  the  ammonia  ma- 
chine. The  manufacture  of  ice  on  this  principle  would  offer  certain 
advantages  if  the  apparatus  were  differently,  arranged,  since  in  its 
present  form  it  is  not  suitable  for  lump  ice.  Perhaps  instead  of  pure 
water  a  saline  solution  might  be  evaporated,  which  would  be  cooled 
down  far  below  zero,  and  into  which,  as  in  other  machines,  vessels 
containing  water  might  be  plunged,  and  the  latter  might  thus  be  in- 
directly frozen.  The  air*  pump  would  require  to  be  put  into  action 
only  once  in  order  to  exhaust  the  air  of  the  internal  space.  To  open 
it  would  be  needless,  since  the  sulphuric  acid  can  be  introduced,  and 
removed  by  means  of  pumps. 

*  Bad.  Oewerbz  ,  1868,  168.     Comptes  RendtUy  Ixiv,  897.     Dingier  PolyU  Joum,, 
77  and  417. 


Digitized  by 


Google 


Sofmann — Development  of  the  Cfhemieal  Art%.  51 

III.  Production  of  Cold  by  Expansion. 

If  a  gas  is  compressed  the  mechanical  power  applied  is  converted 
into  heat  and  the  temperature  rises.  If  equal  volumes  of  different 
gases  at  a  similar  initial  pressure  are  compressed  to  the  same  extent, 
a  gas  of  lower  specific  heat  increases  in  temperature  more  than  one 
of  higher  specific  heat,  and  that  in  a  potentiated  manner  since  its 
particles,  in  the  first  place,  assume  a  higher  temperature  by  an  equal 
increment  of  heat,  and  secondly,  since  the  hotter  gas  possesses  a 
greater  tension  and  opposes  more  resistance  to  compression,  whence 
more  heat  is  evolved.  Different  gases  of  equal  initial  temperature  and 
tension,  when  compressed  to  an  equal  volume,  not  only  attain  unequal 
temperatures,  but  unequal  pressure.  The  following  table  shows  in 
what  proportion  atmospheric  air  of  mean  tension  increases  in  tem- 
perature if  compressed  at  an  initial  temperature  of  20°  0. 

Pressure  in  atmospheres        -        -        -      1         2         3        4. 
Temperature 20      85     130     163. 

If  a  hot  compressed  gas  is  allowed  to  re-expand,  always  under  full 
pressure,  the  heat  is  transformed  into  mechanical  power,  and  a  fall  of 
temperature  ensues  in  the  same  measure  as  the  rise  during  its  com- 
pression. If  a  hot  and  compressed  gas  is  cooled  down  and  then  ex- 
panded, it  falls  below  the  initial  temperature,  and  very  great  degrees 
of  cold  can  be  attained.  Thus  air  at  2,  3,  4  atmospheres,  cooled 
down  to  30°  C,  and  allowed  to  expand  to  1  atmosphere  yields  re- 
spectively the  temperatures  of  26°, — 53°, — 70°  0.  It  is  pre-sup- 
posed  that  the  air,  like  steam  in  an  engine,  works  outwardly  ;  if  it 
rushes  into  an  empty  space  the  temperature  of  the  whole  mass  ex- 
periences no  change,  since  the  heat  lost  by  the  initial  expansion  is  re- 
produced by  the  impact  of  the  molecules  against  the  sides  of  the 
vessel.  If  the  air  drives  before  it  a  pressure  smaller  than  corresponds 
to  its  own  tension,  e,g,y  if,  having  been  strongly  condensed  in  a  re- 
ceiver, it  escapes  into  the  open  air  its  fall'in  temperature  is  less  than- 
as  stated  above.  On  these  principles  depends  the  application  of  air 
to  the  production  of  cold  and  the  preparation  of  ice. 

Accurately  regarding  the  various  stages  traversed  by  the  air,  the 
arrangement  of  an  air  ice  machine  would  be,  in  principle,  as  follows  : 
— The  air  is  condensed  in  an  especial  cylinder  up  to  a  certain  pres- 
sure, at  which  it  is  then  forced  into  the  cooling  apparatus.     Whilst  it 
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here  parts  with  its  excess  of  beat,  its  volume,  at  the  same  pressure, 
becomes  reduced  in  the  proportion — 

273+T. 
Hence  it  passes  into  a  second  cylinder  where  expansion  takes  place  > 
the  processes  taking  place  here  in  the  reversed  order  from  what 
ensues  in  the  compression  cylinder,  and  the  effect  agrees  exactly  with 
that  of  an  expansion  steam-engine.  The  air  here  becomes  very  cold 
and  is  forced  by  the  return  of  the  piston  into  the  freezing  chamber 
where  the  ice  boxes  stand.  After  passing  through  this  apparatus  it 
arrives  anew  in  the  compression-cylinder  to  repeat  the  same  circuit. 
The  expansion-cylinder  here  corresponds  to  the  evaporation-receiver 
in  other  machines.  The  distinction,  however,  must  be  noted  that  but 
a  small  quantity  of  air  is  kept  in  circulation,  whilst  in  other  systems 
a  large  stock  of  the  matter  inducing  the  cold  is  present  in  the  state 
of  a  liquid.  It  will  be  seen  that  the  course  of  the  conversions  is 
exactly  the  same  as  in  a  ^'  caloric  engine,"  but  in  a  reversed  direc- 
tion, and  the  performance  of  the  one  and  the  other  may  be  calculated 
by  the  aid  of  the  same  formulae.  The  writer  has  carried  out  such  a 
calculation,*  from  which,  it  appears,  that  when  the  air,  at  an  initial 
temperature  of  20^  C,  is  compressed  to  3  atmospheres  and  then  cooled 
down  to  30° ;  the  theoretical  yield  is  5  kilos,  of  ice  per  1  kilo,  coal 
consumed,  whilst  at  2  atmospheres  the  yield  is  6  kilos.  The  produc- 
tion is  in  general  terms  inversely  as  the  condensation  of  the  air  or 
the  difference  of  temperature  thereby  produced.  But,  on  the  other 
hand,  the  dimensions  of  the  cylinders  for  a  given  yield  must  be  so 
much  the  larger  the  smaller  the  condensation  which  is  to  be  applied, 
as  appears  at  once  on  a  close  examination  of  the  procedure.  The 
actual  performance  of  the  machine  may  perhaps  be  considered  equal 
to  one-half  of  the  theoretical  yield.  Hence  it  appears  that  the  air 
machine  is  far  inferior  in  its  performance  to  the  ammonia  machine.f 
The  reasons  are  the  same  which  have  been  already  advanced  in  the 
comparison  of  the  ammonia  and  the  ether  machine.  The  efficacy  of 
the  machine  may,  however,  be  considerably  increased,  if,  as  we  shall 
further  explain  below,  the  air  is  at  once  cooled  during  compression) 

*  Bad.  Oewerbz.f  1869,  Appendix  Number. 
,   -j-  la  consequence  of  the  low  specific  heat  of  the  air,  relatively  large  quantities  must 
be  employed,  whence  the  cylinders  and  the  resistance  of  friction  to  be  oyercome  are 
very  large. 
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I 
80  that  it  cannot  become  heated,  in  which  case  the  cost  of  compres- 
sion is  much  reduced.  An  advantage  of  the  air  machine  as  compared 
with  other  systems  is  that  no  offensive  or  combustible  substances  are 
brought  into  play,  and  that  there  can  occur  no  waste  of  a  costly  ma- 
terial. 

An  air  machine  is  mentioned  for  the  first  time  in  1863.*  It  was 
patented  in  England  in  April,  1862,  by  A.  C.  Kirk,  of  Bathgate.  It 
consists  of  upright  cylinders,  the  lower  part  of  each  being  connected 
with  the  upper  part  of  the  other  by  a  channel,  fitted  with  a  valve 
opening  upwards.  The  pistons  have  valves  opening  downwards. 
The  lower  covers  of  the  cylinders  are  kept  cold  by  a  stream  of  water, 
whilst  the  upper  give  off  cold  to  salt  water.  According  to  the  some- 
what obscure  description  the  action  is  as  follows  : — The  piston  of  the 
cylinder  a  on  descending  compresses  the  air  below  it,  and  expands 
that  above  it,  the  compressed  air  being  forced  into  the  upper  part  of 
the  cylinder  b.  On  the  ascent  of  the  piston  a  the  expanded  air  passes 
through  the  valve  of  the  piston  from  the  upper  into  the  lower  part  of 
the  cylinder,  whilst  the  piston  receives  above  at  first  compressed  air 
from  the  lower  part  of  the  cylinder  6,  which,  when  the  latter  is  emp- 
tied, begins  to  expand  and  to  be  cooled.  The  same  processes  take 
place  in  the  cylinder  b.  Consequently  one  and  the  same  quantity  of 
air  is  always  employed,  which  circulates  from  one  cylinder  to  the 
other.  It  is  asserted  that  1  horse-power  yields,  in  twenty-four  hours, 
106  kilos,  of  ice,  the  yield  of  the  ether  machine  being  1105  kilos.,= 
2  kilos,  ice  per  kilo,  of  coal.  In  Young's  paraffin  works  at  Bathgate 
there  was  at  that  time  a  machine  which  turned  out  in  twenty-four' 
hours  2  tons  or  2032  kilos,  of  ice.  The  result  is  somewhat  small ;  the' 
cooling  surfaces  of  the  cylinders  are  certainly  not  large  enough  to 
take  up  heat  and  cold  quickly  and  completely.  Indeed  a  series  of 
theoretical  objections  might  be  urged  against  the  construction  of  the 

*  Pract.  Meeh.  Joum.,  1863,  113.  Dingl.  Pol  Joum.,  clxx,  241.  Wagner,  Jahrea- 
bmriehtf  1868,  668.  However,  a  patent  for  an  air  ice  machine  was  granted,  in  England 
to  one  Nesmond,  of  Bellac,  in  France,  as  early  as  1862.  It  compressed  air  to  20  atmos- 
pheres by  means  of  a  hand  air-pump  in  a  vessel  like  a  boiler  placed  in  cold  water. 
After  cooling  the  air  passed  into  a  second  vessel  where  were  the  substances  to  be  cooled 
or  the  air  to  be  frozen,  and  escaped  thence  into  the  open  air.  It  was  asserted  that  a 
man  could  force  the  air  into  the  compression-vessel  in  eight  minutes,  and  thus  produce 
8  to  10  lbs.  ice  per  hour.  The  action  of  the  apparatus  was  therefore  intermittent  and 
not  economical,  and  indeed  the  whole  arrangement  left  much  to  be  desired  in  point  of 
convenience. 
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tDachine,  which  is  very  simple.  In  1864  it  was  announced  that  this 
machine  was  still  at  work  in  Young's  establishment,  producing  a  ton 
of  ice  with  the  consumption  of  a  ton  of  coal,  worth  (then)  four  shil- 
lings. It  was  also  declared  that  its  efficacy  was  equal  to  that  of  tbe 
ether  machine.*     This  would  he  a  far  smaller  yield. 

In  1869  the  design  and  description  of  an  ice  machine  constructed 
by  F.  Windhausen,  of  Brun8wick,t  were  made  public.  It  has  only 
one  cylinder,  with  a  piston  of  the  diameter  of  the  height  of  the  stroke. 
On  one  side  of  the  piston  there  occurs  compression  and  on  the  other 
expansion.  The  compressed  air  is  forced  through  a  cooler  with  a 
large  surface,  which  serves  at  the  same  time  as  a  reservoir  for  the 
compressed  air.  Whilst  on  one  side  of  the  piston  the  air  is  compressed 
it  expands  on  the  other.  On  the  return  of  the  piston  the  cold  air  is 
forced  into  the  ice-chest,  from  which,  when  deprived  of  its  cold,  it  ig 
immediately  drawn  on  the  other  side  of  the  piston.  That  side  of  the 
long  cylinder  in  which  condensation  takes  place  is  surrounded  with 
water  as  a  cooling  agent,  whilst  the  other  end  is  packed  with  a  bad 
conductor  of  heat.  The  broad  piston  renders  it  impossible  for  an 
equalization  of  temperature  to  take  place  within  the  cylinder.  For 
this  purpose  there  requires  an  especial  external  arrangement  for  the 
admission  and  for  the  cutting  off  of  the  air  which  enters  the  expansion 
end.  If  the  object  is  not  to  make  ice  but  to  cool  spaces,  the  expanded 
cold  air  is  forced  directly  into  these,  whilst  the  fresh  external  air 
is  drawn  into  the  compression  end  of  the  piston.  As  regards  the 
performance  of  the  machine  nothing  has  transpired. 

In  the  summer  of  1871  the  author  saw  at  Berlin  a  powerful  ice 
machine  destined  for  New  Orleans,  constructed  and  experimentally 
set  up  by  Windhausen.  The  construction  was  different  from  that 
above  described,  the  compression  and  expansion  cylinders  being  dis- 
tinct,  according  to  the  scheme  which  we  considered  as  most  correct  in 
principle,  and  took  for  the  foundation  of  our  preliminary  investigation. 
It  yielded  air  at — 40^  C,  which  was  filled  with  abundant  snow-flakes. 
As  the  compression  cylinder  constantly  drew  in  fresh  air,  hygroscopic 
water  was  deposited  in  the  cooler,  where  on  account  of  the  contracted 
space  it  could  no  longer  remain  in  the  state  of  vapor.  From  there 
the  air,  saturated  with  water,  passed  into  the  expansion-cylinder,  and 

*  Mech,  Mag,,  1864,  245.     DingU  Pol,  Journey  Ixxiv. 

f  Windhausen,  Mech,  Mag^,  1869,  887.    Dingl,  Pol,  Joum.,  ozoy,   115.    Wagner, 
^ahreibericht,  1870,  542. 
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in  consequence  of  the  cold  produced  by  the  expansion  the  greater 
part  of  the  existing  vapor  was  necessarily  deposited  as  snow.  This 
circumstance  yery  much  interfered  with  the  working  of  the  machine, 
as  the  friction  of  the  piston  was  considerably  increased  by  the  snow, 
which  also  choked  up  the  escape-pipes.  The  latent  heat  set  at  liberty 
acted  also  in  opposition  to  the  fall  of  the  temperature  even  though  the 
sam  total  of  the  negative  heat  units  was  not  lessened.  The  piston 
was  appropriately  lubricated  with  glycerin.  The  author  could  ascertain 
nothing  as  to  the  experimental  measurements  made  to  determine  the 
actual  effect  of  this  machine. 

Since  the  beginning  of  1873  Nehrlich  and  Co.,  of  Frankfort-on-the- 
Main,  make  the  Windhausen  machine  with  two  cylinders  of  one  size 
only,  with  especial  regard  to  the  demand  in  breweries.  It  requires  a 
40-horse  power  engine,  and  is  guaranteed  to  yield  hourly  2500  cubic 
metres  of  air  at  temperatures  of  from  — 80°  to  — 50®.  If  we  assume 
that  these  temperatures  refer  to  initial  temperatures  of  from  10°  to 
30°  the  total  reduction  of  temperature  amounts  to  60°,  whence  the 
amount  of  the  negative  heat  units  may  be  calculated  as  50,000,  cor- 
responding at  most  to  400  kilos,  of  ice.  If  the  production  of  ice  were 
the  object  in  view  the  same  quantity  of  air  might  be  made  to  circulate. 
A  steam-engine  of  40-horse  power  consumes  hourly  80  kilos,  of  coal; 
consequently  1  kilo,  of  coal  would  give  5  kilos,  of  ice— a  very  favor- 
able result.  Such  a  machine,  including  the  engine,  cost  in  1873 
66,000  marks  (£3300). 

L.  Mignot,*  of  Paris,  in  1870,  constructed  also  an  air  ice  machine 
with  distinct  compression  and  expansion  cylinders.  It  is  distinguished 
from  that  of  Windhausen  by  the  arrangement  that  a  small  pump 
injects  water  into  the  compression-cylinder,  and  that  the  air  in  the 
condenser  sweeps  over  open  water.  This  arrangement  is,  without 
doubt,  advantageous.  The  labor  of  compression  is  much  reduced 
when  the  temperature  of  the  air  is  kept  low.  The  water  cannot  have 
an  injurious  effect  in  the  air  since  the  cooled  and  compressed  air  is  in 
any  case  saturated  with  moisture.  It  may  therefore  be  expected  that 
the  compression  of  the  air  will  be  effected  at  a  less  cost,  and  its  com- 
plete refrigeration  will  require  a  smaller  condenser.  Particulars 
concerning  this  machine  have  not  transpired.  The  more  recent 
Windhausen  machines  are  also  provided  with  an  injection  apparatus. 

*  L.  Mignot,  Meek.  Mag,^  Dec,  1870, 404.  Dingl.  Pol,  Joum,,  oxoiz,  862.  Wagner, 
JahreMbericht,  1871,  696. 
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According  to  experience  hitherto,  the  air  machines  seem  better 
adapted  for  the  immediate  application  of  cold  air  than  for  concentra- 
ting and  storing  up  cold  in  the  form  of  ice,  in  which  respect  they  fall 
too  far  short  of  the  ammonia  machines.  They  may  probably  be  found 
serviceable  in  breweries  for  cooling  cellars.  Motive  power  is  always 
to  be  found  in  such  establishments  with  which  the  air-pumps  can  be 
readily  connected.  The  introduction  of  cold  air  into  the  cellars 
secures  the  further  advantage  that  they  are  kept  very  dry  by  means 
of  this  air,  which  during  its  compression  and  expansion  has  been  to  a 
great  extent  deprived  of  its  moisture,  and  hence  no  mould  is  formed. 
Cooling  with  ice,  on  the  other  hand,  saturates  the  air  of  cellars  with 
moisture,  and  keeps  it  stagnant.  The  whole  process  can  be  carried 
on  in  breweries  at  a  relatively  small  expense,  as  in  such  establish- 
ments much  heat  and  especially  much  hot  water  is  required,  and  thus 
both  the  escaping  steam  and  the  hot  water  obtained  by  cooling  the 
compressed  air  can  be  utilized.  An  air  machine  supplied  by  Merlich 
and  Co.  to  Hildebrand's  brewery  at  Pfungstadt,  near  Darmstadt,  has 
given  for  a  year  very  satisfactory  results.  The  principle  of  the  air 
machine  seems  also  especially  adapted  for  ventilation  where  it  is 
desirable  to  combine  reduction  of  temperature  with  renewal  of  the  air, 
as  in  hospitals,  public  rooms,  and  steamships.  Here  a  trifling  expan- 
sion and  a  small  degree  of  cold  would  suffice,  and  hence  the  working 
cost  would  appear  relatively  low.  We  may  look  forward  with  interest 
to  the  further  development  of  this  subject. 

We  have  still  to  make  mention  of  a  more  extended  theoretical  inves- 
tigation which  Linde*  has  given  to  the  public  on  the  '^  withdrawal  of 
heat  at  low  temperatures  by  mechanical  agencies."  The  main  result 
which  he  has  arrived  at  in  the  way  of  calculation — which,  however, 
appears  at  once  on  an  attentive  physical  consideration  of  the  changes 
that  take  place — is  that  for  the  economical  working  of  ice  machines 
the  temperature  of  the  body  used  as  a  medium  during  expansion  must 
not  be  lower,  and  during  compression  not  higher,  than  is  absolutely 
necessary.  This  condition  has  hitherto  been  frequently  overlooked, 
and  ignored.  Whilst  it  has  frequently  been  said,  in  explaining  the 
merits  of  an  ice  machine,  that  it  works  at  such  or  such  low  tempera- 
tures, the  very  opposite  should  be  the  case ;  it  should  be  shown  that 
the  machine  produces  ice  without  requiring  a  temperature  far  below 

*  LindOp  Bayer.  Industrie  ti.  Chwerbeblatt,  July,  Not.,  and  Dec.,  1870. 
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the  freezing-point  of  water.  The  above-mentioned  praise  is  merely  a 
certain  proof  that  the  machine  consumes  much  power  needlessly. 
Certainly  in  this  case  the  machine  may  be  smaller  and  the  first  outlay 
easier,  but  this  advantage  generally  vanishes  in  comparison  with  the 
drawback  of  increased  working  charges.  Linde  proves  by  calculation 
that  in  a  theoretically  perfect  machine,  which  produces  ice  at  — 3° 
from  water  at  +10°  C,  1  kilo,  of  coal  should  yield  100  kilos,  of  ice. 
He  combines  also  with  his  theoretical  researches  a  critique  on  all  ice- 
machines  hitherto  constructed.  All  makers  of  such  machines  should 
make  themselves  thoroughly  masters  of  the  principles  here  developed, 
which  would  keep  them  from  going  astray. 

In  1878*  J.  Armengaud  communicated  certain  theoretical  specula- 
tions on  air-machines  to  the  French  Academy,  which,  however,  con- 
tained nothing  essentially  novel.  He  lays  especial  stress  upon  the 
importance  of  cooling  the  air  during  compression  by  means  of  water. 
The  difficulty  of  efifecting  this  by  means  of  water  injected  in  the  mo- 
ment of  compression  he  overcame  by  introducing  into  the  air,  as 
drawn  in,  water,  by  means  of  Gifibrd's  injector,  probably  as  fine  spray. 
According  to  its  experiments  it  is  most  advantageous  to  work  with  a 
degree  of  expansion  =2,  in  which  case  the  power  exerted,  in  propor- 
tion to  the  cold  produced,  is  only  half  as  great  when  the  refrigera- 
tion is  carried  on  during  compression  as  if  executed  previously. 

Nature  of  Artificial  Ice. — Ice  rapidly  produced,  at  a  very  low  tem- 
perature, is  quite  opaque  and  of  a  milky  white.  From  this  appearance 
— ^so  different  from  the  vitreous,  transparent  aspect  of  natural  ice — 
the  strangest  conclusions  have  been  drawn  as  to  its  behavior.  Some- 
times it  was  assumed  to  be  more  and  sometimes  less  permanent,  some- 
times to  have  more  and  sometimes  less  cooling  power  than  natural  ice. 
The  truth  is  that  artificial  and  natural  ice  differ  merely  in  appearance. 
A  piece  of  the  former  just  taken  out  of  the  machine  is  of  course  colder 
than  a  block  from  the  ice  cellar,  and  consequently  melts  rather  more 
slowly  on  exposure  to  the  air.  Squally  large  pieces  of  natural  and 
of  artificial  ice,  at  the  same  temperature,  melt  with  equal  speed  under 
similar  external  conditions,  and  exert  equal  refrigeratory  powers. 

(To  be  continued.) 


*  Armengaud,  Compter  Rendiu,  Ixxxvi,  626.    Dingier,  Polyt.  Joum.,  ccyiii,  174 
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Evaporation  of  Liquids  Aided  by  the  InfoBion  of  Air.— 

By  a  communication  from  M.  Ed.  Moride,  of  Nantes,  France,  pub- 
lished in  Le$  M<mde$  (Paris),  May  18th,  1876,  the  following  a<scount 
of  experiments  in  evaporation  in  the  concentrating  of  brine,  at  salt 
works,  and  of  the  juice  of  the  beet-root  in  the  process  of  sugar 
making,  is  given. 

An  apparatus  constructed  by  MM.  La  Pommeray  and  Pinel  has 
been  placed  at  the  salt-works  of  Croisic,  belonging  to  MM.  Benoit. 
It  has  worked  with  great  advantage,  producing  much  economy  in 
time  and  a  saving  of  nearly  40  per  cent. 

At  the  Etienne  sugar  refinery  the  method  has  been  applied  in  the 
working  of  beet-root  juice  to  the  weak  liquor  of  5^,  as  well  as  to 
syrup  of  25^  density,  without  alteration  of  the  juice  or  change  of 
color.  Both  the  raw  juice  and  the  syrup  have  been  concentrated 
nearly  to  42°  density  by  a  temperature  of  80°  to  86°  centi.  (176° 
to  187°  Fah.),  and  have  crystallized  perfectly  without  any  greater 
production  of  glucose  than  accompanies  other  methods  of  working. 
The  evaporation  progresses  at  the  rate  of  an  increase  of  density  of 
5°  per  hour,  between  6°  to  25°,  when  it  is  accellerated  to  the  rate  of 
6°,  7°,  8°  and  11°  of  concentration  per  hour. 

At  the  A.  Cesar  refinery  the  apparatus  for  infusion  of  air  has 
been  applied  to  a  vacuum  pan^  and  works  perfectly,  only  that  the 
vacuum  cannot  be  maintained  constantly  except  at  45°  centi.  (103° 
Fah.);  otherwise,  by  admitting  less  air  the  vacuum  can  be  raised,  but 
the  temperature  will  then  be  increased,  to  the  detriment  of  the  for- 
mation of  a  regular  grain. 

The  sum  of  the  results  of  the  experiments  in  sugar  making  is — 

1.  That  the  *^  insufflation  "  (infusion  of  air)  augments  considerably 
the  evaporation  of  a  liquid. 

2.  That  this  method  procures  an  economy  of  fuel  of  nearly  40  per 
cent.,  together  with  much  saving  of  time,  so  great  as  to  permit  an 
ordinary  boiler  of  evaporation  to  accomplish  ^ve  iimei  the  usual  results. 

8.  That  the  '^  insufflation  "  is  without  injurious  action  upon  the 
sugar  solutions,  that  it  neither  affects  the  color  nor  inverts  the  crys- 
tallizable  sugar. 

It  is  demonstrated  to  be  possible  then,  with  all  security,  to  apply 
this  novel  method  of  evaporation  to  sugar-juice  nearly  to  85°  or  40° 
of  density;  but  the  termination  of  the  boiling  may  be  effected  in  a 
vacuum  pan,  as  is  ordinarily  done,  or  may  be  effected  in  free  air. 
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NOT£  BY  THE  EDITOR  OF  THE  JOURNAL. 

The  method  of  ^'  insufflation  "  and  evaporation  referred  to  in  the 
preceding  article  is  simply  the  blowing  of  streams  of  air,  not  neces- 
sarily heated,  into  a  liquid  warmed  by  some  usual  means  to  some  de- 
sired temperature,  which  may  or  may  not  be  the  boiling  point  of  the 
liquid.  The  active  circulation  promoted  by  the  levity  of  the  air- 
bubbles  and  the  extended  surface  which  is  given  for  the  evaporation 
of  vapor  to  take  place  from,  is  supposed  to  greatly  increase  the  effi- 
ciency of  the  heating  surface  to  dispense  heat  to  the  liquid,  by  in- 
creasing the  difference  of  temperature  of  the  liquid  where  it  comes 
in  contact  with  the  heated  surface.  The  claim  of  saving  of  fuel,  that 
is,  of  effecting  a  greater  evaporation  by  the  same  quantity  of  heat, 
would  seem  to  need  more  positive  evidence  before  obtaining  belief 
than  is  given  bj  assertion,  for  the  admission  involves  the  establish- 
ment of  new  laws  in  physics,  but  the  possibility  of  accelerating  the  pro- 
cess of  evaporation  by  the  method  can  be  readily  conceived  and  ad- 
mitted in  moderate  degree ;  certainly,  however,  not  that  the  same 
heating  surface  could  be  made  practically  efficient  for  ^^  five  times  the 
usual  results." 

The  familiar  process  of  cooling  a  hot  drink  by  blowing  upon  it,  is 
the  readiest  example  by  which  ^'evaporation  by  insufflation"  can  be 
comprehended,  and  although  the  process  of  drying  or  deeiecation  by 
means  of  currents  of  air  is  very  generally  practiced,  yet  the  corre- 
sponding performance  of  evaporating  a  liquid  by  the  same  method  is 
thought  to  be  novel.  In  viscous  liquids  the  application  of  this  method 
would  seem  to  have  an  absolute  practical  value,  even  if  the  excessive 
claim  for  merit  in  economy  of  fuel  were  found  to  be  unwarranted. 


The  Frodnction  of  Potash, — The  production  of  potash  com- 
mercially, has  entirely  changed  aspect  within  these  last  twenty  years. 
Prior  to  that  time  wood  ashes  were  exclusively  employed  in  its  manu- 
facture, but  now  more  than  half  is  procured  directly  from  mineral 
sources.  This  is  principally  owing  to  the  fact  that  the  immense  salt 
mines  of  Stassfurt  have  been  found  to  yield  a  profitable  supply  of 
potash,  and  the  knowledge  of  this  fact  has  given  a  new  impetus  to 
g  aline  deposits  wherever  they  occur. 
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GREAT  WESTERN  RAILWAY. 


The  following  observed  speeds  of  a  regular  railway  train  in  Eng- 
land is  extracted  from  the  correspondence  of  the  EnglUh  Mechanic 
April  19th  1876. 


liles. 

44i 
76i 

Stations. 

Bristol 

Taunton 

Exeter 

Arrival. 

8-18 
4-0 

Departure. 

2-26 
3-20 

Speed. 

61-6346 
46125 

97-7596 
=  48-8798  average. 

Or  average  for  whole  distance  =  118 J  miles  -f  75J  miles  =  194  miles 
(11-45  to  4  o'clock)  =  255  minutes  —  stops  (10  +  2  +  5  +  2) 
19  minutes;  .•.  average  =  ^^\^^^  =  4932203  miles  per  hour. 


Miles. 


Stations.         Arrival.     Departure.     Speed. 


Paddington 

11-45 

5f 

Ealing 

11-54 

38-8333* 

H 

Hanvell 

11-56 

52-5 

9* 

Southall 

11-58 

62-5 

11 

Hayes 

12-0 

52-5 

U\ 

Drayton 

12-2iV 

64-8 

m 

Langley 

12-6t 

56-8421 

18J 

Slough 

12-8 

49-0909 

22f 

Maidenhead 

12-13 

61 

31 

Twyford 

12-21 

61-875 

36 

Beading 

12-27 

50 

4U 

Pangbourne 

12.33 

55 

44f 

Goring 

12-36J 

60 

47f 

Moulsford 

12-39 

65-5555t 

63i 

Didcot 

12-45 

55 

56^ 

Steventon 

12-49 

48-78 

60 

Wantage 

12-521 

56 

64 

Challon 

12-57 

66-4705 

66i 

Uffington 

12-59J 

54 

71J 

Shrivenham 

1-5 

57 

11\ 

Swindon 

1-12 

49-2857 

1086-6330 

=  54-32665 

average. 

miles  per  hoar. 

*  MinimmD. 

t  Maximum. 
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"  THE  PHYSICS  OF  THE  ETHER."* 
By  William  B.  Taylor,  Washington,  D.  C, 

(Continued  from  Vol.  ci,  p.  418. 

In  regard  to  the  still  more  recondite  phenomena  of  chemical 
elective  affinity,  Mr.  Preston  is  equally  at  home,  and  equally  self- 
complacent. 

"  The  vast  variety  of  wave  period  observed,  points  all  the  more 
convincingly  to  the  fitness  of  the  molecular  vibrations  as  the  regu- 
lator of  the  complex  and  varied  effects  exhibited  in  the  movements 
of  molecules  in  ''chemical  action,"  or  those  diverse  molecular  move- 
ments which  belong  to  the  science  of  chemistry.  ...  In  viewing 
the  phenomena  of  the  movements  and  mutual  actions  of  molecules  as 
a  physical  problem,  it  really  is  not  conceivable  that  anything  could 
be  more  admirably  adapted  to  produce  the  effects  than  the  vibrations 
of  the  molecules,  which  also,  by  variation  of  wave  period,  are  capable 
of  building  up  the  almost  endless  variety  of  chemical  compounds," 
(pp.  82,  33). 

That  is,  molecules  agitated  with  a  red  vibration  of  the  ether,  will 
naturally  be  made  to  ''  approach  '*  other  molecules  similarly  timed ; 
80  yellow  moving  molecules  will  affect  each  other,  while  extra  violet 
molecules  will  in  like  manner  only  accept  harmonious  partners  in  the 
chemic  dance.  And  while  this  special  selection,  whether  of  ethereal 
or  of  molecular  periodicities,  is  in  action,  there  is  still  sufficient  of 
the  unselected  vibrations  to  secure  gravitative  and  cohesive  ''  impul- 
sions," for  the  ethereal  reservoir  of  motion  is  by  assumption  infinite 
and  inexhaustible. 

As  to  the  actual  measure  of  the  tension  of  chemical  affinity,  Mr. 
Preston  has  calculated  that  a  hydrogen  molecule  in  combining  with 
an  oxygen  molecule  to  form  water,  supposing  it  to  move  through  one 
millionth  of  an  inch,  exhibits  an  energy  which  ''is  424  billion 
times  greater  than  the  weight  of  the  double  hydrogen  molecule,  or 
the  value  of  gravity  acting  upon  it/*  (p.  67),  and  that  accordingly, 

*  Mr.  Preston  hu  recently  published  a  ritumi  of  his  lucubrations  in  a  series  of 
eight  articles,  under  the  rather  inappropriate  title  of  **  The  Origin  of  Motion," — in  the 
columns  of  our  excellent  English  contemporary  "  Engineering ^^^  for  January  7th,  Jan* 
nary  2l8t,  February  4th,  February  25th,  March  17th,  March  Slst,  April  28th  and 
May  12th,  of  the  present  year. 
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"  If  we  take  a  grain  of  water  [one  drop],  then  the  value  of  the 
strain  required  to  separate  the  molecules  being  424  billion  times  the 
weight  of  the  hydrogen  molecules,  and  the  total  weight  of  the  hydro- 
gen molecules  in  a  grain  of  water  being  one-ninth  of  a  grain,  we 
have  accordingly  424  billions  X  \  grain,  =  8  million  tons  in  round 
numbers'*'.  ...  As  before  remarked,  a  millionth  of  an  inch  being 
unquestionably  too  large  as  an  estimate  for  the  distance  traversed, 
the  result  arrived  at  for  the  absolute  value  of  the  strain  will  be  by  so 
much  less  than  the  actual  fact,"  (p.  68). 

With  this  general  conception  of  the  chemical  phase  of  ether 
motion,  let  us  see  how  Mr.  Preston  contrives  to  produce  an  explosion 
within  a  loaded  gun,  by  ethereal  vibration. 

"  Considering  the  state  of  the  case  previous  to  the  discharge,  it  is 
well  first  to  have  a  clear  conception  of  the  fact  of  the  ether  pervadinj^r 
with  the  utmost  facility  the  body  of  the  cannon,  the  ether  occupying 
the  molecular  interstices  and  surrounding  the  molecules  of  the  metal, 
so  that,  therefore,  the  slightest  difference  of  the  ether  dne  to  any 
disturbing  cause,  would  immediately  readjust  itself  across  the  body 
of  the  gun.  .  .  .  We  observe,  therefore,  before  the  discharge,  the 
ether  enclosing  its  intense  store  of  motion  pervading  the  body  of  the 
cannon,  and  inserting  itself  between  every  molecule  of  gunpowder, 
ready  to  part  with  a  portion  of  its  motion  at  any  instant.  •  .  .  W« 
note,  therefore,  an  ingeniously  disposed  and  delicately  poised  train 
of  matter,  at  present  in  a  state  of  dynamic  equilibrium,  the  whole 
pervaded  by  a  physical  agent  of  exhaustless  energy  from  which  it  is 
only  necessary  to  divert  a  small  portion  in  order  to  cause  the  pro- 
pulsion of  the  shot.  The  blow  struck  upon  the  percussion  cap,  by 
urging  a  few  of  the  vibrating  molecules  into  proper  proximity,  is 
sufficient  to  upset  this  equilibrium  of  motion  and  bring  the  ether  into 
action,  the  motion  passing  from  the  ether  through  the  train  of  matter 
to  the  shot,  and  thence  to  the  ether  (in  the  waves  emitted  by  the 
incandescent  gases,  the  work  of  the  shot,  etc.)  in  a  cyclical  process. 
.  .  .  During  the  time  of  the  explosion,  the  ether  particles  in  the  bore 
of  the  guQ  lose  a  certain  fraction  of  their  normal  velocity  by  trans- 
ference to  the  molecules  of  gunpowder,  which  loss  of  motion,  if  it 

*  It  may  be  if  ell  to  notice  here,  that  the  ayerage  distance  of  molecules  from  centre 
to  centre,  in  the  liquid  or  solid  form  of  matter,  has  been  successivelj  estimated  at 
▼alues  not  yeiy  far  removed  Arom  the  200th  millionth  of  an  inch,  by  Waterston,  in 
1857;  by  Loschmidt,  in  18C5;  by  Stoney,  in  1868;  by  Thomson,  in  1870;  and  by 
Maxwell,  in  1878. 
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continued  without  renewal,  would  conduce  to  a  reduction  of  the 
ether  pressure  in  the  interior  of  the  gun ;  so  that  the  inference  is 
necessary  that  on  the  instant  of  the  disturhanoe  of  the  equilibrium 
of  the  ether  pressure  by  the  motion  transferred  to  the  first  few  mole- 
cules of  gunpowder,  a  readQVUtment  of  pregaure  commences  to  take 
place  across  the  body  of  the  gun  in  the  form  of  a  wave,  the  free 
communication  existing  with  the  external  ether  rendering  it  impos- 
sible for  any  appreciable  difference  of  pressure  to  accumulate,'"  (p. 
101).  "  The  molecules  of  gunpowder  merely  serve  as  the  convenient 
mechanism  to  transmit  the  motion  of  the  ether  to  the  shot,  for  the 
gunpowder,  like  the  shot,  has  no  motion  of  its  own,  and  therefore 
must  have  the  motion  imparted  to  it.  The  ether,  on  the  other  hand, 
does  not  require  to  have  motion  imparted  to  it,  since  it  already  has 
motion.  The  ether  is,  therefore,  the  only  competent  source  of  motion 
or  the  ether  transfers  motion  which  it  already  has  through  the  gun- 
powder to  the  shot;  the  sum  of  motion  thereby  remaining  constant," 
(p.  108). 

So  to  give  the  required  dynamic  energy  (beyond  that  of  ordinary 
temperature)  to  the  material  particles  of  the  gunpowder,  it  is  neces- 
sary that  the  illimitable  store  of  motion  in  the  ether  should  suddenly 
be  called  upon;  and  as  it  could  not  be  supposed  to  enter  at  the 
muzzle  of  the  gun  at  the  moment  of  discharge,  it  has  to  pass  without 
ceremony  through  the  walls  of  the  gun ;  although  Mr.  Preston  has 
previously  told  us  that  every  molecule  of  iron  in  the  gun  is  held  firmly 
in  its  relative  position  by  statical  vibrations  of  the  intervening  ether, 
inducing  a  rarefaction  whereby  the  external  impacts  of  the  ether 
exert  an  excess  of  coercive  dynamic  pressure — say  of  10  tons  to  the 
square  inch.  But  what  becomes  of  this  differential  coercive  bond 
when  the  violent  influx  of  ether  pressure  is  passing  through  trans- 
versely to  these  interstitial  stationary  vibrations  ? 

Such  is  the  wonderful  physical  philosophy  by  which  the  tenacity 
of  guns  is  established,  and  the  disruption  of  their  discharge  simul- 
taneously effected.  Of  static  force  Mr.  Preston  has  no  concep- 
tion, for  with  him  motion  is  everything,  and  everything  is  motion. 
*^  Potential  energy"  in  such  a  system  is  as  inadmissible  as  '^  action 
at  a  distance."  How  can  a  body  at  rest  possess  any  power?  (p.  9). 
Every  child  knows  that  a  thing  cannot  act  where  it  is  not ;  although 
its  apple  does  slip  from  its  fingers  without  strings  from  below,  and 
without  "impulsions"  from  above.  And  every  child  of  course 
knows  that  when  a  clock  is  wound  up,  unih  the  pendulum  at  rest^ 
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^^  Unless  motion  be  imparted  at  the  time,  energy  oannot  be  ex- 
pended at  all ;  for  to  expend  motion  without  imparting  motion  would 
be  to  annihilate  energj.  Indeed,  the  motion  imparted  is  itself  the 
measure  of  that  expended,  and  is  the  sole  cause  of  its  expenditure ; 
t.  e.f  motion  can  only  be  expended  in  the  communication  of  motion, 
and  in  that  fact  lies  apparent  the  principle  of  the  Indestructibility  of 
'  Motion  J**  (p.  93).  "  The  process  of  coiling  a  spring,  as  by  the  wind- 
ing up  of  a  clock  for  example,  in  which  act  the  vibrating  molecules 
of  the  spring  are  displaced,  affords  another  illustration  of  work  con- 
sisting in  the  communication  of  motion  to  the  ether,"  (p.  99). 

"Now  it  follows  from  the  principle  of  conservation,  that  the 
previous  existence  of  motion  is  the  absolutely  essential  condition  in 
order  for  motion  to  be  developed,  for  unless  motion  previously 
existed,  motion  could  not  be  expended  in  the  act  of  developing 
motion,"  (p.  12). 

So  whether  gunpowder  be  kept  in  a  magazine  for  an  indefinite 
number  of  years,  or  a  powerful  spring  be  placed  under  severe  tension 
with  its  detent  unreleased;  whether  the  Great  Eastern  is  held 
securely  by  its  anchored  cable  during  a  storm,  or  carbon  deoxidized 
by  solar  energy  many  million  years  ago,  is  reposing  in  unworked 
coal-fields,  in  each  and  every  case  the  store  of  potency  is  simply, 
motion  !  When  coal  is  finally  mined  and  placed  within  the  furnace 
of  a  steam-engine, 

"All  the  motion  developed  at  combustion,  and  imparted  to  the 
ether  in  the  form  of  waves  of  heat,  comes  from  the  ether  at  the  time 
of  combustion ;  so  that  the  process  of  combustion  might  be  continued 
indefinitely  without  the  slightest ' absolute  gain  of  motion;  or  the 
interchange  of  motion  constituting  combustion  is  quite  independent 
of  the  fact  whether  energy  was  expended  in  the  previous  act  of 
separating  the  carbon  or  not,"  (p.  96). 

^  "  The  interchange  of  motion  may  be  said  to  form  the  whole  basis 
of  the  great  principle  of  conservation,  for  the  very  idea  of  the  inter- 
change or  transference  of  motion,  itself  precludes  all  idea  of  the 
possibility  of  the  annihilation  of  motion ;  or  the  only  possible  method 
of  getting  rid  of  the  motion  of  a  mass  of  matter  is  by  transferring 
that  motion  to  another  mass  or  masses,"  (p.  89). 

This  radical  fallacy  of  the  **  indestructibility  of  motion''  has,  un- 
fortunately, gained  a  considerable  acceptance,  and  has  received  the 
support  of  names  much  higher  than  that  of  Mr.  Preston.    Even  so 
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dear  and  generally  correct  a  thinker  as  Herbert  Spencer  haa  per-, 
mitted  himself  to  write  a  chapter  on  ^^  The  Continuity  of  Motion/'. 
{First  PrineipleSy  let  ed.,  part  ii,  chap.  6). 

The  hammer  motion  expended  in  making  a  horse-shoe  has  but  a 
relatively  small  portion  of  it  converted  into  the  vibratory  motion^  of 
r  sound  and  heat.     The  greater  portion,  and  the  whole  useful  portion 

of  the  hammer  blows,  is  consumed  in  simply  displacing  iron  molecules 
in  a  desired  direction;  to  effect  which,  a  very  considerable  amount  of 
static  tension  has  to  be  overcome  in  the  resistances  to  a  disturbance 
of  position  offered  by  the  particles ;  and  this  molecular  resistance 
constituting  the  hardness  of  the  material,  is  precisely  what  gives  the 
finished  product  its  useful  function.  So  when  the  ram  of  a  pile- 
driver  is  laboriously  raised  to  its  highest  position,  and  there  held  by 
the  grapple,  what  has  become  of  the  motion  employed  in  raising  it? 
Has  the  arrested  lifting  power  been  converted  into  heat  vibrations, 
carefully  conserved  and  patiently  waiting  to  be  re-converted  into 
falling  motion  when  the  director  shall  release  the  detent?  Surely 
such  an  idea  can  hardly  be  entertained  for  a  moment  by  an  intelligent 
physicist.  Supposing  that  for  sufficient  reason  it  is  determined  not 
to  let  the  ram  fall  till  the  following  day,  where  then  is  the  motion  of 
elevation  hiding  itself  all  this  time  ? 

Mr.  Preston,  recognizing  no  equivalent  of  force  conserved  in  the 
**  potential  "  state  of  matter  raised  to  a  mechiinical  advantage  of 
positiony  at  which  time  all  effective  motion  has  ceased  and  forever 
disappeared,  supposes  that 

^^  At  the  particular  instant  when  the  machinery  was  first  started, 
motion  was  derived  from  the  ether  without  being  simultaneously 
transferred  to  the  ether;  this  relatively  small  amount  of  motion 
(representing  the  motion  of  the  machine)  remaining  abstracted  from 
the  ethef  so  long  as  the  machines  are  in  motion,  but  when  the 
machines  stop,  this  motion  is  returned  to  the  ether  in  the  form  of 
waves  of  heat,"  (p.  98). 

In  this  illimitable  ocean,  therefore,  the  waves  of  motion  arc 
supposed  to  remain  in  action,  until,  in  the  case  of  the  pile-driver,  a^ 
the  slipping  of  a  trigger  they  suddenly  reappear  in  the  descending 
ram. 

One  is  tempted  to  ask,  what  is  the  special  necessity  or  advantage 
of  this  circuitous  "  transfer  of  motion,"  this  ''  cyclical  process,"  in 
every  mechanical  effect  ?  Why  not  devise  some  way  of  more 
Wholb  No.  Vol.  CII.— (Third  Series,  Vol,  LXXII.)  5 
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directly  availing  ourselves  of  the  exhaustless  store  of  motive  power 
ever  present  in  the  infinite  depths  of  ether,  and  ever  ready  to  respond 
with  the  quickness  of  light  to  the  tremblings  of  matter?  Why  not 
dispense  with  the  intermediate  ramf  The  stock  of  coal  is  very  finite; 
the. stock  of  ether  energy — infinite.  The  same  thought  appears  to 
have  occurred  to  the  ingenious  author  of  the  "  Physics  of  the  Ether." 

"  If  the  vibratory  motion  of  molecules  could  be  brought  under 
control,  and  thus  be  temporarily  got  rid  of  by  utilization  in  any  way, 
then  the  above  result  would  be  attained,  or  the  molecules  would 
^separate  without  the  performance  of  work ;  as  we  have  before  pointed 
out  that  there  are  certain  considerations  which  would  indicate  that 
this  result  is  actually  attained  in  nature,  in  the  disintegration  of 
matter  at  a  low  temperature,"  (p.  96). 

^'  Perhaps  a  partial  reduction  of  the  vibrating  energy  might  help, 
but  we  are  not  restricted  to  discrete  molecules,  and  possibly  the 
reciprocating  movements  of  approach  and  recession  of  masses  under 
the  action  of  the  ether  in  the  *  electric '  and  ^  magnetic '  phenomena, 
inight  be  found  more  subservient  to  this  special  object,  and  thus  the 
enormous  stores  of  motion  present  on  all  sides  be  made  of  more  prac- 
tical avail  than  by  the  present  methods  of  utilization.  At  all  events, 
it  appears  an  anomaly  that  motion  should  be  only  obtainable  from  a 
source  on  the  condition  of  the  expenditure  of  an  equivalent  amount 
of  machinery,'*  (p.  97). 

The  anomaly  is  obvious  on  the  assumption  that  force  and  its  oiT- 
gpring  motion  are  not  derived  from  the  molecules  of  sensible  matter, 
but  have  their  origin  in  an  entirely  external  source.  If  the  power 
antecedently  derived  from  the  ether  by  a  mechanical  or  chemical 
train  were  at  each  instant  precisely  equal  to  the  power  expended  in 
useful  work,  we  should  have  a  very  satisfactory  perpetual  motion. 
Although  in  terms  Mr.  Preston  accepts  the  modern  doctrine  of  the 
*' conservation  of  energy,"  yet,  as  this  is  expressly  applied  by  him 
to  the  infinite  store  normally  existing  in  the  ethery  and  as  the 
quantity  of  energy  manifested  by  matter  is  declared  to  be  variable 
i(pp.  95,  96,  and  98,  99),  it  is  too  obvious  for  remark  that  the  grand 
theorem  becomes  practically  valueless,  and  that  all  the  attempts  hith- 
erto made  to  deduce  the  principle  from  the  deportment  of  sensible 
toatter  are  utterly  illusory  and  fallacious. 

But  what  is  the  evidence  adduced  by  the  author  to  give  plausibility 
to  his  stupendous  fabric  of  conjecture?     So  far  as  can  be  discovered , 
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the  a  priori  argument  already  quoted :  '*  Since  a  rarefaction  of  the 
mediam  constitutes  the  only  possible  physical  means  by  which  an 
*  attraction  '  (approach)  can  be  produced  by  vibration,  .  •  •  it  there- 
fore follows  that  a  stationary  vibration  of  the  medium  can  be  the  sob 
.  physical  cause  concerned  in  producing  an  attraction/'  (p.  49).    Ahi^^ 

^  this  *^  sole  physical  cause  "  has  not  even  the  indirect  support  of  fitt 

ness,  or  of  congruity.  The  supposition  is  not  in  conformity  with  the 
most  obvious  characteristics  of  molecular  physics  ;  its  postulates  are 
not  even  consistent  with  each  other.  The  conditions  required  for 
statical  phenomena  are  incompatible  with  those  required  for  dynamical 
phenomena. 

When  we  are  told  that  In  prineipio  erat  MotuSj  rendering  futilt 
any  inquiry  into  the  origin  of  this  "  phenomenon/'*  that  this  phenooir 
enon,  though  usually  "  concealed  "  in  the  impalpable  ether  (as  the 
molecular  movement  of  normal  temperature  is  in  the  atmosphere)^ 
becomes  sensible^  as  in  some  sense  a  function  of  material  masses— r 
that  it  is  not  strictly  a  function  of  mass,  since  its  energy  is  a  prot* 
duct  of  the  amplitude  of  vibration,  or,  as  we  might  say,  of  cherma} 
activity ;  and,  accordingly,  that  with  the  lowering  of  this  activity, 
the  differential  of  external ''  impulsion  '*  is  reduced,  and  the  tendency 
to  "  approach  "  thereby  diminished,  whether  between  molecules  or 
masses, t  we  see,  at  a  glance,  that  such  presentations  are  in  no  re;r 
spects  accordant  with  the  ascertained  system  of  nature  ;  and  that 
they  fail,  signally,  to  give  us  any  approximate  representation  of  the 
coercive  forces  actually  manifested  in  matter.  ^ 

The  subject  of  tides  has  not  been  specifically  discussed ;  but  any 
scheme  of  physics  requiring  the  affirmation  that  the  water  of  tli^ 
ocean  is  lifted  by  ethereal  "impulsions"  from  beneath,  which  havp 

L 

*  Mr.  Preston  does  iDdeed  make  the  eonoession,  though  with  a  different  inteik, 
that  *'if  aU  physical  effects  be  effects  of  *  motion,'  then  in  principle,  the  one  funda- 
mental *  cause'  for  investigation  must  be  the  cause  for  motion,  or  the  cause  determinim; 
the  vast  variety  of  motions  constituting  physical  phenomena.  To  admit,  therefore,  a 
theory  which  would  do  away  with  the  necessity  for  investigating  the  cawte  of  motioii, 
would  be  to  admit  a  principle  which,  if  carried  out  universally,  would  close  the  fie|El 
for  physical  research  altogether,  or  which  would  assume  that  physical  effects  wei^ 
inexplicable,"  (p.  6). 

I  '*  Since,  when  a  physical  cause  ceases  to  exist,  the  effect  also  ceases,  it  fullOMjs 
that  at  the  absolute  zero  of  temperature  (absence  of  vibrating  energy)  the  general 
phenomenon  of  'cohesion'  including  the  aggregation  of  molecules  in  'chemical 
union,*  would  cease  to  exist."     [Ether ,  p.  64.)  ' 
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passed  through  the  solid  portions  of  the  globe  in  the  direction  of  the 
lanar  column  of  stationary  ethereal  vibrations,  may  be  at  once  dis- 
tnissed,  as  being  too  whimsical  and  chimerical  to  deserve  serious 
attention. 

Mr.  Preston  has  professedly  undertaken  the  difficult,  but  most  im- 
portant, discussion  of  the  *'  physics  of  the  ether."  But  what  is  the 
•'ether?  "  or  rather,  what  is  the  foundation  of  the  conception  now 
received  into  science  under  that  name  ?  The  demonstration  that 
radiant  light  and  heat  are  but  forms  of  vibratory  movement,  seems 
to  render  necessary  the  presence  of  a  material  medium  in  celestial 
spaces,  capable  of  receiving  and  transmitting  such  movement.  It 
transcends  all  our  experience,  and  all  conceptions  derived  therefrom, 
that  motion  (defined  as  changing  position)  can  exist  apart  from  ma- 
terial substance ;  or,  in  other  words,  can  be  transmitted  through  a 
vacuum.  Hence,  the  inferred  necessity  of  a  pervading  inter-stellar 
medium,  having  the  rarity  and  elasticity  requisite  to  perform  this 
office.  Without  such  supposed  necessity,  the  notion  of  this  illimit- 
able ocean  of  "  ether  "  would  probably  be  abandoned  at  once,  by 
almost  every  astronomer  and  physicist ;  for  it  is  really  a  greater 
strain  upon  the  scientific  imagination,  than  even  distant  attraction 
itself.  Above  all  things,  then — first  of  all  things — the  "  ether  "  must 
be  luciferoua. 

Now,  Mr.  Preston,  in  his  enthusiasm  of  ether,  has  so  overburdened 
it  with  duty,  that  he  has  quite  impaired  its  primal  function  of  trans- 
mitting in  straight  lines,  with  uniform  velocity^  and  in  determinate 
planes,  a  succession  of  undulations.  By  his  hypothesis,  celestial 
«pace  (at  least  within  the  solar  system)  is  traversed  by  moving  lines 
of  stationary  vibrations,  exhibiting  a  permanent  rarefaction  to  render 
possible  the  differential  of  dynamic  pressure,  which  constitutes  the 
foundation  of  his  system.  It  is  hardly  necessary  to  remark,  that  in 
a  medium  so  constituted,  luminiferous  waves  could  never  have  either 
«  uniformity  of  velocity,  or  a  uniformity  of  direction.  Stellar  occul- 
tations,  instead  of  being  mathematically  determinable,  would  be  sub- 
ject to  incalculable  anomalies  :  •'  aberration,"  instead  of  being  uni- 
form, would  be  scarcely  ever  self- comparable ;  and  from  the  eclipses 
of  Jupiter's  satellites,  we  could  never  have  determined  the  actual 
velocity  of  light. 

Our  author's  hypothesis  assumes  a  normal,  aboriginal,  intestine  mo- 
tion of  the  ethereal  atoms,  of  inconceivable  energy,  constituting  the 
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primseval  fund  or  reservoir  of  "  force."  The  received  theory  assamea 
the  ether  to  have  no  motion  whatever,  excepting  that  impressed  upon 
it  by  the  vibrating  molecules  of  stellar  and  planetary  matter. 

And,  instead  of  the  analogue  of  a  dynamic  gas  is  so  unhesita^ 
tingly  adopted  by  Mr.  Preston  as  the  type  of  ethereal  constitution, 
thoughtful  physicists  have  been  disposed  to  accept  the  suggestion, 
that  the  phenomena  of  ^^  polarization  "  point  rather  to  a  constitution 
of  atoms  held  in  stable  equilibrium  by  intense  mutual  repulsion  ;  and 
more  resembling,  therefore,  the  character  of  an  infinitely  attenuated 
jelly,  than  of  a  mobile  gas.  (Herschers  Familiar  Lectures.  Lect. 
vii,  sect.  67.) 

In  his  preface,  Mr.  Preston  announces  that 

*^  The  present  work,  the  result  of  much  thought  and  careful  study^ 
IS  intended  to  afford  an  explanation  or  insight  into  the  mode  of  work* 
ing  of  an  important  series  of  physical  phenomena  at  present  referred 
to  the  theories  of  ^  action  at  a  distance,'  and  '  potential  energy.'  '' 
(Pref.,  p.  1.) 

The  conclusion  reached  in  this  review,  is  that  the  author,  like  all 
his  numerous  predecessors,  has  failed  utterly  to  accomplish  his  \ti* 
tended  object.;*  and  that  his  proposed  *'  physics  of  the  ether,"  is  really 
but  a  travesty  of  gaseous  dynamics  under  impossible  conditions.  That 
his  work  has  been  ^^  the  result  of  much  thought  and  careful  study/' 
cannot  be  doubted  ;  adding,  however,  but  one  more  example  of  ability 
misapplied,  and  of  labor  entirely  thrown  away.  The  author  adds : 
^'  The  first  part  of  the  work  contains  an  argument  designed  to  provt 
that  •  •  .  .  ^  potential  energy,'  or  an  energy  without  motion^ 
is  inadmissible."  (Pref.,  p.  1.)  Per  contra,  no  physical  phenomenon 
is  better  established,  than  that  Motion  (whether  of  molecules  or  of 
masses),  is  constantly  originating  from  that  which  is  not  motion  ;  z.^., 
from  static  position — as  in  combustion  and  explosion ;  in  the  gal* 
vanic  battery;  in  the  equipoised  avalanche;  in  the  over-loaded 
suspension  bridge ;  in  the  bursting  water  reservoir.  These  simple 
but  pregnant  facts,  outweigh  all  suppositions  ;  and  for  such  examples 

*  A  somewhat  similar  discussion  is  the  subject  of  a  volume  entitled  **  Matter  and 
Ether :  or,  the  Secret  Laws  of  Physical  Change."  by  Rey.  Thomas  Rawson  Birks. 
12mo.  Cambridge.  Macmillan  &  Co.,  1862.  A  much  more  elaborate  exposition  of  the 
ethereal  hypothesis  of  molecular  Attraction,  Grayity,  Electricity,  Galyanism  and  Mag« 
netism,  will  be  found  in  The  Mathtmatieal  Prineiplea  of  the  Phytieal  Forcet.  By  Prof. 
James  Challis,  pp.  996,  octavo.  Published  at  Cambridge  and  London,  in  1869.  Sev- 
eral of  the  mathematical  discussions  were  published  ten  years  earlier,  in  the  Philosoph- 
ical Magazine, 
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of  reposing  power,  no  better  name  has  yet  been  devised  than  "  poten- 
tial energy,"  or  "  static  force."  In  short,  "  motion  "  is,  in  every  case^ 
a  mutable  resultant ;  and  cannot,  therefore,  be  a  primaeval  "  cause." 
In  diametrical  opposition  to  the  fundamental  kinetic  postulate  of  our 
author,  we  announce  the  inductive  thesis,  that  motion,  of  whatever 
form,  is  invariably  the  progeny  of  static  force. 

When  Mr.  Preston,  from  his  supposed  plane  of  higher  wisdom, 
somewhat  magisterially  asks  :  "  Can  it  be  said  (and  if  so,  in  what  re- 
spect), that  a  clearer  idea  admits  of  being  formed,  of  the  means  by 
which  motion  is  produced,  when  it  is  referred  to  '  action  at  a  dis- 
tance,' and  when  it  is  referred  to  '  psychic  force  '  ?  "  (p.  3) — the 
honest  and  intelligent  student  of  nature,  distinctly  avows  that  he  has 
no  idea  whatever  "  of  the  means,"  clear  or  otherwise — certainly  no 
"  clearer  idea,"  therefore,  in  the  one  case  than  in  the  other ;  and  the 
one  action  is  rejected,  while  the  other  is  accepted — solely  as  the  out- 
come of  a  life-long  and  unbroken  induction. 

The  basis  of  all  real  knowledge  is  experience.  If  we  know  that  all 
matter  tends  to  "fall,"  we  know  it  only  as  a  result  of  universal  ex- 
perience. If  we  do  not  know  why  or  how  this  "  falling  "  tendency  exists, 
it  is  because  we  have  absolutely  no  experience  to  guide  us.  And 
where  observed  facts  fail  to  sustain  our  speculations,  or  anticipations, 
there  the  modesty  of  true  science  requires  us  to  frankly  confess  our 
ignorance,  and  to  acquiesce  in  the  simplest  statement  of  (he  actual 
phenomenon;  without  presuming  to  venture  on  metaphysical  dogmas 
as  to  the  possibilities  of  natural  action  being  measured  by  the  limita- 
tions of  existing  human  conception.  Should  any  conclusive  evidence 
be  hereafter  discovered,  that  the  "  ether  "  itself  is  a  myth^  then  we 
should  be  driven  to  the  admission,  not  only  that  gravit.itive  influence, 
but  that  even  vibratory  motion  is  an  actio  in  distans  ;  however  **  in- 
conceivable "  the  proposition.* 

'^Prof.  Faraday  seemed  at  one  time  disposed  to  accept  the  idea  of  pure  '*  force" 
being  capable  of  exciting  vibration,  as  well  as  motion.  In  1846,  he  said :  '*  Tha  yiew 
which  I  am  so  bold  as  to  put  forth,  considers,  therefore,  radiation  as  a  high  species  of 
▼ibi'ation  in  the  lines  of  force  which  are  known  to  connect  particles,  and  also  masses 
of  matter  together.  It  endeavors  to  dismiss  the  ether,  but  not  the  vibrations."  {L, 
E,  />.,  Phila.  Mag.f  1846,  xxviii,  318.)  Light  has  a  known  rate  of  progression,  how- 
ever, so  that  a  ray  starting  from  the  Sun,  reaches  (he  planet  Mercury  in  8  minutes, 
Venus  in  6  minutes,  our  Earth  in  8  minutes,  Mars  in  12  minutes,  Jupiter  in  ^1 
minutes,  Saturn  in  1  hour  and  ^y  Uranus  in  2  hours  and  },  and  Neptune  in  4 
hours.     No  such  propagation  exists  in  the  case  of  gravity. 
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Perhaps  no  more  fitting  conclusion  to  this  unduly  prolonged  dis- 
cussion, could  be  made  than  to  select  some  of  the  precursors  of  Mr. 
Preston  in  this  field,  if  only  to  keep  him  in  countenance,  though  this 
is  scarcely  necessary.  Almost  every  year,  for  the  past  forty  years, 
one  or  more  essays  or  treatises  have  been  submitted  to  the  French 
*'  Academy  of  Sciences,"  designed  to  offer  a  full  explanation  of  the 
origin  of  force  in  general  and  of  gravitation  in  particular.  Omitting 
**  electrical,"  and  other  more  visionary  systems  of  the  universe,  the 
following  list,  taken  from  the  Oomptes  Rendus  of  the  Academy, 
represents  only  the  announcers  of  ethereal  pressure  as  the  physical 
catholicon : 

Mr.    Schweich.      "  Theoretical  Ideas   of   Gravitation."      {C.  R. 

1838,  vii,  88.) 

Mr.  Reichenbach.  "  On  Universal  Gravitation."  ((7.  JB.  1838, 
vii,  973.) 

Mr.  Darlu.     "Memoir  on  the  Causes  on  Gravitation."     {0.  R, 

1839,  viii,  338.) 

Mr.  DeTessan.  "On  Universal  Attraction.*'  {0.  B.  1840, 
xi,  481.) 

'Mr.  Lamd.  "  On  the  General  Principle  of  Physics."  f  (7.  iJ. 
1842,  xiv,  35;  "Lessons  on  Elasticity,"  1852,  xxxv,  459.) 

Mr.  De  Boucheporn.  "  Researches  on  Physical  Laws."  (0.  R, 
1849,  xxix,  107 ;  "  On  the  General  Principle  of  the  Laws  of 
Astronomy  and  Physics,"  1853,  xxxvi,  417  and  533.) 

Mr.  Guynemer.  "  On  the  Impulsion  of  an  Ethereal  Fluid."  (C7.  i2, 
1853,  xxxvi,  593 ;  1854,  xxxviii,  942.) 

Mr.  Durand.  "  A  Theory  of  Gravity  and  Magnetism.  ((7.  JB. 
1856,  xliii,  165.) 

Mr.  Hermite.  "On  Universal  Gravitation."  ((?.  R.  1857,  xliv, 
830.) 

Mr.  Allouin.  "  Hypothesis  of  the  Causes  of  Universal  Attraction.^' 
{U.R.    1859,  xlviii,  269.) 

Mr.  Nardini.  "  On  the  Nature  of  Cosmic  Forces."  (C.R.  1862, 
Iv,  917.) 

Messrs.  F.  A.  E.  and  Em.  Keller.  "  Memoir  on  the  Causes  of  the 
Effects  attributed  to  Universal  Gravitation."    (01  JB.  1863,  Ivi,  530.) 

Mr.  E.  Martin.  "  On  a  Substantial  Ether,  as  one  of  the  Grand 
Principles  of  Physical  Nature."     {O.  R.     1863,  Ivi,  1211.) 
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Mr.  Renaud.  "  Hypothesis  concerning  Universal  Gravitation/* 
((?.  K    1864,  Iviii,  202.) 

Mr.  Kleber.  "  On  Gravitation  and  Universal  Attraction."  [C.  R. 
1866,  Ixiii,  599.) 

•   Mr.  Leray.     *' A  New  Theory  of  Gravitation."     {0.  R.     1869, 
Ixix,  615.) 

Mr.  Lecoq  de  Boisbaudran.  "  On  the  Theory  of  Weight  or 
Gravity/'     ((7.  JB.     1869,  Ixix,  703.) 

Although  many  of  the  above  papers  are  published  by  title  only, 
they  are  believed  all  to  announce  the  discovery  of  ethereal  impulse, 
or  propulsion,  as  a  substitute  for  tension ;  a  system  foreshadowed  a 
century  earlier  by  the  celebrated  Lesage.  Cf  course,  this  forms  but 
a  small  portion  of  the  literature  of  the  subject.  Let  us  not  presume 
to  anticipate  the  verdict  of  posterity  as  to  the  scientific  merit  em- 
bodied in  this  array  of  neglected  genius  and  unappreciated  discovery. 

P.  S. — In  the  note  on  estimates  of  the  probable  density  of  the 
ether,  in  the  last  No.  of  the  Journal,  should  have  been  included  the 
following  additional  reference.  Sir  William  Thomson  in  1855,  en- 
deavored to  compute  at  least  a  minimum  limit  to  the  density  of  the 
ethereal  medium,  from  the  quanity  of  dynamic  energy  it  is  known* to 
be  capable  of  transmitting.  Taking  the  value  of  solar  radiation 
(at  the  earth's  surface)  at  83  foot-pounds  per  square  foot,  for  one 
second,  the  number  of  feet  through  which  the  wave-motion  has 
traveled  in  one  second,  being  about  980  millions,  (representing  of 
course  that  many  cubic  feet),  we  should  have  as  the  mechanical  en- 
ergy of  one  cubic  foot  ^xW?  ^^  about  one  11,200,000th  of  a  foot- 
pound. If  the  transverse  velocity  of  vibration  be  assumed  at  ^  of 
the  velocity  of  radiation,  and  ^^it  appears  improbable  that  it  could  be 
more,"  (about  19,600,000  feet  per  second)  it  is  estimated  by  Sir  Wil- 
liam Thomson,  that  a  cubic  foot  of  the  medium  should  not  weigh  less 
than  Y^T  trillionth  of  a  pound  (or  a  little  more  than  one  quad- 
rillionth  of  a  grain);  which  would  give  the  ether  a  maximum  rarity 
about  2000  trillion  times  that  of  ordinary  air. 

The  line  of  reasoning  here  pursued  is  sagacious,  and  the  higher 
limit  of  tenuity,  apparently  well  made  out.  But  the  actual  density 
of  the  ether  is  probably  considerably  greater  than  this ;  since  the 
amplitude  of  ethereal  vibration  is  from  every  consideration  an  ex- 
tremely small  fraction  of  the  wave-length :  and  the  velocity  of  vibra- 
tion not  likely  to  be  as  much  as  the  thousandth  part  of  that  of 
radiation. 
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EDITORIAL. 


Notice. — The  publication  of  the  Jouunal  is  made  under  the  direction  of  the  Editor 
and  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advocacy  of  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical ;  but  it  must  be  recog- 
nized that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and 
opinions  advanced  in  its  pages. 


Practical  Information  for  Practical  Men.— The  general 
idea  that  practical  information  useful  to  a  practical  man  can  be  made 
interesting  or  instructive  to  the  ordinary  reader,  is  an  altogether 
erroneous  one.  Admitting  that  the  experienced  workman  in  any  po- 
sition in  the  scale  of  productive  labor  desires  information  relating  to 
the  advances  in  theory  or  practice  in  his  particular  field  of  lafeor  or 
description  of  product,  it  must  be  asserted  that  as  regards  both 
theory  and  practice  he  is  in  his  way  fully  informed  already— quite  as 
thoroughly  as  any  general  instructor  likely  to  offer  to  inform  him — 
and  he  will  not  tolerate  the  kind  of  incomplete  description  and  im- 
perfect reasoning  which  passes  for  knowledge  to  the  uninitiated.  He 
demands  that  his  informant  shall  start  from  his  standpoint  and  make 
available  his  basis  of  facts  and  experience  in  the  attempt  to  commu- 
nicate that  which  was  hitherto  unknown  or  unappreciated,  but  it  is 
now  essayed  to  make  known  and  comprehensible. 

Wbole  No.  Vol.  CII.— (Third  Sbkibs,  Vol.  LXXII.)  6 
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In  one  sense,  elementary  science  can  be  called  practical  informa- 
tion, and  to  the  school  boy  or  the  apprentice  it  unquestionably  is  so.   A 
knowledge  in  elementary  science  is  essential  to  the  practicalman  or 
the  mechanic  ;  but  to  the  latter  the  mere  reiteration  of  fundamental 
principles,  however  happily  clothed  in  new  words,  and  embellished 
with  striking  examples,  ceases  to  be  practical  information.     There 
are  numerous  admirable  text  books,  in  which  will  be  found  collated 
information  in  all  branches  of  science — books  ranging  from  the  ele- 
mentary to  the  most  profound  treatises  on   their  several  subjects — 
which  place  before  the  studious  and  diligent  reader  the  means  for 
acquiring  knowledge  in  any  degree.     For  those  whose  ability,  incli- 
nation or  opportunity  does  not  admit  the  close  study  which  entire 
comprehension  involves,  there  have  been  provided  hand  books  of  the 
several  trades  or  callings  in  industry,  and  special  works  on  mechan- 
ical construction,  wherein  it  is  only  needful  to  search  to  find  the 
facts  and  figures  of  usual  reference  and  application.     In  fact  the 
record  of  theory  and  practice  in  technical  pursuits,  and  especially  of 
mechanical  construction,  in  books,  journals,  magazines  and  newspa- 
pers, not  to  omit  the  same  record  in  patents  and  circulars,  is  volumi- 
nous and  uninteresting  in  the  extreme,  except  only  to  those  whose 
daily  labor  or  whose  special  field  of  research  demands  their  perusal. 
On  the  whole  a  dictionary  is  an  entertaining  book  to  read  through, 
compared  to  an  encyclopedia  of  machinery ;  and  a  government  docu- 
ment of  expenditures,  of  an  ancient  date,  is  enlivening,  compared  to 
a  mechanics*  magazine  of  the  same  antiquity. 

The  text  books  or  the  hand  books  may  not  be  all  that  could  be 
wished  by  the  critical,  either  in  method,  completeness  or  thorough- 
ness, yet  any  practical  man  in  any  field  of  industry,  who  studies 
them,  comes  to  appreciate  their  deficiencies  as  well  as  their  merits. 
His  apquired  "book  knowledge  "  will  lead  him  to  doubt  any  asser- 
tion, as  well  of  fact  as  of  conclusion,  when  his  understanding  has 
not  brought  him  to  accept  it,  without  much  regard  to  the  authority 
from  which  the  assertion  was  derived.  Thought,  consideration,  study, 
are  the  price  to  be  paid  for  information  by  the  best  educated  and  the 
most  practical.  It  is  not  possible  for  the  idle,  the  inconsiderate,  or 
the  unthinking  to  obtain  knowledge  or  an  available  substitute  for  it, 
in  nostrums  or  receipts,  from  the  brief  reading  of  entertaining  notices 
in  the  newspapers,  the  popular  articles  on  surprising  science  in  the 
magazines,  or  the  brilliant  experimental  demonstrations  of  the  lecture 
room. 
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The  general  public  does  not  understand  these  propositions  and 
curiously  enough,  the  practical  man,  ivhen  the  information  set  forth 
in  the  newspaper,  magazine  or  lecture  room  is  beyond  his  individual 
knowledge  is  as  likely  to  be  pleased  by  scientific  fireworks  as  the  rest 
of  the  community,  while  he  would  decidedly  condemn  the  superficial, 
misleading  statements  if  they  came  within  the  scope  of  his  own  in- 
formation or  were  applied  to  his  own  methods. 

There  has  been  a  time  when  elementary  information  on  physics, 
chemistry  or  mechanism  was  ^information  to  practical  men,*'  and 
that  time  has  been  a  comparatively  recent  one.  Less  than  fifty  years 
ago  the  ''  Society  for  the  diffusion  of  useful  knowledge  "  was  issuing  a 
set  of  text  books  in  the  form  of  tracts  on  these  subjects.  Nowhere  else 
in  the  English  language  did  the  information  exist  in  a  form  available 
for  self-acquisition;  and  the  completeness,  clearness  and  simplicity  of 
the  treatises  published  by  the  society  have  not  since  been  excelled — or 
in  the  first  regard,  completeness — not  yet  been  equaled.  .These 
treatises  supplied  a  want  in  their  day,  but  are  somewhat  antiquated 
at  this  time,  and  they  have  been  superseded  by  others  on  tfie  same 
subjects  which  have  maintained  generally  the  record  of  the  advance 
of  science,  its  growth  and  accretion.  There  has  been  a  great  change 
in  the  habits  of  the  English  people,  and  one  more  marked  in  the  same 
direction  in  those  of  the  American  half  of  the  family,  in  the  way  of 
careful  and  studious  reading.  Fifty  years  since,  the  well  read  En- 
glishman (in  English  literature)  would  quote  pages  from  the  Spectator^ 
or  from  Locke;  from  Burke  or  from  Gibbon;  from  the  *^Lay*'  or 
^^  Ghilde  Harold,'*  with  little  apparent  task  on  his  memory,  and  he 
read  to  learn  to  quote,  or  to  use  any  book,  page  and  line  in  this  man- 
ner. The  treatises  of  the  society  were  written  and  printed  to  satisfy 
8uch  readers,  and  many  such  were  found.  A  similar  set  of  related 
and  connected  treatises,  written  up  to  the  most  advanced  scientific 
knowledge  of  the  day,  would  be  an  excellent  addition  to  our  litera- 
ture, but  it  is  more  than  questionable  if  they  would  find  readers  and 
students  as  of  old. 

Popular  lectures,  entertaining  descriptions,  both  oral  and  written, 
upon  the  teachings  of  elementary,  as  well  as  upon  the  results  and 
phenomena  of  profound  science ;  presentations  and  illustrations  of 
facts  in  chemistry,  physics,  mechanism  or  construction,  will  constantly 
be  repeated ;  they  may  gratify  the  popular  taste,  but  they  can  never 
again  be  practical  information  for  practical  men.     Tbe  standard  of 
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the  present  and  the  future  is  a  higher  one.  He  who  is  a  practical 
man  now  (or  hereafter)  must  have  acquired  in  the  course  of  his 
practice  an  experience  in  some  peculiar  direction  of  knowledge,  enough 
to  have  compelled  him  to  have  learned  its  ^^  science,"  regularly  and 
methodically,  to  have  investigated  by  his  reasoning  faculties  and 
founded  himself  upon  principles,  and  not  on  half  comprehended 
rules. 

This  process  of  self-education  is  an  easy  one  to  him  who  would 
learn.  Possibly  there  are  certain  preliminary  steps,  which  it  is  hard 
to  take  if  there  is  a  deficiency  in  primary  education.  Thus  the 
ability  to  read  and  write,  and  to  use  the  rules  of  arithmetic  and  simple 
algebra  are  indispensable  to  the  beginner  in  higher  studies,  and  this 
ability  is  difficult  for  the  untaught  mind  as  a  self-acquisition.  Allow- 
ing that  there  are  practical  men  who  do  not  possess  this  ability,  or 
are  deficient  in  their  arithmetic  and  algebra  (as  is  sometimes  pleaded), 
so  that  they  cannot  study  the  text  books,  or  use  the  hand  books ;  and 
that  for  them,  practical  information  should  be  prepared.  Such  an 
allowance  implies  : — Only,  that  he  who  is  incapable  of  understanding 
the  text  books  or  hand  books,  so  far  as  they  refer  to  his  calling,  is 
equally  incapable  of  judging  as  to  the  truth  or  error  of  the  assertion 
of  the  writer  or  lecturer,  upon  whom  he  is  supposed  to  rely.  To  such 
a  one,  unless  his  informant  were  infallible,  it  were  better  that  he 
should  not  be  informed  at  all.  There  is  no  royal  road  to  learning ; 
its  acquisition  without  study  is  like  the  acquisition  of  wealth  without 
labor.  It  is  as  necessary  for  the  mechanic  to  study  out  his  problem 
when  it  comes  to  him  to  be  studied,  as  it  is  for  him  to  finish  his  task 
by  his  handicraft. 

There  are  those  who  teach  a  different  doctrine.  Some  who  have 
known  better,  have  courted  notoriety,  popularity,  and  profitable  re- 
ward, by  advertising  the  easy  method  of  learning  without  effort. 
The  art  of  popular  scientific  lecturing  is  understood  to  consist  in  dem- 
onstrations, which  every  one  can  comprehend,  accompanied  with 
assertions  supported  by  satisfactory  experiments.  It  seems  to  have 
become  the  peculiar  assumption  of  the  half  informed  man,  that  he 
shall  use  his  eloquence,  if  not  his  ignorance,  in  instructing  those  who 
are  not  informed  at  all.  But  the  really  practical  man  appreciates 
these  things.  How  many  times  he  will  have  read  or  listened  to  an 
account  of  an  apparatus,  process,  or  product,  with  which  his  knowl- 
edge is  complete,  and  known  the  whole  to  be  fraudulent  or  erroneous? 
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The  coarse  of  lectures  unquestionably  occupy  a  place  in  the  system 
of  education — enlivening,  illustrating  and  elucidating  the  studies  from 
the  book.  Even  the  desultory  lecture  serves  its  end  in  giving  gen- 
eral information  and  intellectual  entertainment.  It  does  its  part,  and 
a  large  one  it  is,  in  forming  an  intelligent,  if  not  a  thoroughly  in- 
formed community.  A  great  end  is  subserved  if  some  persons  are 
educated  to  appreciate  knowledge.  The  popular  magazine,  or  the 
popular  science  of  the  newspapers,  in  the  same  way  answers  the  same 
purpose.  But  all  this  knowledge  is  ephemereal  and  of  little  value 
to  the  practical  man. 

The  progress  and  advance  of  the  arts  and  sciences  are  positive 
facts.  Hand  in  hand,  the  one  or  the  other,  art  or  science,  leads. 
With  the  multitude  of  thinking  artisans,  art  most  frequently  goes  be- 
fore where  science  follows,  but  in  the  end,  under  the  direction  of  other 
artisans,  or  in  other  fields,  science  gives  the  permanent  guidance  for 
art,  and  the  "ample  page,  rich  with  the  spoils  of  time,"  unfolds  to 
each  successive  generation  what  their  ancestors  so  laboriously  ac- 
quired. Thus  enlightened,  it  is  the  progress  and  advance  of  the  arts 
and  sciences,  not  the  arts  and  sciences  themselves,  that  the  practical 
man  needs  information  about. 

The  action  of  the  managers  of  the  Franklin  Institute,  from  the 
organization  of  the  Institute  to  the  present  time,  has  been  consistent 
with  the  views  now  expressed.  For  the  purposes  of  education  of 
those  who  needed  it,  they  established  courses  of  lectures  on  scientific 
subjects,  which  have  been  maintained  to  the  present  time.  In  the 
origin  of  the  Institute  it  was  probably  supposed  that  the  instructive 
element  would  predominate  more  largely  in  its  proceedings  than 
has  actually  occurred.  School  education  on  the  same  topics  has 
become  so  universal  that  the  later  generations  do  not  need,  nor  do 
they  take  much  interest  in  such  lectures  as  commanded  crowded  and 
attentive  audiences  years  ago.  Still  a  measure  of  interest  is  kept 
up  in  the  same  class  of  teaching,  which  each  generation  must  repeat 
and  acquire  for  itself,  and  the  popular  lecture  at  the  Franklin  Insti- 
tute is  yet  somewhat  more  than  an  entertaining  pastime. 

But  in  the  labors  of  the  Institute  the  founders  and  subsequent 
managers  pursued,  as  practical  men,  another  direction.  Take  two 
striking  instances  in  the  early  history  of  the  Institute— the  inquiry 
into  the  law  of  the  expansive  force  of  steam,  and  that  into  the  cause 
of  boiler  explosions.     Knowledge  on  these  subjects,  above  all  others, 
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is  necessary  information  for  practical  men,  but  then  the  investigatioD 
was  tedious,  the  discussion  was  recondite,  and  the  concluding  results 
were  unintelligible,  almost  incomprehensible,  to  any  others  than  prac- 
tical men  in  an  extremely  limited  kind  of  practice.  All  the  early 
proceedings  of  the  Institute,  as  published  in  the  Journal,  exhibit 
the  same  direction ;  and  for  the  Journal  itself,  the  standard  adopted 
was,  that  it  should  be  made  the  record  of  the  advance  of  science  and 
the  arts,  rather  than  merely  educational  and  popular.  There  is 
found  on  its  pages,  therefore,  the  briefest  of  allusion  to  the  classes 
of  study,  courses  of  lectures,  and  of  current  events ;  but  instead  of 
these,  are  given  the  most  thorough  and  elaborate  reasoning  and 
formula  that  might  be  required  to  support  and  demonstrate  each  or 
any  scientific  development.  The  reputation  of  the  Franklin  Institute 
as  established  by  its  Journal  in  the  earlier  years,  in  marking  the 
successive  strides  in  arts  and  science  for  fifty  years,  is  deservedly  one 
to  be  proud  of. 

This  reputation  the  present  editor  has  endeavored  to  maintain,  but 
he  is  fully  aware  that  it  is  at  a  cost  of  popularity.  If  there  are  noWy 
at  this  present  time,  many  more  writers  on  scientific  subjects,  and 
much  more  novelty  evolved,  than  when  this  Journal  came  into  exist- 
ence, there  are  also  yet  more  "scientific"  publications,  so  that  the 
"  offerings  *'  to  the  Journal  are  not  so  numerous  as  of  old.  Much 
that  is  now  written  appears  in  newspapers,  and  although  grains  of 
wheat  exist,  yet  the  chaff  predominates  in  the  loose  literature  from 
which  the  wheat  is  to  be  selected ;  if  such  selection  be  made  at  all, 
by  more  than  editor's  skill.  It  follows  that  the  task  of  securing  good^ 
practical  articles  is  not  an  easy  one. 

But  the  point  in  issue  is  the  one  relating  to  the  popularity  of  prac- 
tical information,  and,  at  the  risk  of  some  self  laudation,  it  can  be 
well  exemplified  by  the  past  year's  articles  in  the  Journal.  Take 
the  article  on  quadruplex  telegraphy,  which  is  a  description  in  the 
simplest  language,  by  a  practical  man,  giving  to  any  other  practical 
telegrapher  a  clear  and  comprehensive  account  of  the  novel  pro- 
cedure. That  upon  Determination  of  Roof  Strains,  which  is  a  prac- 
tical exhibition  of  a  method  which  all  roof  constructors  should  learn, 
for  the  ready,  simple  and  accurate  understanding  of  their  work :  That 
upon  Chimneys  for  Steam  Boilers,  which  gives  a  table  covering  all 
usual  chimneys  for  stationary  engines,  and  formulae  which  will  apply 
to  all  others :    That  relating  to  the  theory  of  lenses,  which  supple- 
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ments  previous  theories  by  those  which  have  come  to  be  understood 
as  applied  to  the  lens  of  the  photographer  or  the  microscopist  of  to- 
day :  That  on  trials  of  expansive  and  non-expansive  engines  :  Other 
papers  which  have  appeared  during  the  past  twelve  months  might  be 
quoted,  all  of  which,  without  exception,  have  the  least  possible 
interest,  except  to  practical  men ;  but  they  are  of  the  highest  import- 
ance to  them.  It  might  be  claimed  that,  practically,  it  would  have 
answered  the  same  purpose  if  all  the  reasoning,  computation  and 
formula  which  formed  the  bulk  of  these  articles  had  been  omitted. 
And  this  is  partly  true,  if  it  is  to  be  assumed  that  the  editor  of  the 
Journal  was  an  infallible  judge  of  each  article,  or  the  author  above 
scrutiny,  and  no  further  dictum  than  mere  placing  of  results  before 
readers  was  necessary.  Such  unqualified  confidence  is  not  to  be  sup- 
posed, and  the  sole  alternative  is  to  present  for  consideration  all  the 
data  and  processes  of  treatment  by  which  the  conclusions  were 
attained,  and  challenge  examination  and  criticism. 

Finally,  it  may  be  asserted  that  there  is  an  incompatibility  now 
and  for  all  time,  between  practical  and  popular  information. 


The  Pennsylvania  Museum  and  School  of  Industrial 
Art. — Report  of  J.  B,  Knight^  Trustee^  in  behalf  of  the  Franklin 
Institute  June  21,  1876. — This  association  was  first  organized,  as  you 
are  probably  aware,  about  a  year  ago,  "  to  establish  for  the  state  0£ 
Pennsylvania,  in  the  city  of  Philadelphia,  a  museum  of  art  in  all 
its  branches  and  technical  applications,  and  with  a  special  view  to 
the  development  of  the  art  industries  of  the  state." 

The  plan  of  organization  provided  that  several  institutions  and 
corporate  bodies  of  the  city  and  state  should  be  represented  in  its 
board  of  trustees.  Among  these  is  the  Franklin  Institute,  and  in 
January  last  you  did  me  the  honor  to  elect  me  to  represent  the 
Institute  in  said  board. 

The  charter  obtained  under  the  statutes  of  the  commonwealth,  was 
approved  by  the  court  on  Feb.  26th  last,  and  the  permanent  organi- 
zation of  the  association  was  completed  immediately  afterward  by  the 
election  of  oflScers  and  adoption  of  by-laws. 

One  of  the  first  things  done  by  the  preliminary  organization  was 
to  secure  the  permanent  use  of  Memorial  Hall  after  the  close  of  the 
exhibition,  and  this  is  assured  by  the  authorities  having  the  control 
of  the  building. 
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In  the  meantime  efforts  were  made  to  obtain  subscriptions  to  its 
fund,  with  considerable  success,  and  this  has  been  pushed  more 
vigorously  since,  until  there  has  been  secured  about  $40,000.  With 
this  fund  the  committee  on  selection  have  made  considerable  contracts 
of  purchase,  and  have  secured  many  valuable  and  desirable  articles. 

The  selections  for  purchase  were  made  with  the  view  of  cultivating 
s  correct  taste  in  the  art  of  designing  and  decorating,  and  to  show 
as  far  as  possible  the  styles  employed  in  different  ages  and  countries, 
avoiding  repetition  as  far  as  possible,  and  in  no  case  were  articles 
selected  because  they  were  merely  curious. 

In  addition  to  the  articles  purchased,  several  valuable  ones  have 
been  presented  by  the  makers,  and  several  of  the  commissions  in 
charge  of  government  exhibits  have  indicated  that  we  may  expect 
some  very  desirable  gifts  from  their  collections. 

Your  representative  has  been  made  the  chairman  of  the  committee 
on  the  mechanic  arts,  and  has  made  such  efforts  as  are  within  his 
power  to  secure  drawings  and  models  of  such  works  in  civil  and 
mechanical  engineering  as  will  illustrate  the  most  advanced  state  of 
these  arts,  as  well  as  something  of  their  history. 

One  has  but  to  study  the  influence  such  institutions  have  on  the 
industries  of  a  people,  even  in  the  most  cultivated  nations,  to  realize 
the  great  importance  this  one  must  be  to  us ;  and  as  we  find  foreign 
as  well  as  American  institutions  competing  with  us  in  the  purchase 
of  articles,  it  is  believed  that  Pennsylvania  is  not  a  day  too  soon  in 
its  efforts  to  establish  this  museum  on  a  firm  basis. 

In  the  accomplishment  of  the  object  in  view  money  is  needed,  in 
raising  which  all  can  assist  by  becoming  contributing  members,  and 
paying  $10  per  year,  or  a  life  member  by  paying  $100  at  one  time, 
or  by  subscribing  larger  amounts,  each  additional  $100  of  which 
entitles  such  member  to  an  additional  vote  at  the  annual  election. 
Several  subscriptions  of  $5000  have  been  received.  No  better 
investment  can  be  made  by  those  who  are  able,  to  take  their  dividends, 
in  increased  comforts,  improved  tastes,  and  increased  prosperity  of 
their  country. 

The  Franklin  Institute  as  a  body  and  its  individual  members,  have 
ever  been  foremost  in  promoting  and  fostering  the  educational 
interest  of  our  city  and  state,  and  it  is  to  be  confidently  hoped  that 
similar  assistance  will  be  extended  to  this  important  branch  of 
technical  training,  and  for  the  establishment  of  which  this  seems  to 
be  the  proper  time. 
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Beport  of  the  Committee  of  Science  and  the  Arts  on  the 
Dioptric  Lif^ht  of  Oen.  M.  C.  Meigs. 
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Hall  of  thb  Franklin  Institute, 

Philadelphia,  September,  1875. 

The  Sub-Coinmittee  of  the  Committee  of  Science  and  the  Arts, 
constituted  by  the  Franklin  Institute  of  the  State  of  Pennsylvania,  to 
iB?hom  was  referred  for  examination  the  improved  "  Dioptric  or 
Water-light,"  invented  and  patented  by  Gen.  M.  C.  Meigs,  U.  S. 
Army,  report  that  they  have  examined  the  same,  and  consider  the 
arrangement  of  the  bracket  tubing  with  a  swing  joint  adapted  to  the 
curve  of  the  glass  water  globe,  and  through  which  the  gas  passes  to 
the  burner,  as  very  meritorious  ;  thereby  securing  such  movement  of 
the  burner  around  the  globe,  as  to  enable  the  concentrated  rays  of  light 
to  be  thrown  upon  any  desired  spot,  or  limited  area  of  space. 

The  use  of  glass  globes,  or  bowls  filled  with  water  as  condensers  of 
light,  has  long  been  practiced  by  mechanics,  artisans,  and  others,  but 
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generally  in  very  crude  portable  forms.  The  patented  combination 
of  its  use  in  this  instance  is  so  very  neatly  and  permanently  adapted 
to  any  of  the  present  styles  of  illumination,  that  its  introduction  to  a 
great  variety  of  purposes,  would  seem  to  be  secured  thereby  : — 

The  glass  globe  being  an  enclosed  one,  with  the  exception  of  a 
small  filling  hole  at  the  top,  renders  the  fluid  not  subject  to  any 
agitation,  or  the  admission  of  any  dust  or  other  impurities,  which 
would  materially  affect  the  transmission  of  the  refracted  rays  of  light 
passing  through  the  water;  as  also  retaining  its  transparency, 'pre- 
venting much  evaporation,  and  keeping  it  serviceable  for  months 
without  replenishing.  In  these  respects  it  is  greatly  superior  to  the 
"  water  bowl,"  which  rapidly  accumulates  dust,  and  is  subject  to  dis- 
turbances of  the  fluid,  by  currents  of  air  passing  over  it.  For  a 
comparison  of  its  light,  with  and  without  the  glass  globe,  a  very 
careful  test  was  made  on  a  *'  Bunsen  Photometer  *'  of  100"  scale 
made  by  the  American  meter  company.  The  test  was  made  with  the 
fish-tail  burner  furnished  with  the  bracket,  consuming  five  cubic  feet 
of  gas  per  hour,  at  a  pressure  of  nine-tenths  of  an  inch  column  of 
water — and  the  same  elements  existing  during  the  whole  time  of  the 
test.  The  results  are  as  follows,  and  expressed  in  standard  candles, 
consuming  one  hundred  and  twenty  grains  of  sperm  per  hour.  With 
the  globe  attached  the  light  concentrated  upon  the  screen  of  the 
photometer  gave  a  result  of  90-76  candles^  in  the  centre  of  a  field  of 
illumination  of  3  or  4  ft.  dmmeter— without  the  globe  attached,  the 
light  from  the  same  burner,  gave  a  result  of  16  candles  upon  the 
screen  of  photometer.  It  must  be  remarked  in  explanation  that 
the  light  of  the  area  of  said  illuminated  field,  is  restricted  to  the  focal 
dimensions,  due  to  the  diameter  of  the  globe  ;  and  was  not  diffused 
throughout  the  apartment,  as  was  the  case  during  the  tests  without 
the  globe.  It  is  therefore  to  be  distinctly  understood,  that,  for  all 
the  purposes  to  which  this  invention  may  be  applied,  such  as  reading, 
writing,  drawing,  engraving,  etc.,  etc.,  the  strength  of  light  is  ma- 
terially increased  only  within  the  concentrated  rays  of  the  globe 
condenser.  As  a  basis  of  economy,  taking  the  quantity  of  gas  con- 
sumed as  5  cubic  feet  per  hour,  and  equal  to  16  candles,  giving  a 
reasonably  satisfactory  light  to  whole  apartment,  without  the  globe — 
and  with  the  globe  we  have  the  same  quantity  of  gas  consumed  per 
hour  and  a  light  concentrated  upon  an  area  of  2  sq.  ft.  of  90*75 
candles,  or  28-35  cubic  ft.  of  gas  per  hour. 
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MEMORANDA   OF   TEST. 

With  globe.  Without  globe. 

Gas  consumed  per  hour.     ...       5.    eft.  5.    eft. 

Pressure  of  gas "9  inches.  -9  inches. 

Distance  gas  from  screen  .     .     .     90-5      ''  80'        " 

"     candle  "         ''       .     .     .       9-5      "  20-        " 

For  the  intensity  of  light,  the  photometric  formula  is  :  As  the 
squares  of  the  respective  distances — 

With  globe.  Without  globe. 

2)90-5       8190-25       ^^„^  2)80       6400       ^^ 

Respectfully  submitted : 

(Signed)     Henry  Cartwriqht,  Chairman. 
Samuel  Sartain. 
Joseph  Zentmayer. 

Sub' Committee. 


Dioptric  Light. — The  following  abstract  from  a  communication 
from  General  Meigs  on  the  subject  of  his  light,  taken  in  connec- 
tion with  the  report  of  the  Committee  of  Science  and  Art,  will 
explain  itself.  "  The  results  obtained  by  the  committee  (although 
highly  favorable  in  comparison  to  the  ordinary  gas  light)  are  so  much 
below  those  which  were  obtained  at  the  Gas  Inspector's  oflBce  in  this 
city  (Washington,  D.  C),  when  I  was  present,  that  I  sent  a  note  of 
the  test:—  distanou. 

— a=^  lb}i  Inchesx   -    -    -   -   164^  Inohei    -----    z 


<&  i 


Oandle.  Screen.  Dioptric  Light. 

Test  of  the  Meigs  dioptric  light,  with  gas  jet,  burning  five  cubic 
feet  of  gas  per  hour,  of  16  candles  power,  in  comparison  with  a 
standard  sperm  candle  at  the  U.  S.  Gas  Inspector's  office  in  Wash- 
ington, D.  C. 

The  screen  of  translucent  glass  being  placed  as  on  the  cut,  so  as  to 
exhibit  an  equal  illumination  on  each  side,  the  distance  C=  15|, 
and  ff  =  164J  : — The  candle  burnt  at  the  rate  of  132  grains  per  hour 
in  place  of  120  grains  per  hour,  which  is  the  standard  quantity  for 
comparison: — The  Argand  burner  consumed  at  the  rate  of  4*75  cubic 
feet  per  hour,  in  place  of  5  cubic  feet  per  hour,  which  is  the  standard 
quantity : — The  gas  was  tested  to  be  16  candle  gas  by  another  ob- 
servation. 
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COMPUTATION. 

G^=mQQ;2^  =  112-60  X  l^X-i-  =  130  candles. 
02=     240-25  120     4-76 

That  is,  the  value  of  the  beam  of  light  equals  that  of  130  standard  sperm 
candles,  or  8*12  standard  Argand  burners  (each  of  16  candle  power). 

I  have  since,  with  rude  apparatus  fitted  up  by  myself,  compared  the 
results  of  a  five  foot  Argand  burner  to  the  effect  of  a  six  foot  fish  tail 
burner  which  I  prefer,  and  now  use  exclusively.  (The  committee  had 
a  five  foot  burner,  and  I  suspect  it  was  not  adjusted  to  the  best  focus.) 

A  six  inch  globe  has  a  focal  length  for  parallel  rays  of  three  inches. 
But  for  illuminating  we  do  not  need  a  parallel  beam,  but  a  somewhat 
divergent  one,  so  as  to  give  an  illuminated  field  of  considerable  extent, 
without  a  sharp  image  for  the  flame,  and  between  astigmation  and  dis- 
persion of  the  rays  to  produce  a  diffused  light,  devoid  of  flicker  or 
unequality.  I  find  that  the  proper  position  for  the  jet  is  with  its 
flame  perpendicular  to  the  axis  of  the  divergent  beam  and  tangent  to 
a  sphere  4^  to  4f  inches  radius,  i,  e.,  its  centre  to  be  1^  to  If  inches 
distant  from  the  surface  of  the  globe.  If  further  off,  or  nearer, 
the  field  is  not  sufficiently  illuminated. 

The  six  foot  burner,  while  it  gives  the  more  satisfactory  light,  is  not 
the  most  economical,  by  some  small  difference  in  the  resulting  effect, 
but  the  light  is  sufficient  for  reading  a  newspaper  at  a  distance  of  20 
feet  with  ease,  and  at  10  to  15  feet  it  thoroughly  illuminates  the 
paper  on  a  draughtsman's  drawing  board.  Of  course,  most  of  the  ob- 
noxious difficulty  from  heat,  upon  the  person  using  the  light,  is  avoided. 


A  New  Steam  Carriage.'*' — A  vehicle  has  lately  made  its 
appearance  in  the  streets  of  Paris  fully  deserving  the  name 
of  "steam  carriage,"  for  it  moves  freely  and  easily  through 
streets  and  squares,  turns  the  sharpest  comers,  stops,  turns  aside, 
or  goes  in  the  same  pace  with  a  row  of  cabs  and  omnibuses, 
along  bridges  and  thoroughfares.  This  carriage  is  constructed  by 
M.  Bolide,  civil  engineer,  of  Mans,  for  his  own  use.  It  weighs,  with 
water  and  store  of  coals,  but  without  passengers,  nearly  4  tons ;  with 
twelve  passengers,  about  4f  tons,  which  weight  is  distributed  on  the 
four  wheels  of  the  carriage  as  follows  : — The  two  driving-wheels,  of  a 
diameter  of  387  ft.  and  a  thickness  of  4*7  in.,  which  are  behind,  have 
to  sustain  a  weight  of  nearly  3^  tons ;  the  front  (steering)  wheels,  of 
a  diameter  of  3-12  ft.,  the  remaining  1^  tons.     The  latter  are  com* 

*  From  the  Builder ^  London,  April,  1876. 
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pletelj  independent  of  each  other,  and  may  be  altered  at  will  by  the 
driver,  who  here  supplies  the  place  of  the  coachman,  for  guiding  the 
carriage.  The  driving-wheels,  although  they  are  on  a  common  axle, 
are  not  keyed  to  it,  and  receive  their  movement  each  from  a  pair  of 
cylinders  fixed  between  the  wheels,  and  driving  in  the  first  place  an 
intermediate  axle,  from  which  the  movement  is  transmitted  by  means 
of  a  chain  to  the  respective  wheel. 

The  cylinders  have  a  diameter  of  4  in.,  and  a  stroke  of  6*3  in. 
They  are  provided  with  Stephenson's  link-motion,  and  the  supply  of 
steam  is  regulated  in  such  a  manner  that  in  turning  a  curve  it  may  be 
shut  oflF  entirely  from  the  pair  of  cylinders  on  the  inner  side  of  the  curve. 

The  boiler,  finally,  which  is  at  the  end  of  the  carriage,  is  constructed 
on  Field's  system,  vertical,  with  194  tubes  of  1-06  in.  outer  diameter, 
has  a  diameter  of  2  ft.  7^  in.,  and  a  height  of  3  ft.  3  in.  All  the 
parts  are  of  the  best  materials,  and  made  as  light  as  possible,  which 
accounts  for  the  slight  weight  of  the  carriage.  The  consumption  of 
water  (according  to  the  Oomptes  Rendus^  p.  762)  is  132  gallons  per 
hour,  if  fully  loaded,  and  at  a  speed  of  9*3  miles  per  hour.  At  that  rate, 
the  consumption  of  coal  is  176  lbs.  per  hour,  which  compares  favor- 
ably with  that  of  other  street  locomotives. 

Note  upon  the  Direction  of  Currents  in  a  Crowd  in  Open 
Air. — At  the  gathering  of  people  on  the  occasion  of  the  opening  of 
the  Centennial  Exhibition  on  the  10th  of  May,  1876,  a  striking  ex- 
mmple  and  illustration  was  observed  of  the  fact  that  a  crowd  lives  only 
by  aid  of  the  ascending  current  from  the  bodies  of  the  persons  com- 
posing it.     The  observer  was  sitting  on  the  platform  in  front  of 
Memorial  Hall,  and  all  the  space  between  this  platform  and  the  Main 
Building,  a  space  of  probably  150  feet  in  width  by  500  feet  in  length 
(of  dense  crowd),  was  occupied  by  about  40,000  persons,  standing  as 
closely  as  comfort  would  allow.     The  air  was  quite  warm,  about  75^ 
Fah.,  and  a  light  breeze  was  blowing  from  the  west.     There  were 
many  smokers  in  the  crowd,  and  it  was  noticeable  that  the  course  of 
tobacco  smoke,  which  showed  white  against  the  brown  front  of  the 
Main  Exhibition  building,  indicated  the  course  of  the  current  at  dif- 
ferent points.     A  breath  of  smoke  on  the  outskirts  of  the  crowd  was 
dispersed  irregularly.     A  puff  of  white  smoke  anywhere  towards  the 
middle  of  the  crowd  rose  with  great  apparent  rapidity  until  it  was 
lost  to  sight  by  ascending  above  the  line  of  roof  of  the  building  ;  the 
background  of  white  clouds,  with  which  the  blue  sky  was  then  broken, 
not  allowing  it  to  be  distinguished  higher  up.      The  swiftness  with 
which  the  smoke  rose  showed  that  the  ascending  current  in  the  centre 
of  so  thickly  thronged  and  so  large  a  space,  was  rapid.     In  fact  it 
showed  a  set  of  currents  like  those  at  a  fire — on  the  outskirts  tending 
towards  the  centre,  in  the  centre  upwards.  M.  G.  M. 
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^ivil  and  ^ethatiical  ||ngineering. 

ON  THE  CIRCULATION  OF  WATER  IN  STEAM  BOILERS. 

ADDRESS  BEFORE  THE 
AMERICAN   RAILWAY   MASTER   MECHANICS^  ASSOCIATION, 

at  their  Meeting  in  Philadelphia,  June,  1876. 

By   Robert  Briggs,    C.  E. 

Mr.  President  and  Gentlemen  : — I  am  much  gratified  by  the 
honor  conferred  upon  me  in  being  requested  to  address  you  upon  the 
subject  of  the  phenomena  attending  the  ebullition  of  water,  and  with 
the  risk  that  I  may  be  reciting  facts  well  known  to  all,  and  certainty 
that  what  I  shall  say  will  be  merely  elementary,  I  venture  to  quote 
a  portion  of  a  lecture  delivered  by  me  before  the  Franklin  Institute, 
trusting  that  a  new  view  of  old  facts  may  not  be  out  of  place. 

The  three  forms  of  matter — solid,  liquid  and  gaseous — are  inci- 
dent to  some  definite  quantity  of  heat  which  accompanies  each  form, 
which  is  known  as  the  latent  heat,  and  varies  in  amount  for  the 
different  substances.  For  water,  which  is  the  substance  under  con- 
sideration at  this  time,  the  latent  heat  added  to  and  absorbed  in  the 
change  of  form  from  ice  at  32^  to  water  at  the  same  temperature,  is 
142°'65  (Person),  and  in  the  change  of  form  from  water  to  steam  of 
32°  is  1,092°  (Regnault).  But  the  sensible  temperature  of  a  liquid 
at  which  it.  will  vaporize  is  found  to  vary  with  the  pressure  (or  ten- 
sion) of  the  vapor  above  it,  and  the  tension  of  steam  at  32°  is  only 
0*085  lbs.  per  square  inch,  while  the  pressure  of  the  atmosphere  is 
14*7  lbs.  per  square  inch.  Ebullition  or  free  boiling  of  water  does 
not  take  place  under  atmospheric  pressure  until  the  water  is  heated 
up  to  212°,  at  which  point  the  tension  of  steam  is  equal  to  the  usual 
atmospheric  pressure  of  14*7  lbs.  per  square  inch,  and  the  latent 
heat  of  change  of  form  from  water  at  212°  to  steam  at  th^  same 
temperature,  is  966°  (Regnault). 

The  other  properties  of  water,  as  regards  heat,  with  which  we 
have  to  do  in  considering  the  circulation  in  a  boiler,  are  its  expan- 
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sion  and  its  rate  of  conductivity.  Water  expands  (on  being  heated) 
at  anomalous  rates :  about  0-8  per  cent,  from  40°  to  100°,  about  8*9 
per  cent,  from  40°  to  200°,  about  8*7  per  cent,  from  40°  to  300° 
and  about  11-5  per  cent,  from  40°  to  350°.  The  conductivity  of 
water  is  exceedingly  slow  (as  it  is  in  all  liquids  when  not  in  motion), 
so  slow  that  it  can  be  assumed  to  be  absolutely  non-conducting  in  the 
present  inquiry.  As  a  consequence  of  this  non-conductivity  of  water, 
it  can  only  be  heated  by  the  application  of  heat  below,  and  by  trans- 
fer and  diffusion  of  the  state  of  heat  by  means  of  the  motion  of  the 
particles  of  the  fluid  mass  ;  and  uniformity  of  temperature  is  attained 
in  such  a  mass  only  by  continual  circulation. 

The  usual  and  accepted  method  of  heating  water,  therefore,  is  by 
placing  it  in  a  vessel,  to  the  under  side  of  which,  heat  is  applied, 
which  heat  is  transferred  through  the  material  of  the  vessel  and  im- 
parted to  the  water.     The  film  of  water  in  contact  with  the  inner 
surface  of  the  vessel,  at  the  place  where  its  outer  surface  is  exposed 
to  the  fire,  becomes  heated  and  expands  and  mixes  with  the  water 
immediately  near   it,  until  a  stratum  of  water  is  formed  which  is 
lighter  than  the  mass  of  water  above  it  and  tends  to  float,  and  its 
flow  being  supplied  instantly  by  heavier  water,  a  circulation  is  com- 
menced.    After  the  establishment  of  a  circulation  of  slow  velocity, 
acceleration  goes  on,  until  at  some  rate  of  movement,  the  friction  of 
the  currents  of  water  against  the  sides  of  the  vessel  or  against  them- 
selves (for  eddies,  whirlpools  and  crosscurrents  will  form  in  a  vessel 
under  such  circumstances)  offers  a  resistance   to  greater  velocity, 
exactly  equal  in  amount  to  the  disturbing  force  of  the  expanded 
water  in  trying  to  rise.    The  slow  run  of  first  movement  with  gradual 
increase  of  velocity  and  circulation,  arises  from   the  fact  that  par- 
ticles of  water  are,  in  common  with  those  of  other  bodies,  either  solid, 
liquid  or  gaseous,  subject  to  the  laws  of  the  application  of  force; 
whereby  they  do  not  commence  to  move  until  some  resistance  is  over- 
come, nor  do  they  cease  to  move  until  the  acquired  momentum  is 
compensated.     So  long  as  the  heat  imparted  to  the  water  is  below 
the  boiling  point,  a  circulation  of  hot  water  can  be  urged  with  per- 
fect quietness  in  properly  formed  vessels,  and  in  tubes,  until  an  equi- 
librium of  temperature  of  the  water  in  the  vessel,  or  tube,  is  estab- 
lished ;  and  when  the  heat  of  the  water  is  abstracted  in  the  course 
of  circulation,  a  high  velocity  of  current  can  be  attained,  and  great 
qaantities  of  heat  can  be  transferred  without  disturbance  of  flow. 
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But  as  the  boiling  point  approaches,  another  train  of  conditions  is 
brought  to  bear,  which  may  be  better  considered  by  referring  to  the 
accompanying  figure. 

Fig.  1   represents  a  vessel 
i4-.ru>«pi(:^':!>J||-  %iz'   a  containing   water  exposed   to 

the  action  of  a  fire  upon  or 
under  the  bottom  of  a  vessel. 
It  is  supposed  that  the  depth 
of  water  in  the  vessel  is  2'4 
feet,  when  it  would  follow,  as 
the  weight  of  a  cubic  foot  of 
water  at  212°  is  very  nearly 
60  lbs.,  that  the  pressure  of 
the  column  of  water  at  the  bot- 
F^.1,  nj.2.  tom  of  the  vessel  is  very  nearly 

one  pound  per  square  inch.  The  relations  of  pressures  and  of 
temperatures  of  ebullition,  in  this  column  of  water  are :  at  the 
surface  there  will  be  the  pressure  of  the  atmosphere  =  14-7  lbs.,  with 
its  corresponding  temperature  of  ebullition  =  212°  ;  at  the  depth  of 
1'2  feet  the  pressure  will  be  15*2  lbs.,  and  the  temperature  of  ebulli- 
tion =  213°-65 ;  and  at  the  bottom,  at  the  depth  of  2*4  feet,  the 
pressure  will  be  15-7  lbs.,  and  the  temperature  of  ebullition  215° -8. 
The  eflfect  of  the  application  of  fire  to  the  bottom  of  this  vessel 
having  first  been  admitted  to  raise  the  temperature  of  the  entire  mass 
of  water  to  212°,  and  having  expelled  most  of  the  air  which  was 
absorbed  iu  the  water  at  its  normal  temperature  before  heating, 
will  next  be  extended  to  the  formation  of  steam  as  the  means  of  dis- 
persing the  constant  addition  of  heat ;  and  somewhere  in  the  height 
of  the  column,  a  point  will  be  reached  where  the  rate  of  circulation 
will  permit  the  return  water  from  the  top  surface,  which  will  inevi- 
tably have  the  temperature  of  212°,  to  reach  the  bottom  where  it  will 
be  heated,  let  us  say,  to  213° '65  by  the  fire. 

The  specific  heat  of  water  compared  to  that  of  iron  is  very  great 
(about  nine  times  as  great),  and  a  film  of  water  of  the  same  thickness 
as  a  sheet  of  iron,  with  which  it  may  be  in  contact,  has  a  little  the 
greater  capacity  for  heat ;  but  the  rapidity  of  convection  of  heat  in 
water  is  far  greater  than  that  of  the  conduction  in  iron,  so  the 
general  temperature  of  the  water  in  contact  with  the  iron  is  main- 
tained with  the  smallest  excess  of  temperature  of  the  iron. 
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The  extreme  tenuity  of  the  gases  of  combustion,  although  they 
have  about  twice  the  specific  heat  of  the  iron  by  weight,  reduces  the 
relative  quantity  of  heat,  by  volume,  in  contact  with  the  bottom  of  the 
boiler  to  such  an  extent  that  the  external  temperature  of  the  iron 
where  exposed  to  the  fire,  may,  for  ordinary  practice,  be  taken  as 
that  of  the  water  within  the  boiler.     Still,  notwithstanding  the  great 
rapidity  of  convection,  the  first  result  from  the  intense  heat  of  a 
flame  is  to  create  numerous  exceedingly  small  vesicles  of  steam  (rep- 
resented by  dots  on  Fig.   1)  in  contact  with  the  internal  surface, 
which  float  away  from  it,  and  in  a  short  distance  are  absorbed  into 
the  water  again,  giving  out  their  heat  to  the  water  of  lower  tempera- 
ture.    With  active  firing  these  small  vesicles  will  form  a  turbid  cloud, 
and  the  closing  up  of  the  vesicles,  and  contact  of  water  with  the 
bottom,  will  produce  a  characteristic  singing  noise  which  attends 
boiling,  and  is  particularly  noticeable  just  before  the  boiling  point  is 
reached,  when  the  water  at  the  bottom  may  be  a  little  above  212°, 
while  that  of  the  mass  above  may  not  have  attained  that  temperature. 
In  the  case  which  has  been  supposed,  where  the  temperature  of  the 
ascending  current  is  to  be  213°'65,  after  this  cloud  of  vesicles  is 
absorbed,  which  will  occur  within  two  or  three  inches  of  the  bottom, 
the  water  will  become  solid  again,  and  rise  to  the  height  of  1*2  feet 
before  the  pressure  upon  it  will  have  become  sufficiently  reduced  to 
allow  a  bubble  of  steam  to  form. 

At  this  height  evaporation  should  commence  ;  it  will,  however,  not 
do  so,  because  the  heat  is  completely  disseminated  in  the  water, 
and  because  water  has  considerable  adhesive  force  or  strength  of 
itself  (although  the  particles  move  upon  or  slide  over  each  other  with 
much  ease,  they  offer  a  positive  resistance  to  being  separated,  which^ 
by  the  laws  of  thermodynamics,  is  measured  by  the  latent  heat 
absorbed),  and  the  water  will  hold  together  even  when  agitated  by 
currents  and  eddies,  as  shown  in  Fig.  1,  until  relieved  of  1  to  2-10th8 
of  a  foot  more  of  column  pressure  ;  it  then  begins  to  exhibit,  first  a 
turbidity  of  small  vesicles  of  steam  intermingled  with  the  water, 
which,  ascending  with  the  current  and  agitated  together,  will,  by 
joining,  form  small  bubbles  of  steam.  These  bubbles  will  have  their 
internal  atmosphere  of  steam,  and  their  internal  surfaces  are  free  to 
give  out  steam  to  this  little  atmosphere,  and  these  little  bubbles, 
which  began  to  form  under  about  15  lbs.  pressure,  will  augment  in 
size  as  the  pressure  is  relieved,  at  the  same  time  that  they  are  grow- 
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ing  from  the  formation  of  steam  from  the  water  surrounding  them 
until  this  formation  of  steam  will  have  reduced  the  temperature  of  the 
surrounding  water  to  212^,  when  the  bubbles,  and  the  water  enclosing 
them,  will  have  reached  the  surface. 

Thus,  while  the  circulation  was  produced  by  the  levity  of  the 
column  (the  heated  water),  it  is  greatly  promoted  and  accelerated  by 
the  presence  of  steam  in  bubbles  in  the  heated  mass,  and  the  value 
of  this  agency  of  bubbles  can  be  estimated  as  follows :  A  pound  of 
water  at  212°  is  very  nearly  28*8  cubic  inches  or  l-60th  of  a  cubic 
foot,  while  a  pound  of  steam  at  the  same  temperature  is  26*36  cubic 
feet  in  volume,  or  1,680  times  as  large  as  the  water  from  which  it 
was  made.  The  case  supposed  in  Fig.  1  gives  1°'65  of  heat  as  being 
expended  in  making  steam  from  what  was  solid  water  at  the  depth  of 
1-2  feet  of  213^-66  temperature.  The  latent  heat  of  steam  at  212° 
is  966°,  and  consequently  the  1°'66  will  make  (when  applied  to  a 
pound  of  water)  l-680th  of  a  pound  of  steam,  the  volume  of  which 
will  be  26-36-580ths  of  a  cubic  foot,  or  l,580.680th8  =  2-7  times  the 
volume  of  a  pound  of  water ;  and  the  mixed  volume  of  bubbles  of 
steam  and  water  which  will  come  to  the  surface  at  the  temperature  of 
212°  will  be  very  nearly  3*7  times  as  great  as  the  volume  of  water 
which  was  solid  at  213°'65,  lower  down  in  the  vessel,  and  the  entire 
volume  of  mixed  steam  and  water,  above  the  point  of  the  first  formar 
tion  of  steam,  will  be  2*35  times  that  of  the  original  water  at 
218°-65. 

Perhaps  it  may  be  well  to  exhibit  some  rate  of  evaporation  in  con- 
junction with  the  supposed  ebullition,  and  this  can  be  done  by  com- 
parison with  the  ordinary  rate  of  firing  of  a  stationary  boiler,  which 
is  from  10  to  12  lbs.  of  coal  per  square  foot  of  grate  per  hour,  and 
as  each  pound  of  imperfectly  consumed  coal,  on  such  a  grate,  yields 
9,000  to  10,000  units  of  heat  only,  the  total  eflSciency  of  a  square 
foot  of  grate  becomes  100,000  to  108,000  units  of  heat  per  hour, 
equal  to  about  30  units  per  second.  If  it  be  assumed  that  the  sur- 
face of  evaporation  be  equal  to  that  of  the  grate,  and  that  either 
equals  one  square  foot,  the  volume  of  steam  which  will  be  evolved  per 
second  will  be  0*8  cubic  foot,  whence  l-1975th  of  a  pound  of  water 
must  be  converted  to  steam  each  second  for  each  square  foot  of  grate, 
or  of  surface  of  evaporation,  or,  in  terms  of  the  volume  of  water,  0*9 
cubic  inch  of  water  will  be  evaporated  to  steam,  and  8-27  of  a  cubic 
foot  (582  cubic  inches)  of  water  will  be  circulated  and  part  with  its 
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beat  each  second.  Thus  it  is  evident  that  while  the  motive  power  to 
promote  circalation  is  ver j  great ;  the  usual  conditions  of  a  boiler, 
with  a  restricted  area  of  surface  for  evaporation,  demand  intense 
activity  of  circulation.  (An  example  of  higher  temperature  than 
212°  will  be  considered  further  on.) 

While  this  current  of  steam  and  water  is  ascending,  a  correspond- 
ing quantity  of  water  which  has  lost  its  heat  must  descend,  and  un- 
less provision  is  made  to  separate  these  currents,  the  conflict  will  add 
to  the  disturbances  occasioned  by  the  formation  of  bubbles.  In  a 
vessel  or  a  boiler  of  considerable  dimensions  of  width  as  compared 
with  its  depth,  the  conflict  will  take  care  of  itself,  and  the  velocity 
of  circulation,  induced  from  the  expansion  of  volumes  of  the  heated 
and  partially  evaporated  mass,  will  establish  a  regime  or  equilibrium 
of  action,  in  the  transfer  of  heat  from  the  fire  surface  on  the  one 
hand,  and  to  the  formation  of  steam  on  the  other ;  and  the  steam 
bubbles  will  appear  at  that  point  in  the  column  of  water  where  the 
equilibrium  may  require  them  as  agents  for  acceleration.  If  the 
water  surface  at  the  top  of  the  vessel  be  not  large  enough  (a  not  very 
unfrequent  occurrence)  for  the  steam  to  evolve  itself  in  the  course  of 
a  quiet  circulation  and  surface  evaporation  ;  or  for  the  bubble  below 
the  surface  to  develop  in  size  without  interfering  with  the  return  cir- 
culation from  the  top,  it  will  then  be  found  that  a  secondary  circula- 
tion, under  pressure  from  a  column  of  foam,  will  have  been  estab- 
lished (Fig.  2),  and  the  supply  of  return  water  for  the  bottom  will 
be  derived  from  below  the  evaporating  surface.  The  heated  return 
water  thus  supplied  will  be  again  heated  at  the  fire  surface  to  a  point 
higher  than  before,  and  the  point  of  elevation  where  bubbles  begin 
to  form  will  be  depressed,  to  correspond  to  the  elevation  of  tempera- 
ture. The  bubbles  will  then  develop  and  approach  the  surface  laden 
with  steam  of  higher  temperature  than  would  be  sufficient  to  pre- 
serve a  more  quiet  circulation,  and  will  escape  from  the  surface  with 
some  violence ;  of  course  a  condensation  into  the  disturbed  particles 
of  water  will  ensue,  and  the  result  will  be  the  establishment  of  a 
strata  of  foam  on  the  top  of  the  legitimate  circulation,  and  the  pass- 
ing off  with  the  steam  of  a  large  quantity  of  water  in  the  form  of 
mist.  This  action  can  go  on  increasing  in  violence  (with  the  intensity 
or  extent  of  surface  of  the  fire  as  compared  to  the  volume  or  depth 
of  water  to  which  the  fire  is  applied,  taking  into  account  the  means 
of  circulation  provided)  until  the  return  water  comes  back  to  the 
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point  of  application  of  heat — the  fire  surface — at  such  a  temperature, 
that  the  amount  of  heat,  there  supplied,  will  generate  a  bubble  of 
steam  at  once ;  when,  at  this  moment,  the  circulation  is  interrupted 
by  the  tendency  of  such  a  bubble  to  rise  within  the  return  current  \ 
the  next  effort  of  the  steam  is  to  eject  the  mass  of  water  within  the 
vessel  convulsively. 

,v^ '.'  This  phenomena  is  that  of  the  Gey- 

ser (Figs.  3  and  4).  In  this  natural 
exhibition  of  a  defective  water  circu- 
lation in  a  heated  vessel,  the  sides  of 
the  Geyser  tube  or  vessel  are  heated 
as  well  as  the  bottom — a  condition 
incident  to  various  steam  boilers — and 
the  vessel  has  a  funnel  shape,  which  is 
not  so  usual  in  boiler  construction. 
In  the  normal  state  of  a  Geyser,  or  a 
mass  of  water  in  the  small  end  of  a 
natural  funnel,  is  in  active  ebullition 
F'g-^-  ^'g'4-         from  volcanic  heat  at  the  bottom,  (the 

constant  supply  of  water  being  maintained  by  the  dripping  of 
springs  in  the  upper  part  of  the  cone  quite  near  the  earth's 
surface) ;  and  at  or  near  the  time  of  an  eruption,  the  boiling  water  is 
in,  or  close  upon,  an  equilibrium  of  circulation  and  ebullition.  By 
throwing  sods,  or  substances  of  about  the  same  specific  gravity  with 
the  water,  down  the  hole,  the  circulation  is  impeded,  and  a  quantity 
of  steam  of  greater  pressure  than  what  is  due  to  the  column  of 
water  is  formed,  until  the  mass  of  water  is  lifted  from  the  bottom, 
and  the  bubble  of  steam  thus  evolved  at  the  bottom  will  augment 
from  the  water  surrounding  it,  especially  as  the  piston  of  water  above 
it,  gains  in  diameter  and  diminishes  in  thickness  (as  the  funnel  in- 
creases in  size)  thv^  reducing  the  pressure  upon  the  inclosed  steam. 
The  heat  of  the  bottom  and  walls  of  the  tube  will  expand  the  volume 
of  inclosed  steam,  and  evaporate  with  great  celerity  the  spray  or  such 
small  quantities  of  water  as  may  trickle  down,  and  the  two  causes 
will  preserve  the  pressure  of  the  steam,  beneath  the  water,  to  the 
point  necessary  for  the  production  of  the  phenomena,  notwith- 
standing the  increase  of  volume.  An  eruption  of  much  violence  will 
follow — the  whole  column  of  water  being  expelled  with  great  force> 
accompanied  by  the  evolvement  of  steam  from  the  mass  of  water  in 
the  air  above. 
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After  the  ejection,  the  fountain  of  water  will  have  given  out  a 
large  part  of  its  heat ;  and  if  the  time  of  exposure  to  the  air  were 
long  enough,  the  temperature  of  the  ball  and  spray  would  fall  below 
212^,  while  the  Geyser  tube  would  have  been  entirely  relieved  from 
pressure  by  the  expansion  and  escape  of  the  inclosed  steam,  so  that  the 
mass  could  fall  back  into  the  heated  chasm.  But  not  only  will  scarcely 
time  enough  have  passed  for  the  water  to  have  divested  itself  of 
heat,  but  the  mass  which  falls  will  be  a  broken  shower  of  intermingled 
steam,  air  and  water  ;  and  also  the  internal  surfaces  of  the  tube  will 
have  attained,  from  the  absence  of  water  in  contact  with  them,  a 
very  high  heat,  which  will  be  given  out  to  the  first  small  quantities 
of  water  which  return,  generating  a  large  volume  of  steam,  without 
loss  of  heat  in  heating  water  ;  and  several  successive  discharges  will 
occur  before  such  degree  of  quietness  is  reached,  as  will  allow  the 
water  to  remain  within  the  funnel ;  and  even  after  this,  much  turbu- 
lence will  be  exhibited  before  the  regime  of  circulation  will  produce 
a  stable  condition  of  movement. 

In  my  examples.  Figs.  1  and  2,  the  phenomena  of  ebullition  have 
been  shown  at  the  atmospheric  pressure,  and  although  it  is  not  in- 
tended at  this  time  to  carry  this  discussion  beyond  the  mere  ele- 
mentary exhibitions,  yet  it  may  be  well  to  make  a  similar  sketch  and 
computation  at  higher  temperatures. 

Fig.  6  represents  a  vessel  containing  water 

exposed  to  the  action  of  heat  similar  to  those 

shown  in  Figs.  1  and  2  (ante)^  except  that  a 

permanent  pressure  of  120  pounds  per  square 

inch  above  the  atmosphere   is   maintained, 

'^^*  \  h  under  which  the  generation  of  steam  is  sup- 

^  [  posed  to  be  going  on.     In  consequence  of 

n  ;j:  the  expansion  of  water  at  higher  tempera- 

*^"  T  S  ture,  the  height  of  column  which  represents 

one  pound  pressure  now  becomes  2*54  feet 

(in  place  of  2*4  feet),  and  in  consequence  of 

the   properties  of  steam,   the   difference  of 

temperature   corresponding    to   one-half    a 

pound   pressure   per   square   inch   becomes 

0^-3  (in  place  of  l°-65).     The  other  figures 

'^'  change    as    follows:    The    latent    heat  at 

349*^-7  becomes  =  870^  (in  place  of  at  212°  =  966°).      A  pound 
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of  water  has  a  volume  of  30-9  cubic  inches  (in  place  of  28*8); 
a  pound  of  steam  has  a  volume  of  8'3  cubic  feet  (in  place  of 
26*86).  The  volume  of  steam  as  compared  to  the  water  from 
which  it  is  formed  at  349^*7  is  as  185  to  1  (in  place  of  at 
212^  as  1,580  to  1).  The  mixed  volume  of  steam  and  water  at 
the  surface  will  be  but  1*06  times  that  of  the  solid  water  at  1*27  feet 
below,  while  the  total  column  of  mixed  steam  and  water  above  the 
solid  water  is  1*03  times  that  of  the  solid  water  in  this  case  (in  place 
of  2-35  times  at  atmospheric  pressure).  It  will  be  seen  from  this 
that  the  tendency  to  foam,  falls  off  rapidly  as  the  pressure  at  which 
evaporation  is  permitted,  increases — when  the  bubbles  cease  to  be  so 
large  an  obstacle  to  the  return  circulation ;  and  also  that  the  motive 
power  for  circulation  gained  by  the  levity  of  the  steam  bubbles,  falls 
off  with  increase  of  pressure.  The  manifest  effect  of  this  deficiency 
in  inducing  circulation,  will  be  to  move  the  point  at  which  the  bubbles 
will  begin  to  form  nearer  to  the  fire  surface  (lower  down  in  the  vessel)^ 
and  to  define  the  dimensions  of  the  streams  of  rising  and  returning 
currents.  If  the  rising  current  is  small  enough,  the  bubble  of  steam 
may  begin  to  form  on  the  very  bottom  of  the  vessel,  rise  up  enlarging 
in  magnitude  to  the  surface,  enveloped  all  the  while  in  a  column  of 
water  of  (in  this  supposed  case)  350°*3  temperature  at  the  bottom — 
enlarging  by  relief  of  pressure,  which  acts  in  two  ways ;  first,  by 
permitting  expansion,  and  second,  by  causing  evaporation  into  its 
(the  bubble's)  atmosphere,  and  finally,  the  bubble  of  steam  is  evolved 
at  the  top,  quietly  at  349° -7. 

There  are  two  other  phenomena  of  boiling  which  should 
be  stated  here.  The  first  of  these  is  to  a  great  degree 
experimental.  If  water  is  carefully  heated  in  a  nicely- 
formed  vessel,  Fig.  6,  [first  taking  the  precaution  to  boil 
it,  so  as  to  expel  the  air  which  all  water  absorbs  into  its 
volume  in  quantities  relative  to  the  temperature  (dimin- 
ishing with  their  increase)],  applying  the  heat  so  as  to  pre- 
clude any  disturbance  in  the  course  of  circulation,  the 
temperature  can  bo  elevated  much  beyond  the  boiling 
point  without  the  commencement  of  ebullition.  Mr.  Knight,  the 
Secretary  of  the  Franklin  Institute,  has  succeeded  in  reaching 
a  temperature  of  247°  in  an  open  vessel,  which  indicates  an 
internal  tension  for  the  water  of  about  14  lbs.  per  square  inch. 
Of  course  the  commencement  of   evaporatiou    under    these    cir- 
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cumBtances  is  a  convulsive  ebullition.  The  presence  of  a  little  broken 
glass  or  of  particles  of  any  material  of  splintery  form,  will  prevent 
the  phenomena ;  and  the  introduction  of  any  sharp  object  will  almost 
ceiliainly  incite  ebullition  whenever  the  boiling  point  is  exceeded. 

This  peculiar  property  of  heated  water  seems  to  be  the  equilibrium 
of  cohesion  (before  referred  to),  which  is  here  manifested  to  the  ex- 
treme of  instability.  The  conditions  by  which  it  can  be  displayed  are 
so  limited  that  they  cannot  be  regarded  as  having  a  possible  existence 
in  any  steam  boiler,  in  which  there  is  not  the  least  probability  of 
elevation  of  the  temperature  of  the  water  above  the  boiling  point  (at 
any  given  pressure)  by  securing  that  quiescence  which  all  experiments 
have  shown  to  be  demanded  for  the  production  of  this  result. 

The  second  phenomena  bears  a  more  important  relation  to  the 
steam  boiler.  It  has  already  been  shown  that  water  will  leave  a 
heated  surface,  so  soon  as  the  temperature  of  the  entire  mass  has 
reached  that  degree  where  the  increment  of  heat  imparted  at  the 
surface,  upon  which  it  should  be  brought  in  contact,  will  elevate  the 
temperature  above  the  boiling  point  properly  due  to  the  pressure  from 
the  mass ;  and  it  remains  to  be  stated  how  a  similar  repulsion  can  exist 
without  the  temperature  of  the  repelled  mass  of  water  being  elevated 
in  like  degree.  If  we  suppose  a  heated  surface,  so  hot  and  so  well 
supplied  with  heat,  that  its  radiant  heat  will  generate  steam,  from  the 
under  surface  of  a  mass  of  water,  of  greater  tension  than  the  subsisting 
pressure  of  the  atmosphere  or  inclosure,  together  with  the  pressure 
proceeding  from  the  weight  of  the  mass,  the  mass  itself  will  be  repelled 
from  the  heated  surface,  and  will  float  upon  the  vapor  emitted.  The 
familiar  example  is  a  drop  of  water  upon  a  flat-iron ;  the  philosophical 
one  is  that  represented  by  Fig.  7  and  is  known  as  an 
exhibition  of  the  spheroidal  condition  of  water.  Water 
supported  in  this  way  must  be  evidently  in  very  un- 
stable equilibrium,  and  with  the  slightest  inclination 
^%^'  of  the  heated  surface  would  roll  on  its  vapor  to  the 
lowest  point,  and  a  capsule  or  saucer-shaped  vessel  is  therefore  indis- 
pensable to  retain  it. 

In  the  course  of  the  experiment  very  little  heat  is  imparted  to  the 
ball  of  water,  the  radiant  heat  being  spent  mainly  upon  the  under 
surface,  while  that  which  passes  through  this  surface  shines  through 
the  water  as  light  shines  through  glass ;  thus,  only  the  film,  so  to  speak, 
of  the  under  surface  is  heated,  and  much  if  not  most  of  this  heat  upon 
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the  surface  is  at  once  expended  in  generation  of  steam.  The  little 
heat  that  is  imparted  to  the  water  at  the  under  surface,  in  place  of 
establishing  a  circulation  of  water  within  the  ball,  simply  disturbs  the 
centre  of  gravity,  and  induces  the  whole  mass  to  roll  over  and  allpw 
its  heavier  (colder)  side  to  find  its  equilibrium  at  the  bottom ;  and  in 
the  operation,  under  the  conditions  stated,  a  spheroidal  shape  is 
assumed  by  the  body  of  water. 

Investigations  have  shown  that  when  the  surface  of  the  vessel  is 
heated  to  about  380°  Eah.  a  spheroid  of  water  of  about  two  inches  of 
thickness  will  be  repelled  and  constantly  supported,  while  the  temper- 
ature of  the  water  (with  the  air  in  a  summer-hygrometric  condition  ?) 
will  be  about  206°,  or  6°  below  the  boiling  point  (Boutigny). 

This  recital  of  what  constitutes  the  spheroidal  condition  (so-called) 
of  water  has  been  made,  with  so  much  explicitness,  in  order  to  render 
it  apparent  that  it  is  merely  a  simple  consequence  to  the  laws  of 
transmission  of  heat  from  a  surface  to  water,  and  not  an  occult  prop- 
erty in  any  sense.  The  statement  of  importance  in  boiler  construc- 
tion is,  that  at  some  temperature  a  heated  surface  will  repel  water, 
and  that  once  repelled  the  surface  will  cease  to  impart  as  much  heat 
as  before,  and  the  repelled  mass  of  water  can  become  of  much  lower 
temperature  than  it  must  have  had  if  the  contact  had  been  preserved, 
and  these  truths  apply  to  water  under  pressure  (atmospheric  or  other), 
and  to  any  height  of  column  of  water  upon  or  above  the  heated  sur- 
face, a  relative  temperature  being  accepted  for  the  various  condi- 
tions. 

Whenever  the  water  has  been  once  repelled  from  a  fire  surface  or 
plate,  the  temperature  of  that  surface  will  increase  with  great  rapidity, 
and  the  limit  of  this  temperature  of  a  plate  it  is  difficult  to  fix.  It  is 
certain  that  where  there  are  gaseous  bodies  on  either  side  of  a  plate, 
the  temperature  of  which  bodies  are  known,  the  temperature  of  the 
plate  itself  will  be  a  function  of  the  capacity  for  heat  of  the  two 
gaseous  bodies  in  opposite  contact ;  but  even  this  complex  law  for 
obtaining  the  heat  of  a  plate  from  which  water  has  been  repelled  fails 
in  the  case  of  the  fire-box  of  a  boiler,  where  half  the  heat  from  the 
flame  is  radiant  heat  which  is  absorbed  into  the  plates  of  the  fire-box 
at  an  unknown  temperature  of  intensity,  although  the  quantity  of 
heat  may  be  well  established.  But  I  think  it  safe  to  assert  that  in 
less  than  one  minute's  time  the  temperature  of  a  516  inch  plate  in  a 
fire  box  from  which  water  has  been  repelled,  will  become  over  1,000° 
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Fah.,  and  the  plate  will  be  materially  reduced  in  strength  to  withstand 
the  internal  pressure. 

I  have  not  attempted  to  complete  this  application  of  principles  to 
the  locomotive  boiler;  in  fact,  I  feel  the  deficiency  of  my  elementary 
remarks  in  their  want  of  comprehensive  statement  of  circulation, 
where  the  return  takes  place  from  the  back  instead  of  downwards,  as 
I  have  discussed ;  but  I  present  these  considerations  as  showing  the 
direction  of  inquiry  to  be  followed  in  the  attempt  to  account  for 
failures  of  fire-box  sheets  or  of  tubes,  whenever  the  evidence  of  over- 
heating presents  itself.  In  such  cases,  I  have  little  question  that 
obstructed  circulation  and  inadequate  water-space  have  more  to  do 
with  accidents  than  the  quality  or  nature  of  the  material  of  the 
plates.  .... 

Mr.  Briggs  quoted  an  instance  of  the  failure  of  some  tubes  in  a 
class  of  locomotives  constructed  ten  or  twelve  years  since,  for  the 
Illinois  Central  Railroad.  In  this  case,  a  cluster  of  seven  2-inch 
tubes,  which  were  located  about  one  foot  down,  upon  the  tube  sheet, 
in  its  middle,  in  several  engines  of  the  same  class,  collapsed  about 
one  to  two  feet  in  front  of  the  sheet.  A  sample  of  one  of  the  collapsed 
tubes,  which  was  furnished  the  speaker  by  Mr.  Hayes  of  the  Illi- 
nois Central  Railroad  at  the  time,  showed  a  cup-shape  introversion 
without  rupture  of  about  six  inches  in  length,  the  upper  side  of  the 
tube  having  been  depressed  into  the  lower  one  completely.  Of  course 
the  tube  had  been  above  red  heat  when  this  occurred.  The  remedy 
was  understood  to  have  been  the  removal  of  one  or  two  vertical  rows 
of  tubes  to  allow  the  water  to  circulate. 


Notes  on  Ventilation. — Some  experiments  made  recently  by 
Theron  Skeel,  C.E.,  and  Mr.  Carl.  W.  Nason,  at  Doct.  Hall's  church. 
New  York  City,  have  given  the  following  resulting  performances  of  a 
ventilating  fan  : 

Knmber  of  Experiment. 
I.  II. 

Revolutions  of  fan  per  minute     ....     66*7        110* 
Difference  of  atmospheric  pressure  between  inlet 

and  outlet  chambers,  in  inches  of  water      .  0*145        0*400 

Velocity  of  air  in  duct  beyond  the  fan,  in  feet  per 

minute,  as  indicated  by  an  anemometer  .     484  750 

Cubic  feet  delivered  per  minute  .        .        9900       16370 
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The  Fan*  employed  is  of  the  kind  most  generally  in  use  in  venti- 
lation of  buildings  in  the  U.  S.  at  the  present  time,  having  been  first 
introduced  at  the  U.S.  Capitol  at  Washington,  in  1857  (the  earliest  in 
use  was,  during  the  same  year,  at  the  Academy  of  Music,  Philadel- 
phia). It  is  a  disc  upon  a  shaft,  with  blades  attached  upon  one  side, 
and  extending  to  the  outer  periphery,  rotating  in  front  of  a  circular 
mouth  or  opening  in  a  wall,  or  fan-side.  The  mouth  or  opening  is 
either  directly  from  the  external  air,  or  from  a  passage  of  ample  siie 
which  leads  therefrom,  and  the  ring  of  discharge  at  the  periphery  of 
the  disc  is  open  for  the  escape  of  air  in  all  directions  to  the  '^air 
chamber^*'  in  which  the  disc  revolves.  From  the  air  chamber  a 
"  dibct "  is  lead  to  the  points  of  distribution  or  delivery  of  air  in  the 
building. 

This  Fan  is  7  feet  in  diameter  of  disc — 8  inches  wide  at  the  tips 
of  the  blades ;  5  feet  in  diameter  of  mouth — 15  inches  width  of  the 
blades  at  the  mouth ;  having  f  inch  clearance  between  the  edges  of 
the  blades  and  the  wall  or  fan-side;  with  an  area  of  19  square  feet  at 
the  mouth,  and  15  square  feet  at  the  periphery  (the  actual  area  for 
passage  of  air  at  the  tips  of  the  blades  when  delivering  maximum 
quantity  =  10*9  feet  only),  while  the  area  of  the  duct  or  passage 
leading  from  the  air  chamber  is  20^  square  feet. 

It  is  nearly  impossible  to  connect  the  observed  pressure  of  the 
column  of  air  derived  from  a  ventilating  fan,  with  the  velocity  or 
corresponding  quantity  of  air  passing  through  it.  Were  the  fan 
entirely  at  rest,  and  the  passages  leading  to  it,  as  well  as  the  duct 
leading  from  it,  open,  the  whole  being  in  the  basement  of  a  building 
which  is  heated  in  any  way ;  there  would  be  sucked  through  it,  with- 
out the  indication  of  but  the  slightest  difference  of  pressure  between 
the  inlet  and  outlet  "  chambers,"  a  quantity  of  air  varying  with  the 
difference  of  temperature  without  and  within  the  building,  the  height 
of  the  building,  the  resistance  of  the  ducts  and  registers  of  delivery, 
and  the  freedom  allowed  for  escape  of  heated  air  at  the  top  of  the 
building.  The  only  reliable  standard  of  measurement  of  effect  or 
efficiency,  is  the  anemometer,  to  be  applied  as  a  test  under  the  differ- 
ing conditions  of  the  season  or  atmosphere.  The  purpose  of  a  fan 
in  ventilating  of  buildings,  is  to  insure  a  definite  supply  of  air  at  all 
times,  with  a  satisfactory  distribution  in  all  parts  of  a  room.     In 

*  A  fuU  description  of  this  species  of  fan  will  be  found  in  the  Proo.  Institution  of 
CiTil  Engineers.    Vol.  XXX.    1869-70.    Part  II,  pp.  276,  et  teq. 
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cold  weather  its  function  is  to  measure  out  the  supply,  and  place  the 
building  under  such  pressure  that  no  leakages  of  cold  air  at  cracks 
Bhall  occur.  In  more  moderate  and  warmer  weather  its  end  is  to 
establish  a  circulation  which  would  otherwise  become  dormant.  The 
quantity  of  air  resulting  from  a  given  velocity  will  be  found  to  vary 
materially  with  conditions  external  to  the  fan  itself. 

Referring  to  experiment  No.  1,  when  9900  cubic  feet  of  air  was 
supplied,  it  is  stated  that  at  the  end  of  a  service  of  1^  hours,  with  1400 
people  in  the  church,  there  was  found  to  be  a  proportion  of  G  Oj'*'  in  the 
air,  of  12|  to  10,000.  The  audience  room  which  was  thus  supplied, 
had  a  capacity  of  nearly  480,000  cubic  feet  of  air.  If  it  be  sup- 
posed that  the  air  in  the  room  was  fresh,  and  had  the  normal  quan- 
tity of  3J  parts  of  C  Oj  per  10,000,  it  is  possible  to  verify,  or  at 
least  compare  the  result  with  the  usual  allowance  for  vitiation  of  air 
by  the  occupants.  The  9900  cubic  feet  per  minute  for  90  minutes 
give  891,000  cubic  of  air  supplied.  This  was  expelled  at  the  begin- 
ning of  the  session  as  fresh  air,  with  3J  parts  of  C  0^  per  10,000, 
but  became  vitiated  to  12^  parts  per  10,000  at  the  end,  whence  the 
expelled  air  carried  away  WoWX^^V^^  ==401  cubic  feet  of  C  Oj. 
The  480,000  cubic  feet  of  contents  of  the  room  had  also  been  ex- 
changed, until  it  contained  12^  parts  of  0  Oj  per  10,000  in  lieu  of 
of  3i  parts  of  C  O^,  when  it  had  acquired  VoVoVXl^^i  —  ^i)  =*32 
cubic  feet.  The  total  of  G  0^  which  had  been  produced  by  the  res- 
piration of  1400  people  in  one  a  half  hours,  equal  to  2100  people  in 
one  hour,  is  401+432  =  833  cubic  feet  0  0^. 

.'.  The  respiration  of  each  person  per  hour  =0*4  cubic  feet  G  Oj. 

The  best  authorities  give  0*5  to  0*6,  and  this  result  is  in  quite 
satisfactory  correspondence,  when  it  is  considered  that  much  carbonic 
acid  may  have  been  diffused  at  leaks  and  cracks  at  the  doors  and 
windows,  and  much  more  at  the  passages  of  efflux,  where  it  would 
flow  out  more  rapidly  than  the  current  of  escaping  air.  Beside,  the 
allowance  of  0*5  to  0*6  per  individual  is  an  average  of  persons  in 
moderate  exercise,  in  place  of  at  rest  in  a  room. 

Accepting  the  833  cubic  feet  as  the  quantity  of  G  0,  emitted  by 
the  1400  persons  in  1|  hours,  and  applying  the  computation  in  the 
reverse  way  to  experiment  II,  it  would  follow  that  10-6  volumes  of 
C  O2  per  10,000  would  be  the  resulting  vitiation.  Good  theoretic 
vreutilation  would  assume  56,000  cubic  feet  of  air  per  minute  as  dmr- 
able  for  1400  people. 

*C  O1  is  the  cbemital  notation  for  carbonic  acid  gaa. 
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GAS  WORKS  ENGINEERING. 


By  Robert  Briogs,  O.E. 

[Continued  from  Vol.  cii,  page  40.] 

^'  The  ^  hydraulic  main  *  is  a  long  trough-pipe,  with  a  coyered 
flat  top ;  it  is  about  two  feet  wide  and  three  feet  deep,  and  runs  the 
whole  length  of  each  setting j  resting  over  the  front  part  of  it.  The 
leg  of  the  bridge-pipe  (f|),  which  joins  the  cover  of  the  hydraulic 
main,  enters  into  it  for  half  the  depth,  or  one  and  a  half  feet,  and  is 
called  the  '  dip-pipe.'  The  hydraulic  main  is  permitted  to  fill  a  little 
more  than  half  full  of  tar  and  ammoniacal  liquor  (mostly  tar,  as  the 
ammoniacal  liquor  runs  out  first  over  the  bridge  at  the  end  of  the 
hydraulic  main),  and  the  end  of  the  dip-pipe  is  thus  immersed  {sealed) 
by  the  tar,  from  one-half  inch ;  and  any  gas  which  passes  up  the 
stand-pipe,  over  the  bridge-pipe  and  down  the  dip-pipe,  must  bubble 
up  through  one-half  inch  to  one  inch  of  tar,  to  get  into  the  upper  part 
of  the  hydraulic  main.  The  chief  purpose  of  the  hydraulic  main  is  to 
prevent  an  escape  of  gas  backwards,  down  the  stand-pipes,  when  a 
retort-lid  is  removed ;  and  this  purpose  is  afiected  by  the  pressure  of 
the  gas  in  the  hydraulic  main,  which,  pressing  on  the  liquor  outside 
of  the  dip-pipe  of  an  open  retort,  lifts  up  a  column  on  its  inside,  and 
stops  off  the  flow  of  any  gas ;  but  the  stand-pipes  and  the  hydraulic 
main  answer  the  further  purpose  of  a  hot  condenser,  giving  time 
enough  and  surface  enough  for  most  of  the  tar  to  separate  out  of  the 
crude  gas  in  them,  in  place  of  going  over  to  be  cooled  together ;  when 
the  tar  would  be  likely  to  extract  the  luminous  gases  or  vapors,  very 
completely.  Beside,  the  first  oils  which  are  made  in  the  beginning 
of  the  process  of  distillation  are  condensed  in  the  stand-pipe,  and  run 
back  into  the  retort  to  be  destructively  distilled  afterwards. 

«  There  collects  in  the  stand-pipes,  and  runs  down  at  the  last  end 
of  the  process,  a  small  quantity  of  stiff  tar,  which  lodges  in  the  bottom 
of  the  mouth-piece ;  this  is  usually  collected  (scraped  up)  and  put  into 
the  next  charge  of  coal.  Some  of  this  coal  tar  had  been  thrown  out 
with  the  coke  on  the  occasion  of  one  of  my  visits  to  the  gas-works, 
and  produced  at  the  coke-heap  the  characteristic  odor. 

"  [§  §  Two."]  At  the  Market  street  works,  the  tar  and  ammoniacal 
liquor  are  conveyed,  from  the  ends  of  the  six  hydraulic  mains  by  pipes 
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nowhere  open  to  the  air,  into  a  large  tar-well,  which  is  a  vat  formed 
bj  a  liquor-tight  cellar  of  one  of  the  buildings  used  for  storage  of  lids, 
castings,  and  materials  of  yarious  kinds ;  the  floor,  which  forms  the 
cover  or  top  of  this  vat  is  brick  arches,  covered  by  iron  braces.  This 
yat  seemed  to  be  about  fifty  by  eighteen  feet,  by  seventeen  feet  deep, 
inside  measure,  and  in  it  these  offensive  by-products  are  thoroughly 
and  satisfactorily  isolated.  The  tar  having  settled  and  become  free 
of  ammoniacal  liquor,  is  then  removed  by  a  steam-pump,  and  taken 
across,  as  wanted,  to  a  temporary  building,  in  which  is  placed  some 
distilling  apparatus  for  recovery  of  the  oils  and  separation  of  the 
pitch. 

^^  Upon  the  whole,  this  coal-tar  distillery  apparatus  and  its  mode 
of  working  appeared  to  me  to  be  quite  satisfactory.  Some  of  the  vata 
ought  to  be  closed  better  than  they  now  are,  and  some  other  precau- 
tions should  be  taken  to  prevent  nuisance  of  smell  from  spilled  oils  \ 
but  I  must  regard  this  treatment  on  the  spot  to  be  far  more  likely  to 
remove  causes  for  complaint  than  any  mode  of  removal  possible  to 
make.  I  think  it  would  be  impossible  to  convey  the  tar  away  by 
pipes  or  otherwise,  without  the  risk,  and  almost  certainty,  of  greater 
annoyance  to  the  public  than  now  exists. 

^^At  a  distance  of  twenty  feet  from  the  tar-building  no  distinctive 
odor  was  perceptible  to  the  nostrils  (which,  however,  had  their 
power  of  smell  vitiated  to  some  degree  by  the  odor  of  naphthaline 
and  ammoniacal  liquor  obtained  at  the  condenser-house). 

^'  The  ammoniacal  liquor  was  said  to  be  drawn  off  from  above  the 
tar  and  used  afterwards  in  washing  the  gas,  and  will  be  referred  to 
again  in  the  course  of  this  statement. 

'^  [  §  §  Three.']  The  gas  is  now  taken  from  the  hydraulic  mains  bj 
large  pipes  (sixteen  inches  in  diameter,  I  believe),  and  these  pipes 
pass  down  under  the  ground  into  one  large  main  pipe  of  thirty-six 
inches  diameter,  which  passes  underground,  also,  to  the  house  for 
condensing  and  washing  the  gas,  and  by  suitable  branches  and  con- 
nections supplies  the  gas — first,  to  three  ^  condensers '  and  after- 
wards to  three  ^washers;*  all  the  outlets  from  the  washers  being 
joined  again  into  a  thirty-six  inch  main-pipe,  which  proceeds  over  to 
the  ^  purifiers. ' 

''  The  condensers  are  long  and  high  constructions  (or  boxes)  of 
cast  iron,  with  pilasters  and  architectural  ornamentatation,  and 
measure  about  thirty- six  feet  long  by  five  feet  wide  on  the  floor,  by 
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thirteen  to  fourteen  feet  high.  These  condenser  boxes  are  altogether 
closed  up,  and  are  in  three  separate  parts  horizontally  ;  there  being 
one  flat  plate  partition  about  one  and  a  half  feet  from  the  bottom  and 
another  about  one  and  a  half  feet  from  the  top,  leaving  eleven  feet 
for  the  height  of  the  middle  part.  In  this  middle  part  are  stood  up, 
between  and  joining  together  the  flat  partitions,  a  large  number  (it  is 
said  two  hundred  and  eighty-eight  to  each  condenser)  of  pipes,  which 
are  thus  each  eleven  feet  in  length,  and  they  are  four  inches  internal 
diameter ;  and,  as  water-tight  joints  are  made  between  the  bottom 
partition  plate  and  the  ends  of  the  pipes,  the  middle  part  can  be,  and 
is,  filled  with  water,  which  surrounds  the  upright  pipes.  The  top  and 
bottom  spaces  (above  and  below  the  pipe  ends)  are,  also,  divided  by 
cross  partitions,  so  that  when  the  gas  enters  at  the  bottom  at  one  end 
of  a  condenser  it  will  pass  up  thirty-six  of  these  upright  pipes  and 
down  the  next  thirty-six,  and  so  on  until  its  gets  to  the  end  of  the 
series,  when  it  will  pass  out  to  the  main  pipe  leading  to  the  washer. 

<^  It  follows  that  in  this  passage  of  the  warm  gas,  in  contact  with 
the  cooled  sides  of  the  pipes,  it  will  be  cooled  itself,  and  will  have  had 
the  ammoniacal  liquor  nearly  all  condensed,  and  the  most  of  the  float^- 
ing  tar  will  have  been  abstracted.  The  liquor  runs  down  into  the 
bottom  of  the  lower  division  of  the  condenser,  and  is  from  thence 
drawn  off  by  suitable  drips. 

"  It  was  formerly  customary  to  arrange  a  condenser  with  pipes 
exposed  to  the  open  air ;  but  a  much  greater  extent  of  surface  was 
needed  to  effect  the  same  purpose,  and  the  condensation  was  imper- 
fectly done  in  hot  weather  and  overdone  in  cold  weather,  when  the 
cold  ammoniacal  liquor  would  absorb  the  luminants  from  the  gas. 
The  ^  water-surface  '  condenser  here  used,  is  in  accordance  with  the 
best  established  practice  of  to-day. 

<'  The  liquor  is  led  away  by  pipes  to  some  vat  or  tank,  but  at  the 
condenser-house  of  the  Market  street  works  the  drips  or  seals  are 
either  open,  or  by  some  neglect  the  liquor  is  permitted  to  be  exposed 
to  the  air,  and  the  odor  of  various  gas  effluvias  is  excessively  offen- 
sive, and  disseminates  all  over  the  place  and  beyond  the  limits  of  the 
works. 

<^  Comparing  this  condition  of  things  with  what  I  found  in  similar 
establishments  in  New  York  last  week,  I  can  state  that  at  the  Man* 
hattan  or  New  York  Mutual  Oas-works  only  the  slightest  odor  in  the 
condenser-room  was  to  be  perceived. 
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^^  After  the  gas  leaves  the  condenser,  it  goes  next  to  the  washer. 
The  washers  are  boxes  of  similar  external  appearance  to  the  conden- 
ser,  only  that  they  are  about  two  feet  less  in  external  height,  and 
measure  about  three  and  one-half  feet  in  width.  The  internal  divi- 
sions differ  from  those  described  for  the  condenser  entirely,  being 
merely  a  number  of  vertical  plates,  which  divide  each  washer  into 
thirty-six  upright  spaces,  so  that  the  gas  can  go  up  one  and  down 
another  alternately,  until  it  has  passed  up  and  down  the  whole  length 
of  the  washer.  In  each  of  these  spaces  are  placed  one  or  two  jets, 
which  generally  discharge  little  streams  of  water  upwards,  and  in  its 
descent  as  a  rain,  picks  up  and  absorbs  the  ammoniacal  vapors  and 
washes  them  away.  The  water  of  washing  is,  in  such  cases,  usually 
discharged  into  a  sewer  or  stream.  In  place  of  using  water  for  the 
jets  at  the  Market  street  works,  the  ammoniacal  liquor  which  separates 
from  the  tar,  together  with  that  condensed  in  the  condenser,  is  now 
pumped  up  to  a  vat  and  used  for  this  purpose.  It  is  olained  that  this 
water  will  sufficiently  purify  the  gas  from  ammonia,  and  that  it  can 
be  used  over  and  over,  until  it  acquires  a  suitable  strength  to  be 
treated  for  manufacture  of  commercial  ammonia  product.  I  am  not 
prepared  to  deny  the  possibility  of  this  result,  but  am  also  not  prepared 
to  believe  it,  as  it  is  not  in  accordance  with  any  practice  which  I  have 
ever  seen,  and  from  the  behavior  of  gas  delivered  in  my  own  residence, 
I  do  not  think  the  gas  as  well  purified  from  ammonia  as  it  might  be, 
although  certainly  not  very  imperfect  in  this  respect.  It  is  recognized 
by  all  gas- makers  that  the  use  of  much  water  impairs  the  luminous 
efficiency  of  gas,  quite  as  much  as  the  removal  of  ammonium  com- 
pounds improve  it,  and  it  is  consequently  the  practice  of  intelligent 
managers  to  use  as  little  water  as  possible.  To  effect  this  purpose, 
the  most  approved  practice  demands  a  shelf-washer ;  which  is  an 
arrangement  of  high  boxes  in  which  shelves  are  placed  overlapping 
each  other;  upon  these  shelves  the  water  is  trickled,  so  as  to  keep 
the  entire  surface  wet,  and  the  gas  is  made  to  zigzag  up  the  tier  of 
shelves ;  several  repetitions  of  this  practice  are  followed,  and  the  gas 
is  worked  with  a  minimum  quantity  of  water. 

^<  Notes  taken  by  me  at  the  Pagoda  Works  of  the  Birmingham  and 
Staffordshire  Gas  Company,  Hugh  Young,  manager,  in  January,  1870, 
describe  the  ^  washer  in  use  there,  for  twenty-four  inch  mains,  to  be 
six  compartments,  six  feet  square  by  sixteen  feet  high,  each  with  six 
shelves;  fresh  water  is  used  in  one  of  these  compartments,  which  is 
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pumped  over  and  over  for  three  hours,  when  it  is  changed  to  the  next 
compartment,  and  so  on  until,  at  the  end  of  eighteen  hours,  the  liquor 
will  have  attained  the  requisite  density  of  manufacturing  purposes. 
The  washing  was  followed  by  two  small  purifiers,  sixteen  feet  by  six- 
teen feet,  with  sawdust  damped  with  weak  sulphuric  acid,  one  of  which 
was  changed  each  three  weeks,  and  the  ammonia  tests,  for  constant 
exposure  of  one  month  duration,  were  exhibited  and  shown  to  be 
perfect.' 

^'  This  example  may  be  accepted  as  the  best  usage  of  to-day  in  the 
United  Kingdom  for  treating  gas  for  ammonia. 

^'  At  the  Market  street  works,  all  the  ammoniacal  liquor,  after  pass- 
ing through  the  washers  and  being  concentrated,  is  now  run  into 
tanks ;  and  again  elevated  -so  as  to  form  a  head  for  the  flow  through 
pipes  under  the  streets,  to  the  chemical  laboratory  of  Henry  Bowers, 
on  Washington  avenue,  about  one  mile  distant.  This  arrangement 
was  said  to  have  been  effected  for  the  first  time  six  months  since,  and, 
except  some  objectionable  exposure  of  the  liquor  at  the  works,  is  much 
better  than  wasting  this  vile  compound  into  the  river,  as  was  formerly 
practiced.  Of  course  the  utmost  care  is  demanded  that  the  pipe  used 
for  conveying  it  shall  be  positively  tight  and  free  from  leaks. 

'^  The  pipes  and  connecting  branches  about  condensers  and  washers 
are  provided  with  numerous  stop- valves,  which  admit  of  such  control 
as  will  direct  the  gas  through  any  of  them,  or  '  by  pass '  them  all, 
as  desired. 

''  All  the  buildings  and  apparatus  described  to  this  point  are  located 
on  the  square  of  ground  north  of  Market  street  and  west  of  Twenty- 
fourth  street,  with  the  Schuylkill  river  for  the  western  and  Filbert 
street  for  its  northern  boundary, ' 

"  [  §  §  Four."]  The  gas  after  leaving  the  washer  is  carried  by  a 
thirty-six  inch  main-pipe  across  the  line  of  Market  street,  below 
ground,  in  the  thoroughfare  under  the  eastern  span  of  Market  Street 
Bridge  (which  crosses  above  the  wharf  and  yard  level  of  the  gas- 
works), and  is  conveyed  to  the  purifying  houses ;  the  latter  being 
located  about  half-way  between  Market  and  Chesnut  streets,  near  the 
river.  At  the  northern  side  of  the  purifiying  house  are  placed  engines 
and  exhausters  for  moving  the  gas.  These  were  not  examined  by  me, 
but  I  am  disposed  to  think  that  they  differ  in  no  essential  way  from 
the  same  parts  of  gas  apparatus  in  other  works. 

(To  be  ooniinued.) 
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CONTINUOUS  GIRDERS  AND  DRAW  SPANS. 

By  A.  Jay  DuBois,  C.  E.,  Ph.  D.,  Prof.    Civil   and  Mechanical 
Engineering,  Lehigh  UniverBity,  Bethleheoii  Pa. 

[(continued  ft*om  Vol.  cii,  page  82.] 
V.  EXAMPLE  OF  PIVOT  SPAN. 

In  Fig.  7  we  have  represented  a  draw,  the  two  outer  spans  being 
each  40  ft.,  the  centre  span  B  (7=  20  ft. ;  centre  height  at  B  and 
0=10  ft. ;  end  height,  6  ft. ;  panel  length,  10  ft.  Two  systems 
of  triangulation,  as  shown  in  the  Fig.  We  take  the  live  load  at 
1  ton  per  ft.  per  truss,  or  10  tons  at  each  apex.  Dead  load  we  as^~ 
sume  one-half  of  this,  or  5  tons  per  apex.  Our  proportions  are^  of; 
course,  taken  for  the  sake  of  illustration  merely,  and  not  as  an  ex-  ■ 
ample  of  actual  practice.  All  the  points  necessary  to  be  brought  out 
are,  however,  illustrated  as  well  as  by  a  much  longer  span  and  more 
nsual  proportions. 

As  to  the  construction  of  the  truss,  it  is  to  be  observed  that  the 
end  verticals  must  take  compression  only,  and  not  tension.  This  is 
easily  effected  in  practice,  and  is  necessary  to  prevent  ambiguity  as 
to  the  way  in  which  the  strains  may  go.  A  negative  reaction 
(downward),  or  end  shear,  might  otherwise  cause  either  tension  in  12 
and  compression  in  Fy  or  else  tension  in  15  and  compression  in  56 
and  tension  in  A.  If,  however,  15  cannot  take  tension,  we  have  but 
one  course  for  the  strains  and  the  problem  is  determinate.  For 
similar  reasons  also,  we  must  construct  the  centre  span  so  that  the 
diagonals  take  tension  only,  and  the  three  verticals  compression  only. 
All  other  pieces  may  take  both  tension  or  compression  indifferently. 
These  points  as  to  construction  being  settled,  we  proceed  first  to 
determine  the  reactions. 

1st.  Reactions. 

We  shall  consider  the  case  of  the  tipper,  or  secondary  central 
span,  as  this  case,  we  will  suppose,  approaches  most  nearly  the  true 
state  of  things.  The  method  for  four  fixed  supports  is,  of  course, 
precisely  similar,  only  taking  the  formulae  already  given  for  that 
case.     TUe  less  the  span  B  (7  the  nearer  the  case  approaches  to  that 
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of  three  fixed  supports,  and  where  B  Ois  zero,  or  n  is  zero,  the  for- 
mulae are  the  same  as  for  two  equal  spans. 

We  must  first  put  our  formulae  into  proper  shape  for  use  in  the 
particular  case  under  consideration.     Thus  Z  =  40,  n  7  =  20,  hence  n 

=s  J  andjH"=— -  ;   A  =  -_  where  a  has  for  each  ftpex  load  the  suc- 
4  40 

cessive  yalues  10,  20,  30,  etc.,  for  jp^  P^y  etc.,  or  k  is  successively  J, 

J,  f .     Our  equations  are  then,  after  reduction. 


Ba=P-.  [70 


73i+10A»], 


It^==R,=  ^  [45  k  -lOk'l 
oo 


Now  the  denominator  of 
k  is  always  4,  of  A:  ^  al- 
ways 64;  the  numerator 
only  changing  according 
to  the  position  of  the 
weight.  These  equations 
can  then  be  written  : 


[2240  — 584  a  +  5a»], 


i2B  =  i2c=^   [72a-a^l 

^i>=   2^4   [5a«-136a], 

where  a  has  the  value  1,  2,  3,  etc.,  for  P^  P^  P^,  etc. 

These,  then,  are  the  practical  formulae  for  the  present  case,  and 
from  them  we  can  easily  find  the  reactions  for  the  apex  loads  of  10 
tons  each. 

Thus  for  P,  we  make  a  =  1  and  find  at  once  R^  =  7*415  tons 
Ub  =  JfJc  =  1.58  and  ^d  =  —  0.584  tons. 

For  P„  make  a  =  2  and  then  JRa  =  4-964,  iJe  =  jBc  =  3-035,  jRn 
=  _  1.035. 

For  P3,  make  a  =  3,  and  ^a  =  2-78,  R^=Rc  =  4*22,  J2d  =  — 
122. 
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Loads  upon  the  span  BO  ^we  suppose  to  rest  directly  upon  the 
turn  table.  For  the  first  load  to  the  right  of  (7,  viz.,  P4,  the  reactions 
at  A  and  B  are  the  same  as  for  P3  at  B  and  C  already  found.  For 
the  next  load  P^,  reactions  at  A  and  B  are  the  same  as  for  P^  ^^  ^ 
and  0.  For  Pg  at  A  and  -B,  same  as  for  P^  at  B  and  (7,  etc.  We 
thus  know  the  reactions  at  A  and  B,  due  to  every  apex  load  in  either 
end  span,  and  can  now  proceed  to  find  the  strains.  The  formulae  fcr 
reactions,  it  will  be  observed,  are  very  simple  for  any  particular  case. 

2d.   Calculation  of  Strains. 

We  have  only  to  apply  the  method  of  moments,  and  the  work  is 
80  simple,  that  an  example  or  two  will  suffice.  Conceive  a  section  en- 
tirely through  the  truss,  which  cuts  only  three  strained  pieces.  Take 
the  intersection  of  two  of  these  as  a  centre  of  moments.  Then  the 
moment  of  the  strain  in  the  third  must  be  balanced  by  the  sum 
of  the  moments  of  the  known  exterior  forces,  such  as  loads,  reac- 
tions, etc. 

Take  Py  for  example ;  its  upward  reaction  at  A  is  7*415,  [a  nega- 
tive reaction  acts  down.  Thus  for  P^  the  reaction  at  A  is  — 1'22. 
The  minus  sign  indicates  that  the  reaction  is  down,  and  that,  neglect- 
ing the  dead  weight  of  girder,  it  must  therefore  be  held  down  there. 
The  tendency  is  to  rise].  Now  take  a  section  through  A.  It  cuts 
four  pieces.  But  since  the  weight  P^  acts  only  through  its  own  sys- 
tern  of  diagonals  (full  in  Fig.),  only  these  are  strained.  The  point  of 
moments  for  A  is  then  at  6,  the  intersection  of  the  other  two  strained 
pieces.  The  strain  then  in  A  X  by  its  lever  arm  =  7-415  X  10.  The 
lever  arm  of  A  with  reference  to  6  is  from  the  proportions  of  the  figure, 
easily  found  to  be  6-965,  hence  A  X  6-965  =  7-415  X 10,  or  -4=10-64 
tons  compression  because  the  upward  reaction,  acting  to  revolve  the 
section  round  apex  6,  tends  to  compress  A.  This  strain  evidently 
acts  through  both  A  and  B,  since  both  these  flanges  are  included  by 
the  diagonals  of  the  system  for  Pj.  Hence  B=  +10*64  tons  also. 
Again,  for  flanges  C  and  2),  78  is  the  strained  diagonal,  8  the  point 
of  moments,  and  the  same  reaction  acts  now  with  lever  arm  of  30 
to  cause  compression  in  C  and  2>,  while  the  force  Pj  itself  acts  with 
lever  arm  20  to  cause  tension.  We  have  then  C  X  8*955  =  7415 
X  80   —  10  X  20  or  (7=  2>  =  2  5  tons  compression. 

Now  we  come  to  the  centre  span,  and  must  carefully  observe  the 
following  points.     Since  B  has  been  found  compression  for  Pj,  diag- 


Digitized  by 


Google 


108  CKvil  and  Mechanieal  JEngineering. 

onal  89  must  be  in  tension.  If  there  were  no  vertical  strut  at  By  we 
should  then  have  compression  along  diagonal  9  10.  But  this  diagonal 
by  construction  cannot  take  compression  ;  it  therefore  does  not  act, 
and  the  strained  pieces  cut  by  a  section  through  E  are  then,  J?,  K 
and  B  11,  which  gives  us  the  centre  of  moments  for  strain  in  E  at 
B.  Observe,  that  without  the  vertical,  we  should  have  had  10  for 
the  centre  of  moments;  or  evenm^A  the  vertical,  had  2>  been  found 
in  tension,  as  may  often  happen,  89  would  have  been  compression. 
There  would  in  that  case  have  been  no  strain  in  the  vertical,  since  it 
cannot  take  tension,  and  we  should  then  have  9  10  strained  and  the 
centre  of  moments,  therefore  at  10.  Attention  to  the  above  is  ne- 
cessary in  order  to  properly  pass  from  the  span  A  B  into  the  middle 
ppan. 

We  have  then  for  strain  in  Ej  since  JSb  passes  through  the  centre 
of  moment  JB,  and  therefore  its  lever  arm  is  zero,  j&  X  10  =  7415 
X  40  — 10  X  30  or  jE?=  —  0-34.  The  minus  sign  indicates  ten- 
sion, since  the  moment  of  P^  overbalances  that  of  the  reaction. 
If  the  centre  of  moments  had  been  at  10,  we  might  either  have  taken 
the  moments  of  22^9  ^i  and  R^^  or,  what  is  the  same  thing,  the  mo- 
ment of  the  shear  jtist  to  the  right  of  B  alone. 

The  lower  flanges  are  found  in  precisely  similar  manner.  The 
centre  of  moments  for  Gr  and  B  is  7,  and  hence  (7x8  =  —  7 '415 
X  204-10  X  10  or  ff  =  —  6-04,  and  so  on. 

For  the  diagonals  we  have  only  to  take  the  intersection  of  the  upper 
and  lower  flanges  as  a  centre  of  moments  for  each,  and  find  the  lever 
arm  for  each.  This  intersection  is,  of  course,  easily  found  from  the 
known  proportions  of  the  figure.  Thus  4  :  40  : :  10 :  100.  It  is  there- 
fore 100  ft.  left  of  By  or  60  ft.  left  of  A.  For  any  diagonal,  as  34, 
we  find  the  angle  with  the  horizontal  nearly  42°.  Its  lever  arm  is 
then  80  sin  42°  =  63-5  feet. 

For  the  weight  Pg,  for  instance,  the  reaction  at  A  is  4*964  tons,  P2 

being  10,  and  we  have,  then,  strain  in  3  4  X  53-5=  10  X  80  —4-964 

X  60  ==+502-16.     The  resultant  rotation  is  then  positive,  that  is 

from  left  to  right.     If  the  truss  were  cut  through  at  0  and  S  then, 

the  point  3  would  sink,   and  4  rise,  and  3  4  is  therefore  in  tension, 

502'16 

and  = =  —  9'38  tons.     This  is  sufiicient  to  illustrate  the  cal- 

585 

culation  of  strains.     We  have  only  to  remark  that  in  practice,  having 

found  the  reactions,  we  can  easily  diagram  the  strains  for  each  apex 
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load,  as  shown  in  the  figure,  and  check  oar  accuracy  by  calculating  the 
last  flange  thus  found.  This  may  ofcen  save  much  labor  in  long 
spans,  in  the  finding  of  lever  arms,  angles  of  inclination,  etc.  (See 
for  this  method  of  diagram,  "  Graphical  and  Analytical  Determina- 
tioh  of  Strains  in  a  Roof  Truss,**  in  April  number  of  this  Journal. 
Also,  "Elements  of  Graphical  Statics.'*)  This  method  of  diagram 
may  of  course  be  applied  to  the  continuous  girder  also. 

We  can  now  tabulate  the  strains  for  each  apex  load  in  every  piece. 

Zd.   Tabulation  of  Strains. 
Thus  for  flanges — bridge  shut — we  have : 


Pi 

A 

B 

C 

D 

E 

-0-84 
-0-14 
+1-12 

F 

0 

G 

H 

I 

+0-84 
-6-82 
-1-12 
+4'W 
+3-45 
+1-96 

K 

-1-34 

+10-64 

+10-C4 

+2-6 

+2-5 

-e-04 

-6-04 
-6-82 

Pa 

0 

+12-74 
+3-9 

+12-47       -014 

-7-1 

-71 
-8-95 

+2-14 
+1-88 

Pj 

+3-9 

0 

+9-31 
-3-1 
-2-6 

+9-31 

-e-95 
+4-08 

P* 

-31 

-4-88 
-4-4 
-2-34 

-4-88 
-4-14 
-2-34 

+1-74 
+1-46 
+0-83 

+1-74 

+1-88 

Pi 

0 

-2-5 

+1-48 

+3-46 
+1-98 

+2-14 

Pe 

0 

-1-4 

-1-4 

+0-83 

+1-34 

-2S 

+14-54 

+27  01 

+24-28 

+11-81 
-11-76 

+1-12 

+403 

+4-03 

+9-8 
-18-3 

+9-4 

+9-38 

-7-1 

-7-1 

-11-84 

-7-1 

-20-1 

-6-4 

-1-34 

From  what  has  been  already  said,  no  difficulty  can  be  found  in 
finding  the  strains  due  to  the  dead  load  (5  tons  per  apex)  when  the 
bridge  is  open, 

ABODEFan         IK 

Thus  0  _6-2— 17-4— 31-2— 400  +36  +9-7  +20-1  +83-8  +400 

If  now,  we  suppose  the  centre  supports  raised,  so  that  the  ends  just 
bear,  then  these  strains  act  even  when  the  bridge  is  shut.  The  live 
load  strains  then  act  in  combination  with  these,  and  it  is  therefore 
easy  to  find  the  maximum  strain  which  can  ever  occur  in  any  piece. 
It  is  also  easy  to  deduce  directly  from  our  tables  the  strains  due  to 
any  other  loads,  such  as  snow,  etc.,  without  calculation,  by  simply 
taking  proportional  parts  of  the  apex  load  strains  already  found. 
The  complete  calculation  of  a  draw  span  offers,  then,  no  special  diffi- 
culty, whether  we  treat  it  as  three  spans,  as  tipper^  or  as  two  spans. 
The  above  includes  then,  in  brief,  every  case  of  draw  span  or  of  con- 
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tinuous  girder  over  level  supports,  and  we  can  now  pass  on  to  our 
general  formulae,  upon  which  the  data  for  all  these  calculations 
depend. 

Vr.   GENERAL   FORMULA   FOR   SHEARS   AND   MOMENTS. 

The  following  formulae  include  every  case  of  level  supports,  what- 
ever the  number  or  lengths  of  spans,  for  a  load  anywhere  in  any 
span,  or  for  a  load  uniform  over  whole  of  any  one  span.  They  were 
first  deduced  by  Mansfield  Merriman,  G.E.,  Assistant  in  Civil  Eng., 
in  the  Sheffield  Scientific  School  of  Yale  College,  and  are,  as  we 
shall  see,  wonderfully  compact,  simple  and  comprehensive.  They 
give  us,  as  already  shown,  exactly  what  we  need  in  any  case,  viz., 
the  outer  forces,  and  in  such  a  condensed  form  that  the  engineer  can 
copy  them  upon  a  couple  of  pages  of  his  note-book.  If,  then,  he 
understands  the  simple  method  of  calculation  already  noticed  in  Article 
3,  he  can  solve  with  ease  and  perfect  accuracy  problems  which 
have  hitherto  been  considered  "  impossible  by  reason  of  their  com- 
plicity,*' and  as  '^  tasking  the  powers  of  the  best  mathematicians." 

1.  Notation. 

It  is  of  course  essential  to  be  thoroughly  familiar  with  the  notation 
adopted,  and  the  following  should  therefore  be  noted  with  care : 

We  denote  the  whole  number  of  spans  by  »,  hence  the  whole 
number  of  supports  is  9-\-\^  numbered  from  left  to  right. 

The  number  of  any  support  in  general,  always  from  left,  is  m. 
When  a  load  is  in  any  span,  the  supports  of  that  span  are  always 
r  and  r+1,  left  and  right. 

The  length  of  any  span  is  denoted  by  7,  with  a  subscrit  showing 
what  span  it  is.  Thus,  l^^l^  ...  Z.,  /„)  K^  ^^^9  respectively,  the  firsts 
becond  and  last  spans,  any  span  in  general,  and  the  loaded  span. 

A   concentrated  load  is  indicated   by  P;  its  distance  from  the 

nearest  left  hand  support  is  always  a  ;  the  ratio  of  a  to  the  length  of 

a 
loaded  span  ?,  is  i,  or  A  =  t,. 

Moments  and  shears  are  denoted,  like  lengths  of  spans,  by  sub- 
scrits.  Thus,  M^  is  any  moment  depending  on  the  value  of  m. 
M^  and  M^^  are  the  moments  at  ends  of  loaded  spans.  The  shear 
to  the  right  of  any  support  is  5,  thus  8^,  S^  and  S^^,  The  shear 
just  to  the  left  of  any  support  is  indicated  by  a  prime.  Thus  S^  and 
^tx\  ^^^  ^^^  shears  just  to  right  and  left  of  left  and  right  supports 
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of  loaded  span,     Other  symbols  which  we  use,  as  in  the  preceding 
Article,  we  have  already  used  the  letter  jET,  for  expressions  which  occur 
frequently,  will  be  best  explained  as  we  have  occasion  to  introduce 
them.     By  reference  to  the  following  Fig.  8,  the  reader  can  famil- 
iarise  himself  with   the  above  Fk,    8     s-  s«     5, 5^  g^c 
notation,  and  will  then  find  no      /'  ^  ^^^^'    "tJ'^^     V      ^  *\-^  a 
difficulty  in  understanding  and      '     ^    3    a    m    m*i  rai^  r*i   s     sh 
using  the  following  formulae.      The  correctness  of  these  formulae 
he  must  take  ''  on  faith."     For  their  demonstration  we  refer  him  to 
the  *^  Elements  of  Graphical  Statics."     He  can  also  check  them  by 
deducing  the  various  special  cases  given  in  most  works  upon  Theory 
of  Flexure,  such  as  ^^  beam  fixed  horizontally  at  one  end,  supported 
at  other,"  etc.,  as  will  be  explained  hereafter.     A  few  simple  experi- 
ments on  a  small  scale  may  also  be  easily  made,  and  will  serve  to 
give  confidence  in  the  practical  accuracy  of  the  formulae. 

2.  Farmulce. 
(A.)  Shear  at  any  supportj  right  and  left. 
For  the  loaded  span,  we  have  on  the  right  of  the  left  support 

Sr=  —, +q, 

and  on  the  left  of  the  right  support 

wl^ 
where  q=P{l  — k)  for  a  concentrated  load,  and  y  =  -^  for  a  uniform 

load,  w  being  the  load  per  unit  of  length,  and  q'  =  P  k  for  concen- 

trated,  and  q'  =~o'  for  uniform  load. 

For  an  unloaded  span  at  the  right  of  any  left  support  whose  number 
counted  from  the  left  is  m,  we  have 


and  at  left  of  any  right  support,        * 


8^  = 
it  sapp( 

5'    = 


The  "  reaction  "  at  any  support  is  R^  =  S'^+S^. 
These  formulae  for  the  shears  are  perfectly  general  and  very  simple. 
In  general,  we  need  to  know  only  the  shear  at  right  of  any  supports 
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viz.,  the  left  support  of  the  span  in  which  the  strains  are  required.  By 
substituting  the  proper  value  for  m  or  r,  we  can  then  find  the  shear,, 
provided  we  know  the  moments  at  two  successive  supports.  The  whole 
case  then  reduces  to  finding  the  moments  themselves. 

(-B.)  Moment  at  any  support. 

To  find  the  moments,  we  make  use  of  certain  auxiliary  quantities 
represented  by  Ay  B^  <?,  and  d,  whose  values  we  shall  give  afterwards. 
The  general  expressions  for  the  moments  themselves  are 
when  m  <  r+1, 

when  w»  >  r, 

now,  for  the  auxiliary  quantities,  we  have  J.  =  P  /,*  (2Ar-^  3P  +  A*), 

a 
and  B  =  Pl^^  {k  —  k^)  for  concentrated  load^  where  k  is  always  -y-, 

and  A=z  B  =^\wl^  for  uniform  load  of  Wy  per  unit  of  length  en- 
tirely covering  any  span  l^. 

Also  for  c  and  d  we  have  the  following  values  : 
<?i  =  0.  (?!  =  0. 

c^  =  1.  ^2  =  !• 

2(^1  +  72)  .  o  ?,  +  U 

(?3  = ^^ .  (/3  =  —  2— ^— — , 

0.^  +  ^3)  I.  ,  Cl  +  U  ,U 

tf,  =  — 2(?3 — j^ ^2-^.  (/^  =  —  2(^3 — d^^. 

^    6>  .•     ^  »  "I"    *'  ^3  .  O   J    '■-2  +  's-S  ^    ^•-2 

<?5  =  —  J<?^  —J (?sy-.  </g  =  — 2  (/^ — d^  J—. 

and  so  on,  for  as  many  as  may  and  so  on,  for  as  many  as  may 
be  desired,  or  generally  be  desired,  or  generally 

e^  =  -2  .„_.  [—1---)         */»  =  -  2  4-t  /_^, 


*^m-2     \7         /•  "m-2 


^.- 


m+S 


7 

'«-m+2 

For  aZZ  spans  equals  these  numbers  cr  and  d  become  equal  and  are 
successively  0,  1,  — 4,  +15,  — 56,  +209,  — 780,  etc.,  alternating  in 
sign  and  each  one  equal  to  four  times  the  preceding  minus  the  next 
preceding.     These   are   the  well  known   *'  Clapeyronian  numbers," 
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the  properties  of  which  were  first  made  known  by  Clapet/ron  {Comptes 
RenduSy  1867).  They  are,  it  will  be  seen,  merely  particular  cases  of 
the  more  general  expressions  above,  first  deduced  by  Merrimany  and 
which  hold  good  for  any  lengths  of  spans. 

VII.     EXAMPLES   OF   USE   OF   THE   FORMULA. 

1.  A  girder  continuou%  over  three  equidistant  supports  A  B  and  (7, 
has  a  weight  P  in  first  span  at  distance  a  from  left  end.  What  are 
the  moments  f   What  are  the  shears  at  the  supports  f 

Here  we  have  «  =  2,  also  r  =  1,  and  ^  =  i,  =  Z,  hence  ^  =  <?i 
=  0,  rfj  =  Cj  =  1,  c^  =  C3  =  — 4,  d^  =  <j^  =  +15,  etc. 

We  have  then  for  the  moments,  M^  =  0,  since  c„  =  Cj  =  0, 
Ac,  +  Be,  B       PI  ,,       ,   ^        .     . 

^2  =  ^2^^2(z+Q.,  =  rz  =  T ^*-*»)  ^""^  ^'  =  ^' ^'^"^ 

^■-m+2  =  c?!  =  0.      For  the  shears,  therefore,  S^  =  S,  =  Sa,  = 

— -  7-^'  +  ?=  — /     +  ^^(1-*)=  -r  +  ^a-*)' 

P  a  P 

or  5a  =  x  (4  —  6  *  +  **),  or  putting  i  =  y ,  5a  =  jp  (4  Z*  —  5  ?a 

-f  a')  precisely  the  same  as  already  given  for  this  case  in  Art.  4. 
ForS^B,  we  have 5',  =  5^+^  =  aS'b  = -^^^'  +  ?'  =  —^+Ph 

For  &  ,  we  have  S^  =  S^,  =  &  =  —'~^'  =  ^  =  ^  (i_ 

P  P 

A^).     Now  the  reaction  at  By  or  iJn  =  *S'b  +  5b  =  y  (6*— 2**)  rrr-g- 

(3i  —  i^)  =  ^  (8  Z^  a — a^),  precisely  as  already  given.     For  5'o  we 
have  m  =  8,  or,  fif'c=  5'^  =  ^^^*  =  =^' =  — J  (A:  — A^) 

=  —  j^  (2  Z^  a  —  a*),  just  as  already  given.     The  pivot  span  is  thus 

but  a  particular  case  of  our  general  formulae. 

2.  A  girder  of  three  spansy  two  end  ones  equaly  has  a  load  at  a 
distance  a  from  left  end,  what  is  the  shear  at  left  end? 

Let  the  two  end  spans  be  each  n  Z  and  middle  one  Z.  Then  in  this 
case  «  =  8,  Zi  =  Z3  =  nZ,  1^  =  1  and  r=l,  hence  {?i==ii=0,  c^=^di 
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=  l,,,  =  rf,  =  _2(»+l),.,  =  d«=?±^JL±i!L'=:?,  if  we  pat 

n  n 

i?=3+8n+8n*.     Then  3f,  =  0,  since  for  i»=l,  <r,  =  c,=0.     For 

«» =  2  or  m  >  r  we  have  M^  =  (L,£f>±^^ =  —  2  (n+1) 

<  c,+2(n  Z+i)  (?, 


Z+2(nZ+Z)(— 2n  — 2)  '        '  — i(3+8-+4i 

2Pn*Z(n+l)  (*— y)^    jjq^  fQj  tljg  reaction  at  left  end  we  have 
H 

(1-A)   or  5.=    -2Pn(n+l)    (^  -  *»)  +p(i  _  jfc)  ^  / 

B  S 

\H—  (i?— 2  n  —  2  n»)  *+(2  n+2n*)  *»]  jast  as  already  given  in 
Article  4.  In  the  same  way  we  might  find  the  other  reaction  there 
given.  If  we  make  n  =  1,  we  have  all  the  spans  equal,  and  if  we 
should  insert  in  place  of  A  and  B  in  the  values  for  AT,  the  proper 
values  for  uniform  load,  we  should  have  the  reactions  for  full  load  over 
any  span.  Making  this  change  in  the  preceding  examples  we  can 
compare  our  results  with  those  given  by  Stoney  (Theory  of  Strains), 
for  the  same  two  cases,  and  thus  prove  the  accuracy  of  our  formulse, 
by  a  comparison  of  the  results  obtained  from  them,  with  the  results 
of  independent  investigations.  Such  a  comparison  will  also  give  an 
idea  of  the  amount  of  labor  and  investigation  saved  by  our  formulae. 
By  the  ordinary  methods,  the  deduction  of  the  above  values  would 
be  tedious  in  the  extreme,  and  would  even  *'  task  the  powers  of  the 
best  mathematicians." 

3.  In  a  girder  of  seven  equal  spans j  we  have  a  weight  Pat  a  dis- 
tance a  from  the  fourth  support.  What  is  the  moment  and  shear  at 
this  support  ?     (The  reader  should  in  every  case  draw  a  figure.) 

Here  «  =  7,  r=4,  and  since  all  the  spans  are  equal  c?j  =  rf^  =  0, 
<?2=^2  =  1»  ^3=^3  =  — 4>  <?4  =  i4  =  15,  (•^=^3=  — 56,  c^  =  d^  = 

209,  (?,  =  A  =  —  780,  etc.      Hence  M,=  M.  =  e.  ^  ^^+^  ^^  =  15 

Id^+^ld, 

-f^+}^^^  or  M,=  15  ~^^1+^^^.    Inserting  the  values 
209  Z— 8120  I  —  2911Z  ^ 

of -4.  and  B  for  concentrated  load,  we  have  M.=s  (97   k  — 

'       2911      ^ 

168  A:'+71  A*).     If  in  this  we  give  to  h  its  several  values  for  the 
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various  weights,  Pp  P,,  etc.,  and  insert  the  valaes  of  P  and  Z,  we 
shall  find  the  Valaes  of  M^  for  *^  interior  loading,"  as  already  given 
in  Article  3.     In  a  similar  manner  we  can  find  Jlf^,   thus,  M^  =  d^ 

le^+Ue,  —  2911i  2911    ^  ^  " 

knowing  now  M^  and  M„  we  can  find  the  shear  6S^^S,^ _*       — » 

t 

+-P(1 — *).  If  for  the  same  girder,  we  suppose  the  first  span 
loaded  with  uniform  load  over  the  whole  length,  and  wish  the  moment 
at  fourth  support,  we  have  r  =  1  and  A  =  B=^\w^\  By  Cy  and  d  the 

same  as  before,  hence  f or  «i = 4  itf".  =  A      ^^"^      » =  —  56 

*       '  le,+^lc,  — 2911Z 

66     1     a        14        n        .  T^       .  Ac.+Be^  15  JB 

=  -_ — itt?P= M>  P;  andilf.  =  a. — LX L    =    — ^^  ^  , 

2911^  2911  *       '    Z<?«+4Zc,  —  2911Z 

15                           15 
=  — i  t£^  P  =  — w  P.    Now  we  can  find  the  shear  just 

2911  *  11644 

to  the  right  of  fourth  support,  viz.,  S^=  — ^^ — 5.     In  like  manner 

we  can  find  moment  and  shear  at  fourth  support  for  third  span  loaded, 
as  also  at  same  support  for  sixth  span  loaded.  The  sum  of  all  these 
positive  moments  and  shears  will  give  us  the  moment  and  shear  at 
fourth  support  for  first  method  of  ''exterior  loading,"  as  given  in 
Article  3.  In  the  same  way  we  can  find  the  same  quantities  for  sec- 
ond method  of  exterior  loading.  Thus  our  formulse  give  us  easily 
all  the  data,  which  in  Article  8,  we  have  assumed  as  known,  and 
which,  as  we  have  seen,  arc  sufficient  for  complete  solution. 

In  the  author's  work,  ''Elements  of  Graphical  Statics,"  will  be 
found  tables  which  may  be  easily  produced  to  any  extent  by  simple 
inspection,  giving  moments  and  shear,  without  even  using  the  formulae. 
Such  tables  are,  however,  scarcely  desirable.  The  formulae  them- 
selves are  easily  managed  and  all  sufficient  for  our  purpose. 

But  our  formula  enable  us  to  solve  other  problems  which  without 
their  aid  could  hardly  be  attempted  even.  By  making,  for  instance, 
Z^  =  0  in  our  formulae,  the  girder  infixed  horizontally  at  the  left  end, 
whatever  the  number  of  spans.  When  /,  =  0,  it  is  fixed  at  the  right 
end.  When  l^  and  Z,  are  both  zero,  it  is  fixed  at  both  ends.  The 
girder  of  single  span  fixed  horizontally  at  both  ends  is  given  in  most 
text  books.  Let  us  check  our  formulae  by  comparison  with  these  re- 
sults.    Thus : 
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4,  A  beam  of  one  span  is  fixed  horizontally  at  the  ends.  What  are 
the  end  moments  and  reactions  for  a  concentrated  load  distant  a  from 
left  end  ?  Also  for  uniform  load  over  whole  span? 

Here  we  take  8  equal  spans,  or,  «  =  3,  but  we  make  Ij  and  l^  both 
zero  in  our  formulae.  The  left  end  of  the  girder  is  then  2,  the  right 
end  8,  and  r  =  2,  ij  =  c^  =  0,  rfg  =  Cj  =  1>  ^'s  =  <?3  =  — 2.     For 

,.    ,  r       .   1.            .         ,^        ..            Ad^  +  Bd^       —2A+B 
the  left  end  then  we  have  M^  =  M^=  c^  ,  .   ,  nj'T~  =  — i 4? — 

jg 2  A 

=     01    '     Now  according  as  we  insert  the  values  for  A  and  5, 

we  shall  have  concentrated  load  or  uniform  load.  Thus  for  concen- 
trated load  J.  =  P  Z^  (2  jfc_  3  A2  +  A»)  and  J5  =  PP(A  —  Ar*),  hence 
M^  =  PI  (A  — 2*2+  P).  For  uniform  load  A  =  B  =  JwP, 
hence  M2  =  -^w  P. 

For  the  right  hand  support  we  have  m  =  8  or  m"^  r^  or  M^  = 
,   Ac.  +  Bc.       A  —  2B       A  —  2B       ,^        ^,  ,,      ,,,   ^ 

concentrated  load,  and  M^  =  -^wP  for  uniform  load. 
For  load  in  middle  k  =  ^  and  M^^  M^  =  ^Pl 
We  can  now  find  the  shears  S2  and  S\  which  in  this  case  are  the 

same  as  the  reactions  B^  ^^^  -^39  because  there  is  but  one  span. 

Thus,  S,=  S,=    -'—J '  +  q  =  -'-^ '  +  P  {1  —  k)  = 

M M 

f>   (1  _  8  Z^  +  2  F)    and   5'^,  =  S\  =  -^ -'  +  9'  = 

^^~^^  +  P  A  =  P  (—  2  A«  +  8  F).     For  A  =  I,  both  these 

become  ^  P  as  should  be,  and  all  these  formulae  are  precisely  the 
same  as  those  found  for  this  case  in  all  text  books,  thus  proving  our 
general  formulae. 

5.  A  beam  of  one  span  is  fixed  horizontally  at  the  right  end  only  ; 
what  are  the  reactions  and  the  moments  for  concentrated  and  uniform 
load? 

Here  we  have  two  spans,  or  «  =  2,  but  we  make  l^  =  0,  so  that 
r  =  1,  and  c^  =  d^  =0,  C2=  d^  =  1,  and  c^=  d^  =  —  2.     Then 

Ml  =  Oj  because  Ci  =  0^  and  M^  =  d^  j — Xol —  "^  9~r      ^^^ 
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PI 

inserting  the  values  for  -B,  we  have  M^  =  "o"  (*  —  ^)  or  J!/^  = 

For  the  reactions  or  shears,  which  in  this  case  are  the  same,  we 
have  S,  =  S^=  ^^^+  y  =  _  ^2  ^  P{l-k)~  (2-3A+n 

M^  P 

or,  S^  =  lwl  and  /S'^-i  =  S\=  -f  -\-  Pk  =-^  (3  A— «)  *,  or, 

S',  =  ^wl 

For  i  =  ^,  we  have  S^=^^  P  and  S'g  ==  H  ^-  These  formulae 
and  results  are  precisely  the  same  as  those  given  for  this  case  in  all 
text  books,  where  they  are  deduced  by  a  special  discussion  of  consid- 
erable intricacy.  It  will  be  observed  that  by  the  aid  of  our  general 
formulae,  one  case  is  no  more  difficult  than  another,  and  questions 
may  be  readily  solved  which  would  be  otherwise  almost  impossible  of 
solution.     Thus, 

6.  A  beam  of  three  spam  of  25^  50,  and  ^Ofeet^  respectively^  is  fixed 
horizontally  at  the  right  end  and  has  a  concentrated  load  o/  10  tons 
at  12  feet  from  the  third  support.  What  are  the  moments  at  the 
supports  f 

Ans.  M^  =  0,  ilfj  =  —8-20,  ifcT,  =  2462,  M^  =42-29.  ft.  tons. 
Find  the  shears,  also  moments  and  shears  for  uniform  load  over  third 
span. 

7.  A  beam  of  four  spans,  l^  =  80,  l^  =  100,  Z,  =  50,  l^  =  40 /^, 
free  at  the  ends,  has  a  load  of  10  tons  in  the  second  span  40 /^  from 
the  left  end.     What  are  the  moments  ? 

Ans.  M,  =  0,M,  =  82-01,  M^  =  8856,  M,  =--24-65,  M,  =  0. 
Find  the  shears,  also  the  moments  and  shear  for  uniform  load  over 
second  span. 

Thus  we  see  that  a  few  short  and  simple  formulae  which  may  be 
written  on  a  piece  of  paper  the  size  of  one  hand,  are  all  that  we  need 
for  the  complete  solution  of  any  case  of  level  supports — whether  the 
spans  are  all  equal  or  all  different  in  length,  whether  the  girder  merely 
rests  upon  the  end  supports  or  is  fastened  horizontally  at  one  end  or 
both  ends.  We  have  only  to  remember  that  a  positive  moment  causes 
tension  in  upper  flange  and  compression  in  lower ;  inversely  for  nega- 
tive moment.  Also,  that  a  positive  shear  acts  upwards  and  a  negative 
shear  downwards.    Also,  that  both  moment  and  shear  are  positive  at 
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the  supports  of  the  loaded  span  and  alternate  in  sign  both  ways  from 
these  supports.  This  is  all  we  need.  We  can  then  by  our  formulae 
find  the  positive  moment  and  shear  at  any  support  for  1st  case  of 
exterior  loading ;  negatire  moment  and  shear  for  2d  case ;  and  positive 
moment  and  shear  for  each  of  the  interior  apex  loads.  We  can  then 
find  the  strains  for  each  case  and  each  weight  with  the  same  ease  as 
for  a  simple  girder,  and  in  precisely  the  same  way.  Finally,  by  our 
method  of  tabulation  given  in  Article  8  we  can  find  the  maximum 
strains,  for  all  positions  of  moving  load  as  well  as  for  dead  load,  and 
this  not  approximately  but  with  absolute  exactness. 

VIII.     CONCLUDING    RBMARKS. 

If  we  take  a  girder  of  200  feet  span,  20  feet  high,  10  panels,  double 
system  of  triangulation,  live  load  20  tons  per  panel,  and  dead  load 
10  tons  per  panel,  and  calculate  its  strains,  first  for  single  span,  sec- 
ond, as  one  span  of  two  equal  continuous  spans;  third,  as  the  centre 
span  of  five  spans ;  and  fourth,  as  fixed  horizontally  at  the  ends,  we 
have  in  the  second  case  a  saving  in  strain  of  18  per  cent. ;  in  the 
third,  of  27  per  cent.,  and  in  the  fourth  of  50  per  cent.,  as  compared 
with  the  first.  Such  results  are  surely  indicative  of  considerable 
advantage  and  are  worthy  of  serious  attention  ! 

THE   DISADVANTAGES   OP   THE  CONTINUOUS   GIRDERS   ARE : 

1st.  The  fact  that  some  of  the  flanges  undergo  strains  of  opposite 
character. 

This,  in  wrought  iron  structures,  we  venture  to  think  of  little  im- 
portance. No  difficulty  in  this  respect  is  found  in  the  diagonals  of 
the  simple  Warren  girder.  The  extra  work  and  cost  of  chords  and 
chord  connections  necessary  to  secure  the  flanges  against  both  com- 
pressive and  tensile  strains,  can  hardly  amount  to  18,  30  or  even  50 
per  cent,  of  the  cost  of  girder. 

2d.     Difficulty  of  calculation. 

We  have,  we  trust,  in  what  precedes,  succeeded  in  removing  this 
objection.  The  opinion  seems  wide  spread,  that  the  determination  of 
the  strains  in  the  continuous  girder  is  impracticable  and  involved  in 
mystery.  No  opinion  could  well  be  more  unfounded.  The  accurate 
and  complete  calculation  for  all  possible  loading,  live  and  dead,  is 
precisely  similar  to,  and  offers  no  more  difficulty  than  the  simple 
girder  itself. 
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3d.  The  changes  of  strain,  unforeseen  and  often  considerable, 
which  a  small  settling  of  the  piers,  or  change  of  level  of  the  supports 
may  occasion. 

This  objection  is  only  of  importance  when  the  piers  settle,  after 
the  erection  of  the  superstructure.  If  piers  are  to  be  considered  as 
settling  indefinitely,  continuous  girders  are  indeed  impracticable.  If, 
however,  the  piers  take  in  time  a  permanent  set,  and  afterwards  re- 
main immovable,  the  above  objection  has  no  weight.  It  is  not  neces- 
sary that  the  piers  should  be  on  level,  or  even  on  line,,  or  even  that 
the  difference  of  level  be  known.  The  proper  reactions  may,  as 
suggested  by  Mr.  Herschel,  be  weighed  off,  and  the  girder  thus  left 
in  position  under  precisely  the  circumstances  for  which  it  has  been 
calculated. 

THE  PRINCIPAL  ADVANTAGES  OF  THE  CONTINUOUS  GIRDERS  ARE: 

Ist.  Ease  of  erection,  where  false  works  are  difficult  or  expensive. 
The  girder  may  be  built  on  shore,  and  then  pushed  out  over  the  piers. 

2d.  Saving  in  width  of  piers,  as  compared  with  width  required 
for  separate  successive  spans.  The  girder  may  be  put  upon  knife 
edges  at  the  piers.  In  fact  such  a  construction  is  desirable  as  better 
ensuring  the  calculated  strains.     Width  of  piers  is  undesirable. 

3d.     Saving  in  material,  ranging  in  general  from  25  to  30  per  cent. 

Finally — we  do  not  wish  to  be  understood  as  claiming  that  the 
continuous  girder  is  in  all  cases  superior  to  the  simple.  Ic  has  of 
course  its  own  place.  Theory  shows  a  considerable  gain,  and  in  the 
case  of  a  number  of  long  spans  where  the  piers  are  solid  and  false 
works  difficult,  the  advantages  of  the  continuous  girder  seem  certainly 
worthy  of  earnest  consideration.  The  theory  upon  which  our  results 
are  based  is  universally  accepted  as  a  good  working  theory  and  one 
whose  results  are  practically  correct.  Those  who  seem  inclined  to 
find  fault  with  the  theory  itself  would  do  better  service  by  giving  us 
one  more  correct,  rather  than  by  dissuading  others  from  attempting 
to  obtain  in  practice  the  gain  indicated  by  such  theory  as  we  have. 
As  is  seen  from  the  above,  the  accuracy  of  our  strains  depends  wholly 
on  the  accuracy  with  which  the  shears  and  end  moments  are  given  by 
the  formulae,  a  few  actual  experiments^  made  to  test  the  practical 
accuracy  of  these  formulae  would  be  more  satisfactory  and  more  to 
the  point  than  any  amount  of  general  discussion  of  the  theory  of 
flexure.     Such  experiments  can  very  easily  be  made.     Those  who 
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consult  the  author's  work  upon  the  "Elements of  Graphical  Statics*' 
for  the  demonstration  of  the  above  formulae  will  find  that  the  actual 
amount  of  deflection,  or  whether  this  deflection  can  be  accurately 
calculated,  has  nothing  whatever  to  do  with  our  formulae.  It  is  with 
relative  deflection  only,  that  we  have  to  do.  It  has  been  our  object, 
assuming  with  the  great  majority  of  engineers,  the  accuracy  of  the 
theory  of  flexure,  to  show  an  easy  and  practical  method  of  calcu- 
lation, which  shall  meet  one  of  the  main  objections  to  the  continuous 
girder,  and  to  exhibit  the  gain  indicated  by  theory.  This  we  claim 
to  have  done,  and  in  doing  it  we  have  given  general  formulae,  easy  of 
application,  which,  we  may  be  allowed  to  think,  mark  a  new  and  great 
advance  in  the  mathematical  discussion,  at  least  of  the  subject.  Ob- 
jections of  more  or  less  weight  can  always  be  urged  against  any  novel 
construction,  especially  before  such  construction  has  been  attempted. 
Just  how  much  weight  such  objection  may  have,  whether  really  in- 
superable or  only  of  service  in  pointing  out  to  the  engineer  special 
difficulties  to  be  met  and  overcome  by  special  skill,  can  only  be  de- 
termined by  ACTUAL  TRIAL.  No  man  without  such  actual  experience 
can  authoritatively  state  just  how  much  or  how  little  of  the  theoret- 
ical gain  can  be  attained  in  practice,  though  there  are  not  wanting 
those  who  assume  to  be  equal  to  the  task.  The  only  fair  and  legit- 
imate way  of  testing  theoretical  results  seems  to  be  by  actual  trial. 
Such  at  least  seems  to  be  the  view  held  abroad.  In  almost  every  civ- 
ilized nation,  except  America^  the  continuous  girder  has  been  or  will 
be  put  to  a  practical  test,  and  it  is  hard  to  see  why  it  should  not  be 
tested  here.  Those  who  decide  the  caise  prima  facie^  and,  in  the 
light  of  what  is  doing  abroad,  dissuade  even  from  experiments,  would 
seem  to  place  rather  too  much  confidence  in  their  own  judgment 
and  too  little  in  the  skill  and  enterprise  of  their  compeers  in  other 
countries,  while  their  claims  as  progressive  engineers  are  liable  to  be 
questioned. 


Errata. — In  article  on  Gas  Works  Engineering,  page  35,  vol.  CII, 
correct  line  22,  for  two,  read  ten;  line  25,  for  When  a,  read  Whence. 
— The  computation  of  the  number  of  feet  of  air  needed  for  a  burner 
of  4J  cubic  feet  per  hour  =  90  cubic  feet,  is  correct. 
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DAVEY'S  DIFFERENTIAL  VALVE  GEARING. 


Abstracted  from  Thesis  of 

Alfred  0.  Kilham,  Graduate  in  Mechanical  Engineering,  Massa- 
chusetts School  of  Technology,  BostoUy  Mass, 


One  of  the  greatest  defects  of  the  direct  pumping  steam  engine — 
that  is,  the  pumping  engine  which  is  constructed  without  a  crank, 
and  fly-wheel,  and  a  rotary  morement,  to  limit  the  length  of  stroke — 
is  its  liability  to  overrun  the  proper  stroke  of  the  piston,  to  the 
serious  injury  of  the  head,  or  of  the  cylinder,  or  in  fact  of  the  whole 
machine. 

In  these  engines  the  initiatory  motion  is  imparted  to  the  valve 
gearing  by  some  tappit  or  release  of  catch,  as  the  piston  approaches 
either  end  of  the  stroke,  while  with  the  intervention  of  some  one  of 
many  contrivances,  the  actual  opening  of  steam  ports  is  deferred 
until  after  the  whole,  or  nearly  the  whole  length  of  the  previous 
stroke  of  the  pump  will  have  been  completed.  In  some  way,  at  the 
proper  time,  the  valve  gearing  opens  the  ports  to  the  steam  cylinder, 
and  at  some  proper  and  fixed  point  in  the  stroke  these  ports  are 
closed  against  further  admission  of  steam  by  another  tappit,  release- 
catch,  or  in  some  cases  a  gradual  inclined  plane  movement ;  so  as  to 
allow  a  maximum  of  expansion  in  bringing  the  piston  to  rest  at  the 
full  end  of  the  stroke  without  shock.  With  a  constancy  of  load  and  of 
steam  pressure,  this  arrangement  works  satisfactorily,  but  with  the 
variation  of  either,  and  especially  of  the  former — which  is  most  liable  to 
sudden  variations,  accidental  or  otherwise — stoppages  or  overrunning 
are  likely  to  occur.  In  the  case  of  the  bursting  of  a  main  delivery  pipcj 
for  instance,  the  full  force  of  the  expansion  of  the  steam  which  may 
have  (and  for  a  non-compound  cylinder  steam  pump,  must  have),  fol* 
lowed  the  piston,  seven-eighths  of  the  stroke,  will  be  expended  in 
bursting  out  the  cylinder  head. 

The  Cornish  engine  itself  is  included  in  the  same  category  as  to 
danger  of  overrunning  its  stroke  at  either  end,  in  event  of  disturbance 
of  its  motive  pressure  or  working  load.  In  this  engine,  the  steam 
imparts  to  an  immense  mass,  a  certain  momentum  in  the  beginning 
of  the  stroke,  and  aids  in  the  continuance  of  the  motion  of  the  mass 
until  the  very  end  of  the  stroke  is  reached,  when  the  elevated  mass 
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comes  to  rest.  The  mass  on  its  return  descent,  imparts  to  a  column 
of  water  its  proper  movement  under  nearly  uniform  resistance.  Now 
if  accidentally,  either  the  connection  between  the  engine  and  the  as- 
cending mass,  or  load  is  broken ;  or  any  material  change  occurs  in  the 
water  column  resistance,  the  probability  of  disaster  is  very  great. 
Cornish  engines  require  constant  attendance  to  guard  against  such 
accidents,  but  the  utmost  care  fails  to  prevent  these  at  times.  Many 
of  the  Cornish  engines  in  this  country  have  suflfered  injury  in  this 
way,  of  greater  or  less  amount.  The  instance  of  a  failure  at  Jersey 
City  two  or  three  years  since,  may  be  quoted,  where  the  ensuing 
expenditures  for  repairs  reached  the  sum  of  $25,000. 

Within  the  past  two  or  three  years  Mr.  Henry  Davey,  of  Leeds^ 
England,  has  introduced  a  differential  (as  he  denominates  it)  valve- 
gearing,  whereby  the  valve  movement  is  made  to  depend  upon  an 
independent  cataract  on  the  one  hand  and  upon  the  relative  speed  of 
the  piston  itself  on  the  other. 

The  cataract,  here  referred  to,  is  a  cylinder  with  its  piston  ;  which 
cylinder  is  full  of  water  on  both  sides  of  the  piston,  and  the  piston 
in  the  course  of  its  movement  is  made  to  displace  the  water  from  one 
end  to  the  other  end  of  the  cylinder — from  pne  side  to  the  other  side 
of  the  piston — through  a  restricted  side  pipe  or  passage.  The  motion 
is  imparted  to  the  piston  of  the  cataract  by  an  independent  steam 
cylinder  (J)  whose  valve  motion  is  derived  from  a  tappit  which  operatea 
near  the  end  of  the  stroke  of  the  main  steam  cylinder ;  and  the  time  and 
uniform  resistance  of  the  cataract  follows  from  the  restriction  of  the 
side  pipe  by  a  screw  valve  or  an  equivalent  means  for  controlling  the 
flow  of  water  in  the  water  cylinder.  Having  thus  secured  a  motion  of 
desired  uniformity  of  rate  to  be  accomplished  as  a  stroke  in  a  desired 
interval  of  time — say  any  number  of  strokes  (3  to  60  as  wished)  per 
minute — this  motion  is  applied,  under  Mr.  Davey's  invention,  to  oper- 
ate indirectly  the  steam  valve  of  the  engine.  This  indirect  operation 
is  produced  by  connectvig  the  piston  rod  of  the  cataract  to  one  end 
of  a  balance  bar,  while  the  other  end  of  the  balance  bar  is  connected 
in  the  opposite  direction  to  the  piston  rod  of  the  main  engine.  The 
connection  in  the  latter  case  being  so  planned  by  rocker  arms  or  in- 
clined slides,  that  the  length  of  the  stroke  to  that  end  of  the  balance 
bar  is  in  reasonable  proportion,  or  equal  to  that  of  the  cataract.  When 
it  results,  that  if  the  main  valve  rod  is  joined  to  the  balance  bar  at 
some  place  in  its  length,  the  action  of  the  cataract  tending  to  open 
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the  main  valve,  will  be  counteracted  by  that  of  the  engine  tending  to 
close  it,  and  the  valve  will  have  the  "  differential  **  motion. 

Suppose  the  engine  to  have  come  to  rest  at  one  end  of  the  stroke, 
and  suppose  a  slide  valve  to  be  used  as  the  means  for  admission;  of 
course  the  valve  in  such  case  will  have  a  middle  position,  and  cover 
the  ports  of  admission  at  both  ends.  Just  before  the  engine  reached 
this  position  of  rest,  a  tappit  is  supposed  to  have  admitted  steam  to  the 
cataract  steam  cylinder,  and  presently  that  end  of  the  balance  bar 
begins  to  move,  whilst,  as  the  engine  is  at  rest,  the  other  end  of  the 
balance  bar  is  at  rest  also ;  and  under  these  circumstances,  the  point 
of  attachment  of  the  main  valve  rod  to  the  balance  bar  is  put  in 
motion,  and  the  valve  begins  to  open.  The  main  valve  continues  to 
open  in  this  way  until  the  pressure  of  steam  admitted  to  the  cylinder 
overcomes  the  resistance  of  the  column  of  water,  when  a  slow  move- 
ment commences.  The  cataract  continues  on  its  uniform  speed,  but 
as  the  previous  fulcrum  end  of  the  balance  bar  is  now  in  motion,  the 
main  valve  now  opens  more  slowly.  Presently  the  rate  of  motion  of 
the  two  ends  becomes  coincident,  or  has  such  relative  speed,  that  the 
point  of  attachment  of  the  main  valve  rod  ceases,  when  the  valve 
opens  no  further ;  or  else  the  cataract,  reaching  its  limit  of  motion, 
and  will  have  produced  its  utmost  effect  on  the  valve,  when  it  follows 
that  the  engine  connection  to  the  balance  bar  will  close  up  the  valve  at 
the  end  of  the  stroke  ;  or,  on  the  other  hand,  the  speed  of  tbe  engine 
may  have  been  such  that  its  end  of  the  balance  bar  will  have  over- 
taken the  cataract  end,  and  shut  off  the  valve  faster  than  the  cataract 
could  open  it ;  or,  finally,  the  speed  of  the  engine,  in  case  of  a  runaway 
by  failure  of  resistance  to  pumping,  may  cause  its  end  of  the  balance 
bar  to  so  far  overrun  the  speed  of  the  cataract  end  as  to  admit  steam 
on  the  back  side  of  the  piston,  and  present  a  steam  resistance  against 
the  impending  contact. 

In  Mr.  Kilham's  thesis  the  following  figures  are  employed  to  illus- 
trate this  action,  and  his  description  will  complete  the  elucidation  of 
the  appsgratus,  which  is  provokingly  simple  in  construction  and  ex- 
ceedingly difficult  to  render  intelligible  without  a  working  model. 

^'Suppose,  in  Fig.  1,  the  piston  A  to  remain  motionless;  then 
the  piston  J  of  the  subsidiary  cylinder,  moving  at  a  uniform 
speed,  would  move  the  point  L  which  regulates  the  valve  motion 
toward  the  right,  thus  opening  the  valve.  If  then  the  subsidiary 
piston   J  should    remain    still,    and    the    piston   A   should   move 
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forward,  the  point  L  would  move  toward  the  left,  thus  closing  the 
valve;  so  that  if  the  motions  occurred  successively,  the  first  would 
open  and  the  second  close  the  valve,  and  close  it  always  at  the  same 
fraction  of  the  engines  stroke,  whatever  the  boiler  pressure  and  load- 
But  if  these  motions  act  together  we  obtain  a  differential  motion 
compounded  of  the  two.  First  the  steam  is  admitted  to  the  sub- 
sidiary cylinder,  and  the  piston  J  by  its  motion  moves  the  rod  L 
and,  since  steam  has  not  yet  been  admitted  to  the  main  cylinder,  L 
turns  about  0  as  a  fulcrum,  thus  opening  the  valve  (7.  As  soon  as 
steam  is  admitted  A  begins  its  motion,  slowly  at  first  but  more 
quickly  as  the  inertia  of  the  load  is.  overcome.  When  A  starts  there 
are  two  tendencies ;  first  that  of  J  to  open  the  valve,  and  second  that 
of  A  to  close  it.  At  first  the  motion  of  L  derived  from  J  is  the 
greater,  and  the  valve  continues  to  open,  but  as  the  speed  of  A 
increases,  the  motion  of  L  derived  from  it  becomes  equal  to  that 
derived  from  J,  and  the  valve  motion  ceases.  As  the  speed  pf  A 
still  increases  the  valve  begins  to  close.  When  the  valve  is  closed, 
as  the  steam  is  working  by  expansion  only,  the  speed  derived  from  J 
again  becomes  equal  to  that  derived  from  A^  the  valve  again  stops  at  the 
other  end  of  its  throw,  and  the  engine  is  ready  for  the  return  stroke." 

"  In  Fig.  1.  are  shown  the  posi- 
tions of  the  different  parts  of  the 
gear  at  the  beginning  and  end  of 
the  stroke,  and  at  the  point  of  cut- 
off. In  Fig.2,  suppose  the  posi- 
tions marked  2  to  be  the  positions 
occupied  by  the  different  parts 
shown  in  the  figure  at  the  point  of 
cut-off,  working  under  the  ordinary 
load.  If  the  load  were  heavier,  the 

steam  pressure  being  the  same,  it 
would  take  longer  for  the  motion 
of  the  valve,  caused  by'the  main 
piston,  to  equalize  that  caused  by 
the  subsidiary  piston,  and  it  would 
therefore  be  longer  before  the  direc- 
tion of  motion  of  the  valve  would  be 
changed,  and  longer  before  cut-off 
would  take  place  than  with  the  ordi- 
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nary  load.  If  on  the  other  hand  the  opposite  should  occur,  the  cut- 
off would  take  place  earlier  in  the  stroke.  The  positions  marked  3 
and  1  are  those  occupied  with  a  heavier  or  lighter  load.'* 

"  If  from  any  cause  the  load  was  suddenly  thrown  off  the  increasing 
speed  of  the  piston  would  be  immediately  felt  by  the  valve,  which 
would  thus  be  changed  to  compensate  for  the  loss  of  load.  First 
suppose  that  the  load  is  thrown  off  before  cut-off  occurs,  then  the 
increasing  speed  of  the  main  piston  quickens  the  cut-off.  Second, 
suppose  the  load  continues  as  ordinarily  until  just  after  steam  is  cut 
off,  and  then  the  load  is  thrown  off — the  subsidiary  piston  J  will 
raove  on  uniformly,  unaffected  by  the  load,  while  the  main  piston, 
having  little  resistance,  moves  with  great  velocity,  so  that  the  sub- 
sidiary piston  moves  a  very  short  distance  compared  with  the  main 
piston.  Actuated  by  the  main  piston  principally,  the  valve  moves 
quickly  and  opens  before  the  valve  reaches  the  end  of  its  stroke. 
The  positions  at  point  of  cut  off  and  near  the  end  of  the  stroke  are 

seen  in  Fig.  3.  By  the  admission 
of  steam  the  piston  is  stopped, 
and  would  begin  to  move  the 
other  way,  but  since  both  its  mo- 
tion and  that  of  the  subsidiary 
piston  tend  now  to  close  the 
valve,  no  more  steam  will  be  ad- 
mitted until  the  subsidiary  piston 
reaches  the  position  ordinarily 
occupied  at  admission." 

The  description  and  sketches  given  above,  do  not  exhibit  the  con- 
structive details  and  mechanism  of  Mr.  Davey  in  actual  use.  A 
paper  read  by  him  before  the  Institution  of  Mechanical  Engineers  in 
1874,  shows  many  examples,  both  of  proposed  and  accomplished  ap- 
plication. This  paper,  with  further  additions,  has  been  subsequently 
republished  in  various  engineering  journals.  It  has  been  here  at- 
tempted, to  present  as  clearly  as  possible,  the  principle  of  controlling 
movement  involved  in  Mr.  Davey's  plan,  divesting  the  mind  of  the 
reader  from  the  embarrassment  of  consideration  of  methods  of  con- 
struction. The  refinements  for  adjusting  tappits,  whereby  the  cataract 
steam  (or  motive)  cylinder  is  operated,  and  the  control  or  regulation 
of  their  action,  have  been  fully  comprehended  and  met  by  Mr.  Davey, 
as  will  be  found  by  any  person,  who  shall  pursue  the  inquiry  into 
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his  published  articles.  The  valve  gearing  itself  is  an  adaptation  of  what 
has  been  applied  to  meet  similar  requirements  in  mechanical  combina- 
tions repeatedly,  so  that  no  part  can  be  called  novel  or  entirely  original. 
Perhaps  the  nearest  approach  to  the  same  application  is  that  used 
in  the  movement  of  valves  for  the  Davy  (Davy  of  Sheffield,  not  Davey 
of  Leeds),  steam  hammer,  which  has  now  met  with  nearly  universal 
acceptance  for  the  hand  and  power  valve  movement  for  steam  hammers. 
But  the  combination  of  the  governing  cataract  with  the  balance  bar, 
for  operating  the  valves  of  steam  pumping  engines  is  (the  writer  thinks) 
new,  and  is  probably  the  most  important  modification  of  this  valve 
gearing  effected  since  the  time  of  Smeaton,  that  is,  within  the  last 
.century  of  the  history  of  pumping  engines. 


VENTILATION. 


An  abstract  from  a  paper  by  Gabriel  James  Morrison,  M.  Inst.  C.E.,  was  read  before  the 
INSTITUTION   OF  CIVIL   ENGINEERS, 

London,  January  18th,  1876,  on  the  subject  of  the  Ventilation  and 
Working  of  Railway  Tunnels.  The  reading  was  followed  by  a  dis- 
cussion which  was  participated  in  by  many  of  the  most  eminent  en- 
gineers of  England,  and  the  results  of  experience  and  study  were 
elicited  in  exceedingly  instructive  forms.  The  great  end  of  the  paper 
and  discussion  was  to  consider  the  means  of  ventilation  requisite  for 
the  proposed  ^'  Channel  tunnel "  of  22  miles  in  length ;  and  those 
readers,  who  wish  to  investigate  or  understand  the  methods  for  effect- 
ing the  purpose  suggested  or  advocated  by  the  different  engineers, 
are  referred  to  the  proceedings  of  the  Institution  for  the  complete  re- 
port. But  there  were  several  data  given  in  the  paper,  and  by  differ- 
ent speakers,  which  possess  more  general  interest,  which  can  be 
appropriately  abstracted  in  the  Journal. 

For  instance,  Mr.  Morrison  gives  a  succinct  statement  as  to  Fresh 
Air,  its  Composition  and  Properties,  which  can  be  quoted. 

"  Pure  air  consists,  approximately,  of  23  per  cent,  of  oxygen  and 
77  per  cent,  of  nitrogen,  weight  for  weight — or  21  per  cent,  of  oxy- 
gen and  79  per  cent,  of  nitrogen,  comparative  volumes : — but  in  addi- 
tion, the  atmosphere  always  contains  carbonic  acid,  so  constantly, 
that  it  is  questioned  whether  this  gas  be  not  a  necessary  constituent. 
The  quantity  is  very  small,  for  Dr.  Angus  Smith  states  that  on  the 
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hills  in  Scotland  the  proportion  was  found  to  be  3*8  per  10,000 ;  in 
the  open  partB  of  London  3  per  10,000,  and  in  London  streets  8*8 
per  10,000.*  In  this  paper  fresh  air  will  be  considered  to  contain 
3|  parts  of  carbonic  acid  in  10,000  parts ;  and  the  temperature  of 
60^  Fahr.  will  be  generally  adopted,  at  which  temperature  the  weight 
of  a  cubic  foot  of  air  is  0*0765  lb. 

The  specific  gravity  of  air  beiug  .  .  1 

That  of  oxygen  is  .  .  .  .  1*1 

"        nitrogen  ....  0-97 

'*         carbonic  acid         .  .  .  1*52 

^^  Carbonic  acid  consists  of  6  parts  by  weight  of  carbon  and  16  parts 
by  weight  of  oxygen :  the  volume  of  the  Carbonic  acid  is  the  same 
as  that  of  the  sixteen  parts  of  oxygen.  This  gas  is  therefore  ^ 
heavier  than  oxygen.** 

In  another  place  in  his  paper  Mr.  Morrison  gives  the  following  em- 
pirical formulae  for  the  Flow  op  Air  THROuan  Ducts  or  Passages. 

"  The  friction  of  air  varies  as  the  square  of  the  velocity  multiplied  by 
the  pressure  against  the  sides  of  the  passage.  This  pressure  being 
uniform,  its  total  amount  depends  upon  the  total  surface,  that  is,  the 
length  multiplied  by  the  perimeter  of  the  cross  section.  The  force 
required  to  propel  air  through  any  passage  is  therefore  equal  to  the 
square  of  the  velocity  into  the  total  surface  multiplied  by  the  co- 
€J£cient  of  friction.  It  is  more  convenient  to  state  the  force  in  lbs. 
per  square  inch  or  per  square  foot,  or  as  so  many  inches  of  water 
pressure ;  the  above  result  should  therefore  be  divided  by  the  area  of 
the  cross  section. 

The  best  form  of  the  formula  for  practical  purposes  of  ventilation 

seems  to  be:   H= ,  where 

A 

S=i  head  of  pressure  in  feet  of  air  of  same  density  as  the  flowing 

air. 

L  =  length  of  the  pipe  or  passage  in  feet. 

P= perimeter  of  cross  section  in  feet. 

A  =  area  of  pipe  or  passage  in  square  feet. 

|^=  velocity  in  thousands  of  feet  per  minute. 

iSr=  co-efficient  of  friction  =  0'03. 

This  formula  is  perfectly  general,  and  may  be  used  for  any  fluid ; 

^will  always  be  the  head  stated  in  feet  of  the  flowing  fluid. 

*  "Air  and  Rain."    By  Robert  Angus  Smith.    Svo.,  London,  1872. 
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The  weight  of  1  foot  of  air,  at  60®  Fahr.,  is  0-0765  lb.  per  square 
foot.  The  weight  of  1  inch  of  water  is  5-2  lbs.  per  square. foot. 
Therefore  if  it  be  desired  to  reduce  any  result  in  feet  of  air  to  its 
equivalent  in  inches  of  water,  the  process  is  simply  to  divide  it  by 

-^  =  68. 
00765 

For  circular  passages,  taking  D  for  the  diameter,  the  formula  be- 
comes H=K  V^X^. 

These  formulae  are  only  applicable  to  passages  whose  diameter  is 
small  in  proportion  to  their  length.  For  short  passages  the  length 
should  be  increased  by  about  50  diameters  of  the  passage :  thus  the 

formula  for  circular  passages  becomes  J?"=^F^  X— ^^ — ^ -y  and 

that  for  irregular-shaped  passages,  ff=KV^X ^ 

The  value  0-03  is  deduced  from  a  formula  explained  by  Mr, 
Hawksley,  Past-President,  in  a  discussion  on  the  ventilation  of  Coal 
Mines.* 

In  a  paper  on  the  Ventilation  of  Coal  Mines,  read  before  the  Geo- 
logical Society  of  Manchester  in  1862,  Mr.  Atkinson  adopts  the 
same  formula  as  the  author,  but  gives  a  constant  of  0-26881,  or 
nearly  ten  times  that  of  most  authorities,  f  Mr.  Atkinson  gives  a 
table  of  co-efficients  depending  on  the  material  of  which  the  passage 
is  composed : — 

Material.  Obierrer.  Co-efflolent. 

Burntearth      .         .        .  Peclet  0-268 

Galleries  of  coal  mines  .  Green  well  0-254 

Sheet  iron  (clean)      .         .  Peclet  0*067  to  0-105 

Cast  iron  (old  and  tarred)  Giraud  0-048 

Gas  in  pipes     .         .         .  Hawksley  0-030 

Water  in  pipes       .         .  Eytelwein  0-030 

Sheet  iron  (old  and  rusty)  Girard  0-027 

Tinned  iron  .         .         .  D*Aubuisson  0-025 

In  a  discussion  on  Fans,  Mr.  Greenwell  stated  that  the  co-efficient 
of  friction  varied  according  to  the  nature  of  the  sides  of  the  passage^ 

*   Vide  Minutes  of  proceedings  Inst.  C.  E.,  vol.  vi,  p.  192, 

t  Quoted  also,  by  C.  Cope  Pearce,  in  the  transactions  of  the  South  Wales  Institute 
of  Mining  Engineers,  vol.  v.    The  figures,  however,  are  taken  from  the  original. 
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as  shown  by  Girard,  D'Aubuisson,  Ac*  To  this  Mr.  Hawksley  re- 
plied that  these  discrepancies  arose  from  badly  conducted  experi- 
ments; he  had  had  good  opportunities  of  making  experiments  in 
nines  with  long  uniform  airways,  as  well  in  pipes,  and  there  were 
not  in  reality  any  such  differences  of  co-eflBcients.  On  another  occa- 
sionf  Mr.  Hawksley  said  that,  when  the  density  of  any  elastic  fluid 
did  not  materially  vary  throughout  the  length  of  the  pipe,  the  same 
rule  as  for  inelastic  fluids  applied,  and  that  the  general  formula  was 

V  =  48-i/  — .      V  being  the  velocity  in  feet  per  second  ;  this  formula, 

reduced  to  the  form  adopted  by  the  author,  gives  a  constant  of  0-031. 
Prom  Eytelwein's  formula  according  to  Beardmore  the  author  dedu- 
ces 0*028  as  the  constant.  In  a  paper  by  Mr.  Lowe,  the  constant  is 
given  as  0-030,  and  in  an  old  formula,  possessed  by  the  author  for 
many  years,  the  constant  is  given  as  0'028.  From  experiments  on 
the  pneumatic  tube  from  Euston  to  H6lborn,J  taking  the  velocity  of 
the  air  to  be  that  of  the  carriage,  allowing  nothing  for  the  work  done 
in  moving  the  carriage,  a  maximum  value  is  obtained  of  0036,  and 
making  allowance  for  the  weight  of  the  carriage,  the  results  give  a 
probable  value  for  the  constant  of  0027.  The  experiments  in  Lime 
Street  tunnel  (at  Liverpool),  are  not  well  suited  for  deducing  a  con- 
8tant,||  the  length,  1,200  yards,  being  hardly  as  great  in  proportion 
to  width  as  is  desirable.  From  the  data  given,  making  use  of  the 
formula  for  short  passages,  the  constant  comes  out  0049;  but  the 
velocity  of  the  air  may  have  been  higher  than  taken :  a  difference  of 
20  per  cent,  would  bring  the  constant  to  the  same  figure  as  the  others. 
From  experiments  made  at  Crewe,  shortly  before  the  ventilation  of 
this  tunnel   was  carried  out,  the  following  formula  was  deduced  : — 

Discharge  in  cubic  feet  per  hour,  1,314a/—-    ;  d  =  diameter  of  pipe 

in  inches,  h  =  head  in  inches  of  water,  I  =  length  in  yards.  This 
gives  a  constant  for  the  formula  adopted  by  the  author,  of  0-029. 
The  author  believes  that  the  authorities  quoted  are  sufficient  to  justify 
him  in  adopting  0'03  as  the  value  of  the  constant  K. 

*  Vide  Minutes  of  proceedings  Inst.  C.  E.,  vol.  xxx,  p.  804. 

f  Ibid.,  vol.  xxxiii,  p.  68. 

X  "Engineering,"  28d  Aug.,  1872. 

II   Vide  Inst.  Meoh.  Eng.,  proceedings,  1871,  p.  22  et  teq. 
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It  will  be  convenient  now  to  consider  the  best  position  for  applying 
the  power,  so  as  to  insure  the  supply  of  a  proper  amount  of  fresh  air. 

The  most  obvious  arrangement  is  to  withdraw  the  air  from  the 
centre  of  the  tunnel.  Where  this  method  is  applicable  no  other  can 
compete  with  it ;  no  valves  or  doors  are  required ;  the  air  enters  at 
both  ends  of  the  tunnel;  and  the  speed  of  current  necessary  for  ven- 
tilation is  therefore  only  half  what  it  would  be  if  the  current  entered 
at  one  end  and  passed  out  at  the  other. 

This  system  has  been  adopted  at  Lime  Street  tunnel,  Liverpool. 
The  tunnel  is  2,025  yards  long,  and  the  air  in  it  is  entirely  changed 
in  eight  minutes ;  431,000  cubic  feet  are  withdrawn  per  minute,  and 
the  resistance  of  the  tunnel  is  so  slight  that  a  partial  vacuum  of  0*14 
inch  of  water  is  sufficient  to  cause  this ;  indeed  almost  the  whole  of 
the  power  appears  to  be  expended  in  overcoming  the  friction  of  the 
air  in  the  shaft.  The  case  is  somewhat  peculiar.  There  is  a  con- 
siderable incline,  and  therefore  the  heavy  (that  is  to  say,  the  coal- 
burning)  traffic  is  in  one  direction  only.  The  fan  is  placed  in  a  shaft 
1,212  yards  from  the  lower  end  of  the  tunnel.  As  soon  as  a  train 
is  ready  to  start,  the  fan  is  set  in  motion.  The  train  takes  three 
minutes  to  run  through ;  the  lower  portion  of  the  tunnel  is  entirely 
cleared  in  five  minutes,  and  the  upper  portion  in  four  and  a  half 
minutes  from  the  time  the  train  reaches  the  top  of  the  tunnel.  The 
fan  is  only  worked  when  required :  when  not  at  work  the  tunnel 
clears  itself  by  natural  ventilation  in  forty-five  minutes.  In  the 
case  of  short  tunnels,  with  frequent  trains,  or  of  long  tunnels  with  a 
smaller  number  of  trains,  this  intermittent  system  would  be  inap- 
plicable. 

A  tunnel  half  a  mile  long,  with  thirty  trains  per  hour,  would  repre- 
sent the  worst  cases  on  the  Metropolitan  railway.  If  artificial  ven- 
tilation were  adopted,  all  the  products  of  combustion  must  enter  the 
tunnel.  At  a  shaft  near  the  centre  of  the  tunnel,  all  the  air  might 
be  drawn  from  the  stations,  which  would  then  be  constantly  full  of 
fresh  air,  and  the  passengers  on  the  platforms  would  never  feel  any 
discomfort.  Supposing,  as  in  the  second  example  given  above,  a 
consumption  of  24  lbs.  of  carbon  per  train  mile,  to  bring  the  amount 
of  carbonic  acid  down  to  the  proportion  of  8^  parts  per  10,000,  the 
tunnel  must  be  filled  three  times  for  every  five  trains,  or  eighteen 
times  per  hour ;  as  the  tunnel  is  a  half  mile  long,  and  is  filled  from 
both  ends,  the  velocity  of  the  current  will  be  nearly  400  feet  per 
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minute,  and  there  must  be  withdrawn  473  X  400  X  2  =  378,400  cubic 
feet  per  minute.  This  is  less  than  the  duty  of  the  fan  at  the  Lime 
Street  tunnel. 

The  head  of  pressure  is :    H=  KV'X  ^^^^^^  =  O'OS  X  0-4^ 

^  83  X  1,320+200  X473      o  at  i^    .    i?    •        a  aq  •     u    r      . 

X — Ti^Ti =  2'07  feet  of  air  =  003  mch  of  water. 

473 

As  probably  a  head  of  |  inch  of  water,  or  3-9  lbs.  per  square  foot, 
will  be  required  to  force  the  air  through  the  passages  leading  from 
the  tunnel,  the  friction  of  the  tunnel  proper  is  not  worth  considering. 
Air  to  the  amount  of  380,000  cubic  feet  per  minute  withdrawn  against 
a  vacuum  of  f  inch  of  water  represents  an  eflfective  SP  of 
380,000  X  3-9  _ 
~   33,000 

At  such  low  pressures,  the  effective  power  of  a  fan  can  scarcely  ex- 
ceed 50  per  cent,  of  the  indicated  ffP  of  the  engine,  so  that  about 
90  ffP  will  be  required. 

A  tunnel  7  miles  long,  with  sixteen  trains  per  day,  consuming  on 
the  average  35  lbs.  of  carbon  per  mile,  would  have  to  be  filled  once 
for  each  train,  or  sixteen  times  in  twenty-four  hours.  This  would 
require  a  current  from  one  end  to  the  other  of  410  feet  per  minute ; 
for,  in  the  case  of  very  long  tunnels,  it  rarely  happens  that  it  is  pos- 
sible to  have  a  shaft  in  the  middle.  In  the  Hoosac  Tunnel  there  is 
such  a  shaft,  and  of  course  if  that  tunnel  were  to  be  ventilated  arti- 
ficially, advantage  would  be  taken  of  it ;  but,  as  a  rule,  long  tunnels 
are  constructed  to  overcome  great  natural  obstacles,  and  are  without 
a  shaft  from  end  to  end. 

Assuming  the  same  size  of  tunnel  as   before,  and  taking  the  for- 

,   ^     ,                       rr     KV'PL     003 X0-4PX 83X36,960 
mula  for  long  passages,  Ja  = ^ = — ^ — , 

=  33  feet  of  air  =  J  inch  of  water.  If  |  inch  be  allowed  for  the 
friction  in  the  air  channels,  it  will  give  1 J  inch  pressure  altogether. 
The  necessary  pressure  in  mines  is  often  considerably  higher ;  but 
even  in  what  are  considered  properly  ventilated  mines,  the  air-pas- 
sages are  often  so  small  that  a  man  can  scarcely  crawl  through  them. 
If  the  number  of  trains  be  twelve  per  day,  the  average  current  to 
ventilate  the  tunnel  will  only  be  3^  miles  per  hour ;  and  if  a  propor- 
tion of  13^  parts  of  carbonic  acid  per  10,000  be  permitted,  it  will 
only  be  If  mile  per  hour." 
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Doct.  Letheby  (since  deceased)  gives  some  very  valuable  state- 
ments on  "  The  Quantity  of  Carbonic  Acid  Evolved  in  Respira- 
tion, etc/' 

"Experiments  dating  from  the  time  of  Sir  Humphry  Davy  had 
established  beyond  question  the  precise  quantity  of  carbonic  acid 
produced  by  each  individual  when  at  rest.  Each  person  consumed 
about  2J  grains  of  carbon  per  minute,  equal  to  8-25  grains,  or 
rather  more  than  17  cubic  inches,  of  carbonic  acid,  and,  with  the 
hydrogen  consumed  in  his  body,  it  amounted  to  about  20  cubic  inches 
of  atmospheric  oxygen  consumed  in  a  minute.  Dividing  the  7,000 
grains  making  a  pound  of  the  combustible,  by  4^  grains,  the  amount 
consumed  by  each  person  in  the  run  of  1  mile  at  the  speed  of  30 
miles  an  hour,  it  would  be  seen  that  there  were  one  thousand  five 
hundred  and  fifty  persons  to  every  pound  of  carbon.  That  was  an 
important  consideration  in  regard  to  the  extent  to  which  each  individual 
vitiated  the  atmosphere,  for  it  showed  that  the  vitiating  efiect  of  res- 
piration was  insignificant.  With  reference  to  other  vitiating  agents, 
carbonic  oxide  was  one  of  the  most  deadly.  One  per  cent,  of  it  in 
the  atmosphere  of  a  tunnel  would  kill  every  person  in  it  in  ten  min- 
utes :  hence  the  great  importance  of  a  perfect  combustion  of  carbon. 
As  to  carbonic  acid,  the  proportion  found  in  the  breath  was  about  4J 
per  cent.,  but  this  was  irrespirable ;  even  2  per  cent,  of  carbonic  acid 
in  the  atmosphere  was  exceedingly  distressing.  In  some  dormitories 
examined  by  Dr.  Bence  Jones,  where  the  "  casuals  *'  were  in  a  very 
uncomfortable  state,  the  percentage  of  carbonic  acid  was  only  1^, 
In  others  in  England  and  France,  where  there  were  from  68  to  80 
volumes  of  carbonic  acid  in  100,000  of  air,  the  inmates  did  not  appear 
to  suffer  much;  and  the  same  was  the  case  with  some  of  the  crowded 
lodging-houses  of  the  city,  where  he  had  found  as  much  as  100  vol- 
umes in  10,000  of  air:  so  also  in  certain  mills  and  workshops  with 
from  28  to  30  volumes  of  carbonic  acid  in  10,000  of  air.  The  at- 
mosphere of  the  Court  of  Chancery  had  contained  198  volumes  of 
carbonic  acid  in  10,000 ;  that  of  the  Chamber  of  Deputies  in  Paris, 
25  in  10,000 ;  the  London  theatres,  10-2  in  10,000  ;  and  those  of 
Paris  from  23  to  43  per  10,000.  He  thought  therefore  that  the 
maximum  of  carbonic  acid  of  15  volumes  to  10,000  volumes  of  air 
could  be  endured  for  a  time  in  a  tunnel.  Not  that  he  would  recom- 
mend any  one  to  live  constantly  in  such  an  atmosphere,  but  he  did 
not  know  that  it  would  do  any  harm  for  a  reasonable  time.     He 
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looked  upon  10  in  10,000  as  the  point  where  the  atmosphere  was  get- 
ting bad ;  but  there  were  many  instances  in  which  persons  lived,  ap- 
parently without  discomfort,  in  an  atmosphere  containing  considerably 
more  than  15  volumes  of  carbonic  acid  in  10,000  of  air.  There  was, 
he  thought,  no  great  cause  for  alarm  with  regard  to  the  future  of 
tunnels :  for  supposing  that  a  normal  atmosphere  contained  .4  volumes 
uf  carbonic  acid  in  10,000  of  air,  and  that  15  volumes  of  carbonic  acid 
might  be  permitted  to  exist  in  it,  then  if  36  lbs.  of  pure  carbon  were 
consumed  per  mile  in  a  tunnel  there  would  be  produced  1,097  cubic 
feet  of  carbonic  acid  gas,  which,  with  the  oxygen  consumed,  would 
require  only  1,002,757  cubic  feet ;  amounting,  with  a  sectional  area 
of  473  square  feet,  to  2,120  feet  of  tunnel,  or  about  ^  mile.  So 
that  supposing  the  tunnel  to  be  impervious,  not  allowing  the  diffusion 
of  gases  through  the  walls,  if  it  were  ventilated  once  for  every  two 
trains,  that  would  be  a  good  and  effective  ventilation.  But  suppose 
the  ventilation  could  not  be  effected,  the  question  will  then  arise 
whether  some  other  fuel,  less  vitiating  in  its  action,  could  not  be  used. 
Twenty-seven  pounds  of  benzole,  doing  the  work  of  35  lbs.  of  pure 
carbon,  or  of  37*9  lbs.  of  coke  containing  92*4  per  cent,  of  carbon, 
would  consume  9S0  cubic  feet  of  oxygen,  and  produce  786  feet  of 
carbonic  acid,  and  it  would  vitiate  only  719,445  feet  of  air ;  27  7  lbs, 
of  the  common  oils,  doing  the  same  work,  would  consume  1,072  cubic 
feet  of  oxygen,  and  produce  673  cubic  feet  of  carbonic  acid,  vitiating 
617,178  cubic  feet  of  air.  The  fuel  that  vitiated  the  atmosphere  to 
the  least  extent  was  wood  spirit ;  but  it  was  unfortunate  that,  in  de- 
scending in  the  scale  of  vitiation,  compounds  were  reached  that  were 
richer  and  richer  in  hydrogen,  and  therefore  more  and  more  volatile, 
though  they  might  be  used  in  the  form  of  spray  from  a  jet.  In  the 
case  of  paraffine  oil,  it  took  23  lbs.  to  do  the  work  of  25  lbs.  of  pure 
carbon,  the  oil  consuming  only  932  cubic  feet  of  oxygen,  producing 
621  cubic  feet  of  carbonic  acid,  and  vitiating  569,202  cubic  feet  of 
air.  But  was  it  possible,  by  any  contrivance,  to  use  hydrogen  ?  No 
carbonic  acid  would  then  be  generated  ;  there  would  simply  be  an  ab- 
straction of  oxygen.  He  had  made  experiments  on  birds,  to  ascertain 
how  far  he  could  go  in  the  absorption  of  the  oxygen  of  the  atmosphere, 
taking  care  to  remove  the  carbonic  acid  as  fast  as  it  was  produced;  and 
he  found  that  he  could  bring  down  the  proportion  of  oxygen  to  less  than 
one-half  without  the  bird  showing  any  sign  of  distress.  Now  11*6  lbs. 
of  hydrogen  would  do  the  work  of  35  lbs.  of  pure  carbon.     It  amounted 
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to  nearly  2,190  cubic  feet ;  and  if  that  could  be  carried,  it  would 
consume  only  1,095  cubic  feet  of  oxygen,  producing  no  carbonic  acid, 
and  it  would  only  destroy  6,460  cubic  feet  of  air.  The  hydrogen 
might  be  so  used  that  the  whole  theoretical  quantity  of  heat  (twice  as 
much  as  the  practical  quantity)  might  be  utilized ;  and,  considering 
how  much  was  lost  by  the  carbon,  he  was  not  sure  whether  6J  lbs.  of 
hydrogen,  instead  of  over  11  lbs.,  would  not  do  the  work  of  the  85 
lbs.  of  carbon.  Then  another  question  arose,  whether,  if  the  fuel 
could  not  be  altered,  anything  could  be  used  to  absorb  the  carbonic 
acid  as  fast  as  it  was  produced  ?  Twenty-eight  pounds  of  lime  would 
absorb  22  lbs  of  carbonic  acid,  the  product  of  6  lbs.  of  carbon.  He 
did  not  think  there  would  be  much  practical  difficulty  in  the  use  of 
lime  in  a  tunnel,  if,  instead  of  the  engine  discharging  the  steam  and 
the  products  of  combustion  together,  the  products  of  combustion  were 
made  to  pass  through  lime  purifiers ;  and  in  that  way  the  whole  of  the 
carbonic  acid  would  be  absorbed. 

Mr.  Tomlinson  (whose  previous  popular  publication  has  made  him 
an  authority  in  ventilation)  describes  the  first  results  of  the  efforts, 
made  under  his  direction,  in  ventilating  the  tunnels  of  the  Metropoli- 
tan railway.  Frequent  shafts  already  existed  along  the  lines  of  tun- 
nels of  this  railway,  which  had  been  constructed  with  a  view  to  give 
outlet  or  escape  to  the  foul  air,  previous  to  a  last  attempt  to  relieve  the 
difficulty,  and  these  shafts  have  been  made  efi'ective  by  the  interposi- 
tion of  some  deflecting  screens,  placed  within  the  tunnel,  across  the 
headroom,  above  the  top  of  the  trains.  By  means  of  these  deflectors 
the  current  of  air  which  flows  with  any  passing  train  is  intercepted, 
and  directed  by  the  form  of  the  screen  surface  upward  and  outward^ 
through  half  of  the  shaft  opening,  which  is  bratticed  or  partitioned  oflf 
for  the  efflux  of  the  foul  air ;  while  the  vacuity  of  air,  which  is  crea- 
ted on  the  opposite  side  of  the  screen,  after  the  train  had  passed,  is 
supplied  by  fresh  air,  which  is  sucked  down  the  other  half  of  the 
divided  shaft,  (the  inner  side  of  the  screen  having  the  proper  shape 
to  induce  the  entering  air  to  follow  the  train  with  the  least  resistance). 

For  tunnels  where  one  or  more  shafts  are  practicable,  this  method 
of  Mr.  Tomlinson  appears,  with  the  possibility  of  many  modifications, 
to  present  a  ready  and  economic  way  of  obtaining  the  desired  relief. 
An  investigation  of  the  nature  of  the  current  of  air  accompanying  a 
train,  either  in  open  air  or  enclosed  in  long  or  short  ducts,  at  difier- 
ent  rates  of  speed,  might  form  a  proper  sequel  to  these  ^'  proceedings  '^ 
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of  the  Institute.  Such  an  enquiry  would  probably  demonstrate,  that^ 
at  some  given  length,  rate  of  speed,  and  number  of  trains,  a  short 
double  or  single  track  tunnel  of  given  cross  sections  would  be  practi- 
cally  self  ventilating ;  and  that  the  length  of  a  single  track  tunnel 
which  should  not  demand  or  make  desirable  some  other  means  of  ven* 
tilation  would  far  exceed  that  of  a  double  track ;  so  that  at  some 
point  a  double  tunnel  should  be  preferred  to  a  single  one  for  a  double 
track  line,  etc.,  etc. 

It  is  apparent  that  this  method  of  Mr.  Tomlinson  is  not  applicable 
to  tunnels  of  great  length,  where  frequent  shafts,  as  compared  to  the 
traffic,  are  not  admissible,  as  for  instance  the  Mt.  St.  Gothard,  Mt* 
Cenis,  or  the  Channel  tunnel ;  and  that  further  and  more  complete 
information  in  accordance  with  the  suggestion  of  Doct.  Pole,  as  to 
the  condition  of  ventilation  at  the  Mt.  Ceois  tunnel  at  this  time  would 
be  highly  acceptable. 


ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE  LAST 

TEN  YEARS.* 


By  Dr.  A.  W.  Hofmann. 

From  the  Chemical  News, 
[Continued  from  Vol.  cii,  page  57.] 

A  few  singular  proposals  for  eflfecting  a  reduction  of  temperature 
may  be  finally  mentioned.  J.  B.  Toselli,  of  Paris,!  causes  a  spiral 
pipe  to  revolve  in  a  vessel  of  water,  from  which  it  simultaneously, 
during  each  rotation,  raises  a  certain  quantity  of  water  and  transfers 
it  to  an  adjacent  vessel,  whence  it  flows  back  through  a  worm  into 
the  former.  The  spiral,  during  its  revolutions,  has  its  entire  surface 
moistened.  A  ventilator  drives  air  against  it,  evaporates  the  adhering 
layer  of  moisture,  and  thus  lowers  the  temperature  of  the  tube  and  of 
the  water  it  contains.     A  refrigeration  of  from  2*7°  to  18*3°  C.  is 


*  "Berichte  iiber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des  Letzt«n 
Jahrzehends." 

t  ToseUi,  Meeh.  Mag.,  1872,  433.     DingL  Pol.  Joum.,  ccv,  28. 
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gaid  to  be  thus  produced  according  to  the  weather.  In  the  second 
vessel,  which  is  traversed  by  a  worm  containing  the  cold  water,  is 
placed  the  liquid  to  be  cooled,  such  as  worts  of  beer,  artificial  mineral 
waters,  &c.  The  efiect  produced  can  be  but  trifling,  and  depends 
entirely  on  the  state  of  the  weather,  and  on  the  amount  of  atmos- 
pheric moisture,  which  is  never  wanting.  A  psychrometer  fixed  in  the 
place  where  the  experiment  is  to  be  made  will  show  the  result  before- 
hand with  tolerable  accuracy^ 

Ballo,*  of  Pest,  produces  cold  by  forcing  very  finely  divided  air 
througa  bisulphide  of  carbon.  The  condensation  of  the  liquid  needful 
for  its  recovery  is  a  hindrance,  on  which,  in  fact,  the  entire  project 
must  be  wrecked.  A  recovery  of  the  bisulphide  of  carbon  by  any 
other  means  than  by  condensation  and  refrigeration  of  the  air  satu- 
rated therewith  is,  in  the  absence  of  suitable  solvents,  impossible. 
Even  by  this  means  it  would  involve  much  difficulty  and  a  great 
expenditure  of  force,  and  would  bring  us  back  to  the  principle  of  the 
air  machine.  In  this  direction  the  problem  is  practically  incapable 
of  solution. 

Preservation  of  lee. 

As  a  supplement  to  our  report  on  the  principles  of  the  artificial 
production  of  ice,  and  on  the  apparatus  hitherto  devised  for  this  pur- 
pose, a  few  words  must  be  added  on  the  arrangements  for  the  preser- 
vation of  cold  in  the  concentrated  form  of  ice.  This  is  a  question  of 
great  practical  importance.  Ice  machines,  however  they  may  be 
eventually  improved  and  their  efi'ect  increased,  will  never,  in  the 
more  northern  parts  of  the  temperate  zone,  where  a  moderately 
cold  winter  with  frost  is  generally  experienced,  acquire  importance 
enough  to  meet  the  demand  even  approximately.  They  will  serve 
merely  as  valuable  substitutes  to  render  us  independent  of  the  fickle- 
ness of  the  seasons.  Even  in  more  southern  regions  where  ice  ma- 
chines are  the  only  source  for  obtaining  ice,  they  must  work  to  stock 
and  fill  magazines,  since  the  demand  does  not  go  hand  in  hand  with 
the  production,  but  varies  with  the  weather.  There  is  in  general  no 
conception  of  the  quantities  of  ice  which  certain  trades  require,  and 
which  are  consumed  in  domestic  life  where  its  use  has  grown  into  a 
necessity.  In  1866  the  quantity  of  ice  consumed  in  New  York  and 
its  vicinity  amounted  to  250,000  tons  (254,015  metric  tons)  or  5cwt8. 

*  Ballo,  DingL  PoL  Joum.,  ccxi,  845. 
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per  head.  The  weight  stored  up  was  543,000  tons  (551,721  metric 
tons),  whilst  the  capital  employed  in  the  trade  amounted  to  2,160,000 
dollars.  The  retail  price  was  for  quantities  of  5  to  12  kilos.  4  pfen- 
nige*  per  kilo.,  but  for  quantities  of  1  to  10  cwts.  only  one  shilling 
per  cwt. 

In  1871  a  company  in  Berlin,  the  "North  German  Ice  Works,  ** 
stored  up  600,000  cwts.  of  ice,  and  delivered  it  to  subscribers  at  77 
pfennige  per  cwt.  The  quantities  of  ice  consumed  in  brewing  may 
be  learned  from  the  following  data,  which  the  author  obtained  in 
1869  from  Dreher's  brewery  at  Klein  Schwechat,  near  Vienna : — 
This  establishment  brewed,  in  1867,  483,150  Viennese  eimers,  := 
273,463  hectolitres,  and  stored  up  515,600  cwts.  (28,874,219  kilos.) 
of  ice.  In  the  following  year  these  numbers  rose  to  492,499  eimers 
(278,754  hectolitres)  of  beer  and  563,058  cwts.  (31,531,924  kilos.)  of 
ice.  On  an  average  1  cwt.  of  ice  is  used  per  eimer  (56  6  litres).  In 
a  prolonged  frost  of  2  months  this  quantity  can  be  procured  at  the 
cost  of  7  Austrian  kreutzers  (14  pfennige)  per  cwt.  In  shorter  pe- 
riods of  cold  the  price  rises  to  from  10  to  12  kreutzers,  to  which 
must  be  added  1  kreutzer  for  shoveling  into  the  ice  cellars.  In  mild 
winters  the  ice  is  brought  in  part  from  Styria ;  as  the  cold  weather 
in  1869  set  in  late,  26,000  cwts.  (1,456,031  kilos.)  were  procured 
from  there,  costing,  by  the  time  it  reached  the  brewery,  115  florins 
per  200  cwts. 

In  breweries  ice  is  still  universally  stored  in  walled  pits,  which  are 
placed  near  the  store  cellars,  and  keep  the  latter  cool.  In  Dreher's 
establishment  the  cellars  occupy  113  cubic  fathoms  =  771*05  cubic 
metres,  serving  to  store  3600  to  3800  eimer  of  beer  =  2038  to  2151 
hectolitres,  and  the  adjoining  ice  pit  contains  65  cubic  fathoms  (413*52 
cubic  metres)  holding  about  6510  cwts.  (368*466  kilos.).  The  ice 
pits  have  the  defect  of  being  costly  in  construction  and  uncertain  in 
their  action.  If  ground  water  flows  in  over  the  floor,  the  ice  melts 
rapidly.  Where  ice  is  stored  up  for  sale  in  large  quantities  it  is 
better  to  construct  ice  houses  above  ground,  after  the  American  plan, 
consisting  essentially  of  double  walls  of  wood  with  an  interval  of  at 
least  0*3  filled  with  some  bad  conductor  of  heat,  such  as  sawdust, 
chaff,  loose  peat,  &c.,  in  a  dry  state.  Thus,  the  North  German  Ice 
Works  at  Berlin  had,  in  1871,  an  ice  house  180  metres  long,  24  wide, 

*  The  German  *'  pfennig  "  is  about  the  tenth  part  of  an  English  penny. 
Whole  No.  Vol.  CIL— (Third  Skribs,  Vol.  LXXII)  10 
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and  10  high,  for  the  storage  of  600,000  cwts.  of  ice.  Such  ice  houses 
are  cheaper  than  the  subterranean  ice  pits,  more  convenient  in  use, 
and  preserve  the  ice  better,  if  only  the  layer  of  non-conducting  matter 
is  thick  enough.  The  author*  has  treated  this  subject  at  length  else- 
where. Every  seasDn  new  methods  of  preserving  ice  are  announced 
in  the  papers.  None  of  these  are  at  all  novel  in  principle ;  they  de- 
pend upon  causing  a  heap  of  ice  to  freeze  together,  if  possible,  and 
then  covering  it  with  a  bad  conductor  of  heat,  such  as  straw,  moss, 
&c.  This  is  in  the  south  of  Germany  but  an  unsatisfactory  method ; 
far  in  the  north,  especially  in  Russia,  it  may  succeed.  Such  coverings, 
further,  are  very  perishable.  A  cheap  and  eflfective  ice  house  on  a 
small  scale  can  only  be  made  in  our  latitude  by  preparing  two  cubic 
boxes,  the  inner  measuring  not  less  than  2  metres  with  an  interval  of 
at  least  J  metre  between  it  and  the  exterior  box  in  every  direction. 
This  interval  is  not  left  void,  bit  filled  with  chaff,  chopped  straw,  dry 
spent  tanner's  bark.  The  only  entrance  is  a  door  of  the  same  thick- 
ness as  the  sides.  According  to  calculation  in  a  well-made  ice  house 
of  this  construction  the  ice  scarcely  melts  in  a  year  at  the  distance  of 
15  centimetres  from  the  walls.  To  divide  the  interval  between  the 
double  sides  into  several  compartments  alternately  filled  with  a  bad 
conductor  and  left  empty — as  occasionally  recommended — is  decidely 
irrational,  being  more  costly  and  less  effective  than  a  single  well-filled 
broad  interval.  The  air,  though  the  worst  conductor  of  heat,  yet  if 
it  can  move  freely  in  a  given  space,  rapidly  transfers  heat  from  a 
warmer  to  a  colder  surface.  It  is  sometimes  recommended,  and  even 
attempted,  to  improve  a  bad  ice  house  by  throwing  a  quantity  of  salt 
upon  the  ice.  The  author  has  shownf  that  this  is  a  very  irrational 
procedure,  since,  although  the  cold  may  be  increased  to  the  senses,  a 
considerable  loss  of  ice  ensues,  the  access  of  heat  to  the  ice  pit  being 
accelerated  by  the  augmented  difference  in  temperature. 

The  preservation  of  ice  is  not  only  important  on  the  large  scale, 
but  it  is  of  consequence  on  the  small  scale  in  domestic  operations. 
Food  is  to  be  kept  cold  and  thus  preserved  from  decay,  or  ice  is  to  be 
used  directly  for  cooling  purposes.  For  this  purpose  closed  boxes  are 
employed  under  the  name  of  ice  cupboards  or  ice  chests.  The  theory 
of  these  contrivances  has  been  examined  by  the  authorj.     The  ice 

*  Baden.  Gewerhzeitung.y  1870,71,  iv,  Nos.  5  and  6. 

•[•  Baden,  Gewerbzeitung,,  1868,74. 

X  Baden.  Gewerbzeitung.,  1868,  66,  and  1869,  11  and  16. 
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closets  are  cupboards  with  double  sides,  the  interval  filled  with  chaff, 
&c.,  and  the  insides  carefully  lined  with  sheet  zinc.  The  iaterval 
between  the  sides  is  often  too  small.  According  to  the  author's 
experiments,  the  entire  breadth  of  the  double  side  should  not  be  less 
than  10  centimetres  if  the  ice  is  to  be  preserved  from  rapid  melting 
and  a  temperature  of  say  4°  C.  is  to  be  maintained  within.  It  is  also 
preferable  to  place  the  ice  in  the  entire  upper  third  of  the  closet  so 
that  the  lower  two-thirds  remain  at  liberty  for  food,  &c.  The  entire 
cover  is  then  made  to  open.  The  ice  can  then  be  easily  taken  out  in 
pieces,  and  the  whole  lower  space  is  equally  cold,  whilst  if  the  ice  is 
placed  in  a  lateral  compartment,  as  soon  as  it  melts  only  the  lowest 
part  of  the  closet  is  thoroughly  cooled. 

Chlorine.y   Bromine^    Iodine^   and  Fluorine, 
By  Dr.  E.  Mylius,  of  Ludwigshafen. 

The  application  of  the  three  closely  allied  halogens,  chlorine,  bro 
mine,  and  iodine  in  the  chemical  arts  depends  entirely  on  the  energy 
with  which  they  combine  with  electro-positive  elements,  more  espe- 
cially with  hydrogen.  In  this  respect  chlorine  enjoys  the  pre-eminence. 
Its  most  extensive  application  in  the  free  state  is,  therefore,  as  a 
bleaching  and  disinfecting  agent.  Its  efficacy  depends  here  essen- 
tially on  its  remarkable  affinity  for  hydrogen,  which,  under  certain 
circumstances,  even  exceeds  that  of  oxygen.  Its  more  energetic 
affinities,  in  comparison  with  bromine  and  iodine,  render  it  a  convenient 
agent  for  obtaining  the  two  latter.  In  fact  the  preparation  of  free 
bromine  and  iodine  depends  mainly  on  the  decomposition  of  their 
hydrides  by  chlorine.  A  further  chemical  attribute  of  chlorine  is  its 
tendency  to  form  with  most  metals  soluble  compounds.  This  behavior 
is  the  more  readily  utilized,  since  hydrochloric  acid,  which  may  be 
regarded  as  an  industrial  by-product,  affords  a  very  cheap  means  of 
obtaining  soluble  chlorides  af  almost  all  the  metals.  Free  chlorine  is 
also  employed  as  a  solvent,  e,  g.^  for  separating  and  refining  the 
precious  metals,  with  the  exception  of  silver. 

Bromine  and  iodine  are  valuable  to  the  chemist  not  so  much  on 
account  of  their  energetic  affinities  as  by  the  feeble  power  with  which 
they  maintain  their  position  when  combined  with  electro-positive 
elements.  This  weaker  affinity  plays  a  part,  as  already  mentioned, 
in  their  production,  and  is  at  the  same  time  the  foundation  of  their 
used.     Photography,  in  particular,  is  based  upon  the  instability  of 
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the  bromide,  iodide  (and  chloride)  of  silver ;  scientific  chemistry  and 
tinctorial  chemistry  utilize  it  extensively  on  account  of  the  readiness 
with  which  bromides  and  iodides  of  the  hydrocarbons  and  of  the 
metals  are  mutually  decomposed. 

Of  less  importance  to  the  chemist  is  the  property  of  bromine  and 
iodine — like  many  of  the  rarer  elements — of  excercising  a  perturbing 
action  upon  the  healthy  animal  organism.  The  physician  employs 
them,  therefore,  chiefly  in  combination  with  the  alkaline  metals,  as 
valuable  remedies. 

Fluorine  holds  a  distinct  position  from  the  remaining  halogens, 
both  in  scientific  chemistry  and  in  technology.  It  is  endowed  with 
such  powerful  aflSnities  as  to  be  scarcely  known  in  the  free  state, 
whence  its  energies,  as  a  general  rule,  do  not  admit  of  application. 
Its  aflSnity  for  silicium  is  alone  utilized,  hydrofluoric  acid  being  em- 
ployed for  the  decomposition  of  silicates,  etching  on  glass,  &c. 

Chlorine  and  it%  Compounds. 
Hydrochloric  Acid. — As  the  initial  point  for  the  entire  production 
of  free  chlorine  and  its  compounds  we  still  employ  hydrochloric  acid, 
which  is  obtained  in  the  largest  quantity  as  a  by-product  in  the  man- 
ufacture of  alkali  on  Leblanc's  process.  The  amount  of  hydrochloric 
acid  liberated  in  this  process  is  so  enormous  that  if  it  were  entirely 
converted  into  the  transportable  liquid  acid  the  supply  would  far 
exceed  the  consumption,  greatly  as  this  has  been  recently  extended. 
Hence,  especially  in  England,  little  pains  had  been  taken  for  the  per- 
fect condensation  of  the  acid  gas,  so  that  vast  quantities  escaped  into 
the  air,  and,  becoming  dissolved  in  atu.ospheric  water,  returned  as 
rain  in  the  neighborhood  of  the  works  and  effected  manifold  damage, 
giving  thus  rise  to  well-founded  complaints  on  the  part  of  the  owners 
of  the  adjacent  land.  This  rendered  in  England  a  law  necessary 
known  as  the  **  Alkali  Act  "  prohibiting  the  escape  of  more  than  5 
per  cent  of  the  total  hydrochloric  acid  evolved.  In  consequence  the 
soda  manufacturers  were  compelled  to  pay  increased  attention  to  the 
condensation  of  the  hydrochloric  acid.  The  arrangements  for  this 
purpose  have  been  improved,  not  only  in  England,  but  the  question 
has  been  zealously  taken  up  in  France  and  Germany.  The  induce- 
ment was,  on  the  one  hand,  the  growing  consumption  of  the  acid  and 
its  consequent  increasing  value,  and  on  the  other,  a  wish  to  anticipate 
the  complaints  of  the  neighboring  residents  and  thus  escape  a  law 
similar  to  that  of  England,  the  operation  of  which  occasions   the 


Digitized  by 


Google 


Hofmann — Development  of  the  Chemical  Arts,  141 

manufacturers  decided  inconvenience.  In  future  it  will  be  still  more 
necessary  to  condense  the  hydrochloric  acid  due  to  Leblanc's  process, 
as  far  as  possible,  if,  as  is  probable,  the  manufacture  of  soda  on  the 
'^ ammonia''  process  should  become  more  general. 

Whilst  formerly  it  was  deemed  sufficient  to  make  use  of  the  well 
known  bombonnes  (groups  of  Woolf's  bottles  on  a  large  scale)  in  which 
the  gases  escaping  from  the  pan  were  absorbed,  the  method  of  coke- 
towers  has  become  latterly  universal,  which  enables  the  diluted  gases 
to  be  arrested  as  they  escape  from  the  calcining  furnace.  This  is 
greatly  facilitated  by  the  increasing  use  of  muffle-furnaces  instead  of 
reverberatories. 

The  conditions  to  be  observed  in  order  to  obtain  the  most  perfect 
possible  condensation  of  the  hydrochloric  acid  gas,  as  ascertained  by 
the  exhaustive  researches  of  E.  Kopp,*  G.  Lunge,t  ^^^  -A..  Smith, 
are  as  follows  : — 

A  sufficient  cooling  of  the  gases  before  entering  the  absorbing 
apparatus,  a  sufficient  volume  of  water,  the  largest  possible  surface  of 
contact  between  the  water  and  the  gas,  and  the  simplest  possible 
construction  of  the  apparatus  for  condensation. 

The  refrigeration  of  the  gases,  especially  those  from  the  calcination 
spaces,  is  most  conveniently  effected  by  means  of  cold  air.  Cold 
water  is,  indeed,  employed  as  a  refrigerant  in  some  establishments  in 
Germany  and  France,  but  the  difficulties  involved  can  only  be  success- 
fully combatted  on  the  small  scale.  In  larger  works  cold  air  is 
preferable  and  is  universally  employed  in  England.  Refrigeration 
becomes  absolutely  necessary  where  reverberatories  are  used  for 
calcination,  and  the  gases  pass  at  once  into  the  coke-towers.  In  this 
case  the  heat  is  so  considerable  that  the  coke  may  take  fire,  a  result 
which  has  actually  happened. 

The  apparatus  employed  in  English  works  for  cooling  the  gases 
consists  chiefly  of  pipes  which  are  either  conducted  straight  onwards 
with  a  slight  inclination,  or  where  it  is  desirable  to  economize  space, 
are  arranged  descending  and  ascending  in  the  form  of  a  U.  These 
pipes  are  made  of  fire-clay  of  from  04  to  0*6  metre  internal  diameter, 
and  fit  into  each  other  by  means  of  contracted  ends.  The  joints  are 
made  good  with  a  mixture  of  fire-clay  and  coal-tar.  If  possible  this 
series  of  pipes  is  carried  with  a  fall  of  0*05  to  1  metre  for  35  to  70 

*  £.  Kopp,  Moniteur  teientifique,  1866,  p.  611, 
f  G.  Lunge,  Dingl,  Pol.  Journ.y  clxxxviii,  822, 
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metres  to  the  condensers,  which,  to  obtain  the  strongest  possible  acid, 
may  be  either  Woolf's  bottles  or,  as  ia  many  cases  preferable,  stone 
troughs.  The  latter  have  the  great  advantage  that  the  many  elbows 
of  the  connecting  pipes,  which  impede  the  movement  of  the  gases, 
may  be  more  easily  dispensed  with.  They  are  best  made  of  sand- 
stone slabs  let  into  each  other  and  held  together  with  tie  rods  which 
pass  through  the  projecting  ends  of  the  side  slabs.  Or  the  slabs  are 
fitted  together  with  their  edges  beveled  to  an  angle  of  45°,  tightened 
by  the  interposition  of  strips  of  caoutchouc,  and  the  whole  clamped 
together  with  a  somewhat  expensive  iron  frame  work.  Lunge  deci- 
dedly recommends  the  former  plan.  Troughs  cut  out  of  a  solid  block 
are  sometimes  used  in  Germany,  especially  in  the  neighborhood  of 
sand-stone  quarries.  Such,  however,  if  of  large  size  are  very  costly, 
and  if  once  damaged  can  scarcely  be  repaired.  The  sand-stone  used 
in  Germany  after  it  has  been  shaped  out  requires  to  be  saturated 
with  coal-tar,  as  it  is  otherwise  unable  to  resist  the  action  of  the  acid. 
Very  hard  stone,  such  as  the  carbonaceous  sandstone  (Kohlen  sand- 
stein)  quarried  atHerdecke  and  Wetter,  in  Westphalia  (Hasenclever), 
does  not  require  this  preparation.  Many  English  sandstones  are 
suflSciently  compact  to  resist  the  muriatic  acid  without  any  preparation 
(see  the  section  on  bromine  below). 

In  these  stone  troughs  a  great  part  of  the  muriatic  acid  is  con- 
densed. The  gases  not  condensed  pass  into  the  base  of  a  coke-tower 
divided  into  two  sections.  They  ascend  in  one  of  these  and  descend 
in  a  pipe  fixed  outside  the  tower,  ascend  again  in  the  second  com- 
partment of  the  tower,  and  are  thence  led  through  a  descending  pipe 
into  the  chimney.  The  exit  pipe  is  fitted  with  a  damper  to  regulate 
the  draught.  The  second  compartment  of  the  tower  serves  especially 
to  free  the  gases  which  pass  through  it  entirely  from  muriatic  acid. 
According  to  the  arrangement  described  the  gas  traverses  both  sec- 
tions of  the  tower  in  a  direction  opposite  to  the  descending  current  of 
water.  It  would  be  possible  to  dispense  with  the  two  external  de- 
scending earthenware  pipes  if  the  two  towers  were  connected  above, 
and  the  gas  were  allowed  to  pass  in  the  second  tower  in  the  same 
direction  as  the  water.  Thereby,  however,  a  much  less  perfect  con- 
densation would  ensue  in  the  second  tower,  and  a  larger  descending 
flow  of  water  would  be  required. 

Where  two  muffle  furnaces  are  in  use  with  a  total  weekly  yield  of 
8000  kilos,  of  salt  cake  on  the  system  of  condensation  just  mentioned, 
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15  metres  in  height  and  2*3  metres  in  the  square  (interior  measure- 
ment) suflSce  for  the  production  of  a  strong  acid.  At  any  rate  the 
condensation  is  so  perfect,  that  in  the  second,  or  "  washing  tower," 
which  may  measure  something  less  in  the  clear,  the  acid  obtained 
does  not  exceed  the  strength  of  1°  B.,  which  may  be  let  pass  away 
in  each  channel,  if  it  is  not  preferred  to  let  it  pass  down  in  the  second 
or  condensation  tower.  The  acid  from  the  first  tower  may  be  further 
strengthened  in  the  first  trough — in  which  most  of  the  accompanying 
sulphuric  acid  is  condensed — with  a  view  to  its  utilization  in  the  man- 
facture  of  chloride  of  lime. 

Particular  attention  must  be  paid  to  the  towers  when  fitted  up. 
They  are  filled  either  with  bricks  or  coke,  the  latter  material  being 
preferable  on  account  of  its  larger  surface,  greater  power  of  resisting 
hydrochloric  acid,  and  its  less  weight.  Sometimes  a  combination  of 
both  materials  is  made,  the  bricks  being  placed  below  and  the  coke 
above-  In  order  to  distribute  the  water  equally  among  the  contents 
of  the  tower  we  employ  either  a  rocking  trough  or  Segner's  water- 
wheel.  The  coke  must  be  filled  in  neither  too  compact  nor  too 
loosely ;  the  former  error  impeding  the  movement  of  the  gases, 
and  the  latter  leading  to  the  subsequent  settlement  of  particular  por- 
tions. In  both  these  cases  the  gas  selects  the  more  open  passages, 
and  a  large  part  of  the  tower  may  be  thrown  out  of  action.  The 
towers  may  also  deviate  from  the  perpendicular,  when  the  water  runs 
down  one  side  alone,  leaving  the  other  nearly  dry,  and  as  these  parts 
allow  the  freest  passage  to  the  gases  the  actual  absorbtion  becomes 
very  small. 

A  very  convenient  arrangement  for  condensation  is  the  combina- 
tion of  coke  towers  and  WoollTs  bottles,  introduced  at  Stolberg  and 
elsewere.  The  gases  escaping  from  the  salt  cake  pans  and  mufile 
furnaces,  considerably  cooled  in  passing  through  a  long  series  of 
earthenware  pipes,  are  led  into  a  long  row  of  WoolflTs  tubulated  on 
both  sides  at  a  fourth  of  their  height,  reckoning  from  the  bottom  and 
connected  by  caoutchouc  tubes  well  secured  with  cement ;  thus  the 
liquid  in  all  stands  at  the  same  level.  From  these  the  gases  enter 
the  coke  towers,  whence  the  condensed  acid  flows  back  into  the 
WoolflTs  bottles  to  be  there  strengthened  by  the  muriatic  acid  gas 
continually  streaming  over  it,  and  thus  reaches  the  required  strength 
(Hasenclever). 

In  England  the  condensation  of  the  hydrochloric  acid  is  carried  so 
far  that  whilst  in  the  first  year  of  the  operation  of  the  Alkali  Act, 
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1-28  per  cent,  escaped,  in  the  second  the  loss  was  reduced  to  0'88 
per  cent.,  in  the  third  to  0*73,  and  in  many  works  as  far  as  can  be 
ascertained,  the  condensation  is  perfect. 

For  many  purposes,  especially  in  the  manufacture  of  sugar,  there 
is  required  a  hydrochloric  acid  free  from  sulphuric  acid,  iron,  and 
arsenic.  Very  various  proposals  have  therefore  been  made  for  ob- 
taining a  pure  acid  from  the  arseniferous  product  Thus,  Houzeau,* 
in  order  to  obtain  the  acid  free  from  arsenic,  distils  the  crude  acid, 
adding  0'3  grm.  pulverized  chromate  of  potash  to  8  litres,  and,  in 
order  to  protect  the  arsenic  acid  produced  by  the  liberated  chlorine 
from  the  reducing  action  of  the  hydrochloric  acid,  he  causes  during 
the  distillation  a  continued  stream  of  a  solution  of  chromate  of  pot- 
ash of  tenfold  the  strength  to  be  added.  The  escaping  hydrochloric 
acid  gas  is  freed  from  the  accompanying  chlorine  by  means  of  copper 
turnings,  and  is  then  conducted  into  water.  This  process,  however, 
is  scarcely  applicable  on  the  large  scale,  as  chlorine  is  necessarily 
evolved  in  very  considerable  quantities,  and  its  absorption  by  means 
of  copper  is  somewhat  costly.  P.  W.  Hofmann,t  of  Dieuze,  on  the 
other  hand,  has  successfully  introduced  the  following  method  for 
purifying  hydrochloric  acid :  A  vessel  filled  with  a  doubly  perforated 
earihenware  stopper  is  filled  with  hydrochloric  acid  to  the  extent  of 
one-third,  and  sulphuric  acid  of  sp.  gr.  1  848  is  introduced  by  means 
of  a  funnel  capable  of  being  closed.  The  hydrochloric  acid  gas, 
which  is  given  off  very  regularly,  is  washed  in  a  Woolff's  bottle  and 
absorbed  by  distilled  water  in  a  receiver. 

The  evolution  of  gas  ceases  as  soon  as  the  sulphuric  acid  has  fallen 
to  the  sp.  gr.  1566,  in  which  case  it  only  retains  0*82  per  cent,  of 
hydrochloric  acid.  The  sulphuric  acid  thus  diluted  is  either  em- 
ployed direct  in  the  manufacture  of  sulphate  of  soda,  or  it  is  re-con- 
centrated, the  expense  of  which  amounts  to  1  franc  per  100  kilos. 
As  100  kilos,  of  sulphuric  acid  thus  yield  40  kilos,  hydrochloric  acid 
of  sp.  gr.  1-181,  100  kilos,  of  pure  hydrochloric  acid  prepared  by 
this  process  are  2\  francs  dearer  than  the  crude  acid.  Fresenius,J 
however,  remarks  that  the  acid  thus  purified  is  not  quite  free  from 
arsenic,  the  gas  evolved  containing  arsenic  at  every  stage. 

(To  be  continued.) 

*  Houzeau,  Compt.  Rend,  lix.,  1023.      Wagner,  Jahresber.,  1866.  251. 
t  P.  W.  Hofmann,  Ber,  Chem.,  Get.,  1869,  272. 
J  Joum.  Analyt.  Chemie,  1870,  64. 
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De  VoLSON  Wood,  C.E.,         .  .  .  Prof.  Math,  and  Mechanics, 

C.  W.  McCoRD,  A.M.,  .....  Prof.  Mech.  Drawing, 
Albert  R.  Leeds,  A.M.,  .....  Prof.  Chemistry, 
Charles  F.  Kroeh,  A.M.,  .  .  .  .  Prof.  Languages, 

Rev.  Edward    Wall,  A.^L,  .  .  .  .    Prof.  Belles-lettres. 

The  course  of  the  Stevens  Institute  is  of  four  years'  duration,  and  covers  all 
that  appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  work- 
shops provided  with  excellent  machinery.  Physical  Laboratories  whose  appoint- 
ments are  without  an  equal,  and  with  the  finest  Cabinets  of  Instriunents,  every 
opportunity  for  the  aquisifeion  of  thorough  and  practical  knowledge  is  afforded. 

For  further  particulars,  address  the  President, 

H.  MORTON,   Hoboken,  N.  J. 


GEO.  W^A.LE  &   CO. 

Philosophical  Instrument  Makers  to  the  Stevens  Institute  of  Technology, 

HOBOKEN,   N.  J. 

Manufacture  the  College  TiiiiiU'ru,  for 
which  they  have  received  the  Scott  fjCgacy 
Preniinm  of  the  Franklin  Institute,  and  the 
Silrer  Medal  of  tlie  American  Institute.    See 

also  Report  of  Committee  of  Science  and 
Arts  of  Fi*anklin  Institute,  1875,  November ; 
Vol.  LXX,  p.  :J01  of  this  Journal. 

Also,  manufacture  the  Vertical  Lantern^ 
the  Experimenter's  Lantern,  and  the  Photo- 
grapher's Lantern,  together  with  Mloros- 
eopic,  Polarizing,  and  various  special  attach- 
ments ;  Spectroscopes  of  various  forms. 

Also,  >on- retreating  Bunsen  Bumei-s, 

superior  finish.  To  cents  each;  $6  per  dozen. 
Copper  ^ater-Baths,  extra  heavy,  5>2  inches 
diameter,  $1.50  each;  SI 5 per  dozen.  Plat- 
ner's  Blowpipes  and  Apparatus  of  superior 
quality,  nickel  plated,  at  reduced  rates. 

Glass  Slides  and  Philosophical  Appar- 
atus generally,  at  low  rates. 


Illustrated  Price  Lists  sent  on 
Application. 
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EDITORIAL. 


Nonci. — The  publication  of  the  JouRirAL  is  mude  under  the  direction  of  the  Editor' 
mod  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advocacy  of  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical ;  but  it  must  be  recog- 
nised that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and' 
opinions  advanced  in  its  pages. 


The  Technical  Education  of  the  Kechanical  Engineer.— 

Amongst  the  requirements  of  knowledge  by  the  mechanical  engineer,' 
under  which  title  is  meant  he  who  should  undertake  the  direction  of 
mechanical  construction,  not  the  least  important  is  that  he  should  b^ 
thoroughly  informed  in  the  capability  of  the  handicraft  of  the  work- 
man. The  knowledge  of  the  physical  properties  of  bodies,  the 
mUthematical  propositions  of  ^'applied  mechanics/'  the  principles' 
and  theory  of  machinery,  the  construction,  form  and  adaptation  of 
parts  in  various  machines  themselves,  with  the  functions  they  accom- 
plish, can  be  acquired,  to  a  great  degree,  by  study ;  but  the  capabili- 
ties of  the  manipulations  of  the  workshop  or  work  bench  will  jH 
remain  a  mystery,  to  be  uilraveled  mainly  by  experience  and  obser* 
Tation. 

In  a  general  sense  in  the  history  of  mankind,  the  question  of  edii-' 
cation,  or  its  methods,  is  not  a  new  one.  Each  generation,  for  itself^ 
Whole  Ko.  You  CII.— (Third  Sbsies,  Vol.  Ixzii.)  11 
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must  be  taught  and  must  learn,  precisely  what  was  learned  bj  the 
preceding  one;  and  the  race  in  life  of  the  joung  man  will  have  com- 
menced just  when  that  of  his  father  did.  Possibly,  sometimes  a 
small  increment  of  knowledge  has  been  gained,  and  civilization,  in 
its  strict  meaning  of  aggregation  of  people  in  cities,  has  taught  some 
one  generation  lessons  in  social  demands  or  developments.  Educa- 
tion will  have  followed,  and  through  a  series  of  generations  the 
children  will  have  commenced  at  a  new  standpoint,  and  a  new  pro- 
gress in  the  arts  and  sciences  has  been  attained.  In  the  arts,  this 
education  of  the  artisan  has  generally  been  traditional — from  father 
to  son — from  master  to  apprentice ;  and  when,  by  turbulence  and 
war,  the  peace-loving  and  comfortable  citizen  has  been  despoiled  of 
his  luxuries  and  comforts,  by  tho-«e  who  have  not  known  enough  to 
create  them  for  themselves;  the  unrecorded  knowledge  has  been,  for 
a  time,  lost;  to  be  acquired  again,  "under  protection  of  sword." 
Frequently,  the  conquerors  have  protected  and  employed  the  work- 
men, in  more  or  less  enslaved  conditions ;  but,  with  the  absence  or 
uncertainty  of  a  free  reward,  the  arts  have  languished,  and  have 
almost,  if  not  entirely,  perished — carrying  with  the  loss,  the  civiliza- 
tion which  originally  engendered  them,  and  extending  the  ruin  to 
the  victors  themselves.  A  more  stable  condition  of  society,  where 
the  soldier  has  not  been  the  ruler,  has,  in  modern  times,  guarded  and 
fostered  the  arts  and  all  derived  learning;  and  the  last  three  or 
four  centuries,  whose  record  we  have,  or  are  acquiring,  has  shown 
a  development  and  growth  of  the  arts  and  sciences,  in  unexampled 
rapidity  and  magnitude. 

The  past  hundred  years  alone  have  witnessed,  as  seen  in  the 
amazing  retrospect,  the  wonderful  substitution  of  machinery  for  han- 
dicraft— of  mechanical  performance  for  skilled  labor.  This  has 
occurred  progressively,  in  the  three  generations  of  human  life  and 
work  which  embrace  the  century,  in  a  kind  of  geometrical  progres- 
sion for  any  successive  divisions  of  this  period  of  time. 

The  apprentice  of  one  hundred  years  since,  acquired  by  experience 
the  teachings  of  his  master,  but  applied  his  labor  not  wholly  to  the 
production  of  the  finished  article  of  trade,  but  in  part  to  the  produc- 
tion of  machines  which  were  substituted  for  his  hand  tools  and  hand 
labor.  The  grown  workman,  who  was  fifteen  years  later  the  person- 
ator  of  supposed  apprentice,  imparted  his  traditions  and  acquirements 
to  a  new  apprentice,  who,  by  the  introduction  of  machinery,  was  no 
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longer  called  upon  to  exercise  all  the  skill,  care  or  thought,  that  his 
teacher  had  been  called  to  en^)loy,  because  the  m'lchine  had  supple- 
mented his  tools ;  another  succession  and  another  followed,  each  time 
has  the  machine  gained  on  hand  labor,  until  now  the  ability  of  the 
mechanic  consists  more  in  the  use  of  the  machine  than  of  the 
hand.  With  this  progress  of  mechanism  has  followed  manufacturing, 
and  much  of  the  teaching  of  the  later  mechanics  has  become  in  the 
use  of  special  machines,  confined  to  distinct  processes,  to  the  nearly 
complete  neglect  of  handicraft  or  artisan  skill.  Manufactories  and 
machines  have  called  into  existence  a  new  class  of  skilled  workmen, 
who  shall  have  learned  how  to  make  avaiUble,  and  possess  the  ability 
to  bring  into  novel  or  repeated  practice,  the  acquisitions  in  mechan- 
ical skill  of  all  kinds ;  and  these  men  are  our  mechanical  engineers. 

The  distinguished  men  in  the  field  of  mechanical  engineering  of 
to-day,  have  grown  into  these  positions.  The  most  of  their  elemen- 
tary learning  has  been  derived  in  the  workshop,  and  from  the  work- 
man, by  the  traditional  method,  and  their  education  has  been  attained^ 
in  the  experience  of  failure  and  success  which  attends  new  ciTorts.. 
The  more  work  a  man  does,  the  more  mistakes  he  will  make;  long, 
years  of  practice  have  evolved  type9  of  machines,  each  detail  of 
which,  is  an  especial  result  from  the  labor  and  intelligence  of  individ- 
ual mechanics,  and  the  knowledge  of  the  accomplishment  or  its 
methods,  yet  unrecorded  or  described,  exists  only  in  some  directing, 
mind  whose  capability  to  apply  them  constitutes  the  engineering  fac- 
ulty. The  patent  records,  old  and  new,  cover  a  small,  very  small 
part  of  the  mechanical  development  of  the  century,  so  small  that  it 
can  almost  be  said,  with  truth,  that  no  valuable  machine,  process  or 
apparatus  now  is,  or  ever  has  been  covered  by  any  valid  or  strictly 
equitable  patent  claim — so  small  that  these  records  are  never  read, 
either  as  the  total  of  history,  or  as  a  complete  exposition  of  any  one 
appliance  in  mechanism.  Descriptive  literature  is  equally  at  fault 
in  the  completeness  and  practical  application  of  the  knowledge 
which  has  been  gathered  in  its  pages,  so  that  there  remains  as  the 
only  reliable  basis  of  action  by  the  mechanical  engineer,  only  his. 
appreciation  of  the  capabilities  of  materials,  both  as  materials  and  in 
manipulation ;  the  latter  being  either  performed  by  the  workman  or 
by  the  ^^  machine  tool." 

It  is  easy  to  see  how  this  knowledge  has  been  acquired,  by  the 
present  holders  of  it,  but  it  is  obvious  that  the  same  path  is  not  open. 
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to  their  successors.  Tlie  large  workshops  and  manufactories  have 
divided  labor,  in  following  out  their  legitimate  end  of  profitable  pro* 
daction,  until  the  mechanic  in  their  employment  has  become  the 
^^  operative  "  or  overseer  of  the  operations  of  a  machine,  with  the 
least  of  manual  or  intelligent  effort  left  to  humanity.  This  opera- 
tive can  scarcely  be  called  a  workman,  and  it  is  very  sure  that 
nothing  except  the  possession  of  the  highest  mechanical  ability  will 
allow  him  to  become  an  engineer,  even  if  chance  gives  him  an  op- 
portunity to  develop  the  ability ;  and  at  all  events  it  is  sure  that  the 
mechanical  engineer  of  the  future  who  shall  rival  foreign  and  other 
competitors  in  accomplishments,  will  have  learned  in  another  school. 
Not  only  is  the  operative' ot  the  special  machine  thus  debarred  from 
uttainment  of  knowledge,  but  the  workman  in.  the  machine  shops, 
at  the  smiths'  fires,  in  the  pattern  room,  or  the  foundry,  all  in  their 
constancy  of  labor  at  their  divided  branches  of  industry,  are  pre- 
'Clnded  from  acquiring  general  knowledge.  Possibly  the  foreman  of 
&  gang  of  men,  or  the  draughtsman  in  the  office  wherein  the  work  is 
originated,  may  have  the  desirable  opportunity  to  witness  labor  and 
aocomplishment,  but  the  derivation  of  foremen  and  of  draughtsmen 
is  ceasing  to  be  from  the  ranks  of  the  operative  workman. 

Given  the  educational  basis  which  is  now  recognized  as  needful  for  a 
civil  or  mechanical  engineer,  how  is  the  young  man  to  become  a  fore- 
man or  a  draughtsman,  in  the  completion  of  his  course  of  instruction? 
Given  the  ability  or  executive  direction  which  causes  a  young  man  to 
be  selected  from  out  of  the  group  of  working  operatives  to  act  as  fore- 
man; or  the  mechanical  perception  which  has  elevated  the  youth  from 
the  bench  to  the  office  desk,  how  is  he  to  acquire  the  knowledge  of 
books  requisite  for  him  to  become  a  directing  engineer  ?  These  are 
rthe  questions  to  be  answered. 

There  are  those  who  lay  great  stress  upon  the  value  of  the  old  in- 
stitution of  apprenticeship,  the  return  to  which  is  in  some  way  to  be 
supposed  to  restore  the  capability  of  acquirement  of  engineering 
jcnowledge  to  the  present  generation,  on  a  footing  similar  to  that  pos- 
sessed by  former  ones.  This  view  has  been  advocated  very  recently 
to  such  effect,  that  a  special  act  of  the  Pennsylvania  legislature  was 
passed  at  the  last  session  (of  1876),  offering  extraordinary  legal  safe- 
guards, and  immunities  from  responsibility,  unknown  to  the  old  common 
law,  to  manufacturers -employing  apprentices.  If  these  apprentices 
«hall  be  really  taught  as  of  old  in  the  entire  art  and  mystery  of  their 
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several  occapations,  in  all  that  the  master  knows,  shall  be  cared  for, 
bodily  and  mentally  and  above  all  morally,  daring  their  apprentieeship, 
so  that  when  they  become  journeymen,  they  will  (if  they  have  been 
diligent  youths)  be  fitted  to  become  masters  themselves — not  mere 
laborers — then  this  law  may  bear  the  promise  of  satisfactory  return. 
But  when  the  obligations  of  equitable  apprenticeship  upon  the  masters, 
here  asserted  are  admitted,  it  appears  almost  certain  that  the  results  of 
this  apprentice  act,  will  scarcely  fill  the  expectations  of  some  of  its 
advocates  and  friends. 

In  every  grade  of  workshop  in  England,  and  especially  in  the 
engineers'  shops  (as  the  machine  shops  are  there  denominated),  as 
well  as  in  the  offices  of  the  civil  engineers,  student  apprentices  or 
articled  pupils  are  employed.     With  regard  to  the  former  of  these, 
there  are  many  reasons  why  a  similar  practice  has  not  been  and  will 
not  be  followed  in  this  country.     The  first  of  these  reasons  is  the 
comparative  absence  in  England  of  that  destructive  rivalry  in  mechan- 
ical business  which  exists  in  America.     The  rates  for  labor,  and  the 
estimated  value  of  the  mineral  in  that  country,  have  been  so  low,  and 
the  application  of  machinery  so  much  in  advance,  (at  least  until  recent 
years  of  the  century)  that  England  has  led  the  world  for  a  market. 
The  established  product  of  an  English  workshop,  has  at  all  times 
possessed  what  might  be  called  a  good  will.     Few  of  them  will  pur- 
posely rival,  in  the  same  way,  another  in  the  production  of  what  is 
the  regular  manufacture  of  the  one,  and  but  the  exceptional  demand 
upon  the  other ;  and  purchasers  are  yet  more  chary  in  the  acceptance 
of  work  from  inexperienced  makers.     A  man  can  be  generous  who 
has  an  abundance  ;  he  can  be  just,  where  he  is  sure  of  just  dealing  in 
return.    Perhaps  the  condition  of  abundance  has  more  relevance  to 
the  subject  under  discussion  than  that  of  justice.     Not  many  Amer- 
ican manufacturers  would  accept  educated,  clear  headed,  intelligent 
young  men  as  student  apprentices,  to  learn  from  their  workmen,  their 
machines  and  their  processes,  the  art  and  mystery  of  their  business. 
Beside  this  the  condition  of  the  student  apprentices  amongst  the 
workman  in  one  of  our  shops,  may  be  regarded  as  too  anomalous  to 
the  habits  of  the  average  American  workman  or  foreman,  to  be  sup- 
posable  in  actuality.     The  second  method  for  obtaining  practical 
experience — that  of  the  articled  pupil— suffices  in  the  office  of  the 
engineer,  but  is  far  from  satisfactory  as  the  method  to  learn  the  value 
of  the  workshop  manipulations  to  the  pupil.     In  this  country,  at  this 
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time,  there  are  no  articled  pupils,  and  even  students  in  engineers' 
offices  are  rarely  to  be  found. 

Neither  a  return  to  the  system  of  apprentices  and  masters,  nor  the 
adoption  of  the  method  of  pupilage  in  an  office,  presents  the  least 
prospect  of  affording  the  education  of  the  business  engineer  in  the 
future. 

The  simple  question  follows,  why  should  not  a  boy  be  taught 
practical  mechanics  in  the  school?  and  this  question  carries  with  it 
its  own  reply.  There  is  no  reason  why  constructive  mechanism  should 
not  go  hand  in  hand  with  applied  (m^ithem^tical)  mechanics,  or  why 
manipulation  should  not  be  taught  at  the  same  time  with  the  proper- 
ties of  materials  in  the  lessons  of  the  school.  In  accordance  with  these 
views,  within  the  past  few  years,  several  of  our  American  colleges  have 
established  classes  and  professorships  in  conjunction  with  their  courses 
in  technical  learning.  Amongst  these,  the  Sheffield  School  at  Yale 
College,  New  Haven,  Conn.;  the  Cornell  University  at  Ucica,  N.Y. ; 
thd  Stevens  Institute  at  Hoboken,  N.  J. ;  the  Free  Institute  at  Worces- 
ter, M  iss.,  are  prominent  examples.  Other  technical  schools  have,  in 
different  degrees,  pursued  the  handicraft  culture  of  their  scholars. 

But  in  thoroughness  of  teaching,  and  especially  in  exhibition  of 
attained  success,  there  is  now  presented  to  the  admiration  of  all  me- 
chanics, at  the  Centennial  Exhibition,  a  special  example  from  a  foreign 
laud,  which  should  induce  emulation.  The  exhibit  m^ide  by  the 
Imperial  Technical  Schools  of  St.  Petersburg  and  Moscow,  demon- 
strates the  feasibility  of  80  educating  pupils,  that  when  they  piss  out 
from  the  doors  of  their  school,  they  will  have  become  at  once  scholars 
in  their  learning  from  books,  and  proficients  as  educated  workmen  in 
the  varied  branches  of  the  workshop.  These  young  men  on  leaving 
college  are  quite  as  able  to  demand  work  as  journeymen,  as  the  average 
of  mechanics  when  out  of  their  time,  for  they  will  have — must  have — 
performed  by  unaided  effort,  such  feats  in  workmanship,  within  lim- 
ited times  for  accomplishment,  as  none  but  skilled  workmen  can  do. 
The  demonstration  of  the  Russian  schools  is,  that  this  practical 
instruction  can  be  given  in  the  fullest  range  and  quality,  not  only 
without  interfering  with,  but  positively  to  the  advancement  of,  other 
indispensable  professional  studies.  From  such  an  example  there 
should  not  be  the  least  hesitancy  in  following  the  same  course  in  tho 
technical  education  of  the  American  mechanical  engineer. 
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Dry  Dock. — For  many  years  the  commerce  of  Philadelphia  has 
felt  the  great  want  of  proper  facilities  for  docking  large  vessels  for 
repairs,  there  being  no  private  docks  except  two  small  floating  ones, 
quite  too  small  to  accommodate  vessels  engaged  in  our  foreign  trade. 

The  floating  dock  at  the  old  navy  yard  was  sometimes  allowed  to 
be  used  for  merchant  vessels,  but  the  formalities  and  uncertainties 
attending  its  use,  the  remoteness  from  ship  yards  and  shops  made  its 
use  expensive  and  unsatisfactory. 

To  meet  this  want  Messrs.  Wm.  Cramp  &  Sons  determined  to  con- 
struct at  their  ship  yard  on  the  Delaware,  at  the  foot  of  Hanover 
Street,  a  stationary  Dry  Dock  of  sufficient  size  to  take  in  the  largest 
vessels  that  enter  this  port. 

The  water  of  the  river  at  this  point  being  fresh,  there  is  no  danger 
to  a  wooden  structure  from  the  teredo  or  sbipworm,  and  therefore,  in 
order  to  reduce  the  first  cost  it  was  determined  to  construct  it  en- 
tirely of  wood.  The  plan  adopted  was  that  invented  by  Mr.  J.  E. 
Simpson,  who  was  also  the  constructor. 

The  dimensions  are  as  follows:  length  from  head  to  gate,  when  in 
position,  430  feet;  length  of  keel  blocks,  420  feet;  width  at  bottom 
amidships,  45  feet;  width  at  top  amidships.  111  feet;  width  at  gate, 
70  feet;  depth,  26  feet;  depth  below  high  tide,  23  feet. 

After  making  the  necessary  excavations  the  foundation  was  formed 
by  driving  12-inch  iron-shod  oak  piles  about  10  feet  into  the  disin- 
tegrated gneiss  rock  which  underlies  that  locality.  These  piles  are 
placed  about  4  feet  apart  in  both  directions,  over  the  entire  bottom, 
except  along  the  centre  under  the  keel  blocks,  where  there  are  four 
touching  each  other  in  each  row.  To  the  top  of  the  piles  are  fastened 
12-inch  timbers  running  across  the  width,  and  on  these  is  laid  the  floor 
of  S-inch  plank. 

To  form  the  sloping  sides,  piles  were  driven  perpendicularly,  in 
rows  corresponding  to  those  in  the  bottom,  and  cut  ofi*  to  a  line  con- 
forming to  the  proper  inclination.  On  the  top  of  the  piles  were 
secured  timbers  running  longitudinally,  and  to  these  were  framed  and 
fastened  other  timbers  running  down  the  slope,  and  fastened  at  the 
foot  to  the  bottom  timbers.  To  these  sloping  timbers  were  fastened  the 
planking  of  the  sides,  consisting  of  timbers,  the  cross  section  of  which 
is  a  right  angle  triangle,  with  one  of  the  acute  angles  cut  away  for  & 
few  inches,  and  so  placed  as  to  '*orm  steps  of  about  eight  inches  rise 
and  the  same  tread.       Several   rows  of  sheet  piling  were  driven 
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across  nnder  the  dock  to  prevent  the  water  from  the  riyer -finding 
its  way  underneath,  and  tending  to  float  it. 

The  gate  is  an  iron  boat  of  sufficient  length  and  depth  to  fill  the 
gatenvay.  The  keel,  stem  and  stern  post  project  evenlj  about  six 
inches,  and  are  made  to  fit  in  grooves  in  the  bottom  and  sides  of 
the  gateway.  These  grooves  are  lined  on  their  inner  sides  with 
rubber,  so  that  when  the  pressure  comes  against  the  gate  a  water- 
tight joint  is  formed. 

The  gate  has  tanks  to  be  filled  with  water  to  sink  it  to  its  position, 
and  is  provided  with  pumps  to  exhaust  them,  and  also  valves  to  admit 
.  water  to  the  dock  when  it  is  to  be  filled. 

The  dock  is  now  in  dailj  use  and  will  prove  to  be  a  great  advantage 
to  the  shipping  interests  of  the  city. 


Semoval  of  the  Obstmctioii  at  Hell  Oate.— Common  report 
anticipates  the  explosion  which  is  to  destroy  the  piers  in  the  mine  at 
Bell  Gate  channel  as  of  probable  occurrence  on  the  5th  of  September 
ensuing,  and  there  seems  to  be  a  general  expectation  that  the  event 
will  be  a  startling  one.  But  unless  some  error  is  made  in  the  esti- 
mation of  the  power  of  the  explosive  agents,  the  chances  are  that  it 
will  prove  one  of  the  most  quiet  and  tame  transactions  ever  witnessed 
where  the  resulting  efiect  will  not  have  been  commensurate  to  but  one- 
tenth  or  one-twentieth  of  the  present  anticipated  one  in  magnitude. 
As  an  engineering  exploit  the  success  will  be  measured  in  some  con- 
siderable part  by  the  absence  of  violent  disturbance.  If  the  destruc- 
tion of  the  piers  and  the  decadence  of  the  shell  of  rock  now  covering 
the  excavated  ruins,  could  be  as  quietly  performed  before  the  spec- 
tators on  the  shore  and  out  of  the  water,  as  an  eclipse  of  the  moon 
is  to  persons  inside  of  a  closed  up  room,  the  success  of  the  operation 
would  be  undoubted.  It  is  especially  desirable  that  the  debris  should 
not  be  removed  from  its  present  locality,  but  simply  deposited  on  the 
floor  of  the  present  excavations,  from  whence  it  can  be  removed  with- 
out interrupting  navigation.  Unless  some  enthusiastic  spectator 
fires  a  Chinese  cracker,  the  Quaker  meeting  of  removing  the  obstruc- 
tion is  likely  to  pass  off  in  relative  quietness,  and  the  disturbance  of 
water,  except  the  escape  of  a  volume  of  gas  for  a  moment,  will,  in  all 
probability,  be  less  marked  than  that  which  occurs  at  Hell  Gate 
at  any  half  tide  from  the  meeting  of  the  currents. 
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NEW  METHOD  OF  IMPROVING  HARBORS. 

[From  Engineering  News,  August,  12,  1876.] 

'For  many  years  it  has  been  a  serious  question  how  to  preserve  the 
•harbors  on  our  Gulf  coast.  The  conditions  involved  are  in  many 
respects  similar  to  those  on  our  northern  lakes,  the  chief  thing  to  be 
^guarded  against,  being  the. closing  of  the  mouth  of  the  harbor  or  bay 
by  the  sand  swept  along  by  the  littoral  current.  Of  course  the  device 
usually  adopted  in  such  oases  is  some  form  of  the  parallel  jetty,  which, 
checking  the  current  along  the  shore  left  the  space  between  the  jetties 
to  be  scoured  out  by  the  action  of  the  tides  and  local  currents  or  to 
be  dredged  where  these  were  absent. 

The  storms  of  the  Gulf  are  often  quite  violent,  and  structures  of 
more  than  ordinary  strength  are  required.  All  the  ordinary  forme 
of  timber  crib-work  or  pile  jetties  are  precluded  from  the  fact  that 
they  are  soon  destroyed  by  the  teredo  navalis,  no  method  of  preser- 
ving timber  from  their  destructive  ravages  having  proved  efficient. 
Breakwaters  or  piers  made  of  stone  are  not  practicable  from  the  great 
distance  it  would  be  necessary  to  transport  the  stone.  Concrete 
blocks  are  quite  expensive  and  only  warranted  when  there  are  immense 
commercial  interests  to  subserve,  which  condition  does  not  exist  at 
present  on  the  Gulf  coast.  It  is  very  doubtful,  from  the  ease  with 
which  sand  finds  its  way  through  the  Port  Said  breakwater,  if  loose 
blocks  of  Concrete  would  be  efficient,  or  if  they  would  not  entirely 
settle  out  of  sight,  as  the  Gtlf  sand  is  quite  finely  comminuted  and 
well  worn.  At  any  rate  some  less  expensive  method  must  be  found 
or  else  the  number  of  Gulf  harbors  must  be  comparatively  limited. 

In  1874  experiments  were  commenced  on  a  new  method  of  construc- 
tion at  Galveston  which  is  destined  to  be  the  most  important  Com- 
mercial City  of  the  Gulf  and  to  whom  the  preservation  of  her  harbor 
is  of  vital  importance. 

We  have  watched  these  experiments  with  great  interest  and  are 
pleased  to  record  that  they  have  met  with  such  success  as  to  warrant 
the  inference  that  the  harbor  question  of  the  Gulf  States  is  already 
solved,  and  by  a  method  of  construction  withal,  quite  economical. 

The  method  adopted  is  by  gabions'*'  placed  in  rows  so  as  to  form  a 
training  wall  or  jetty.     The  final  form  and  method  of  construction 

*  The  mode  of  protecting  the  gabions  from  the  teredo  does  not  seem  to  be  clearly 
stated.— NoTx  bt  £d.  F.  I.  J. 
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adopted  for  these  gabions  is  as  follows  :  A  bottom  of  two  inch  planks 
is  first  laid  down,  this  bottom  being  12  ft.  long  and  six  ft.  wide,  the 
ends  being  semicircular.  In  holes  bored  about  the  edges  of  this 
bottom  pine  stakes  six  feet  high  are  placed.  Between  these  stakes 
wicker-work  of  cane  or  willow  is  interwoven,  and  on  the  top  is  placed 
a  plank  covering  similar  to  the  bottom.  The  whole  is  securely  nailed 
and  two  f  inch  iron  bolts  pass  from  top  to  bottom,  binding  all  solidly 
together.  The  bottom  is  covered  with  a  layer  of  concrete  and  the 
exterior  is  plastered  over  with  two  coats  of  cement  plaster  with  takes 
a  firm  hold  on  the  wattling,  and  the  whole  left  to  dry  for  two 
weeks. 

In  the  line  of  the  proposed  jetty,  guide  piles  are  driven  24  ft.  apart, 
and  the  gabions  mounted  on  float  boats  and  towed  out,  and  launched 
in  position  by  the  guide  piles.  Through  holes  left  in  the  top  ihey  are 
filled  with  sand  by  a  sand  pump.  A  fascine  made  of  brush  from  the 
cane,  is  placed  between  the  gabions  in  order  to  prevent  the  current 
which  may  rush  through  the  crack  left,  and  excavate  large  holes. 
Usually  in  front  of  the  row  of  gabions  a  mat  of  brush  held  down  by 
concrete  blocks  is  placed  and  is  found  to  prevent  effectually  any 
tendency  of  the  current  to  undermine.  If  great  danger  is  apprehended 
from  this  cause,  two  or  three  gabions  may  be  formed  into  a  spur  at 
right  angles  to  the  main  line  and  these  spurs  placed  at  intervals 
effectually  prevent  undermining.  Should  one  row  of  gabions  prove 
inefficient,  as  soon  as  the  sand  fills  in  back  of  them,  a  second  tier  may 
be  erected  back  of  and  parallel  to  the  first,  and  even  a  third  may  be 
required. 

These  gabions  have  withstood  the  severest  storms  of  the  Gulf 
without  damage,  and  the  preliminary  works  at  Galveston,  although 
comparatively  limited  in  extent,  have  resulted  in  a  much  increased 
depth  on  the  bar,  and  a  notable  protection  of  the  end  of  Galveston 
Island.  The  cost  of  the  gabions  in  place,  with  the  present  experience 
in  construction,  is  about  85.00  per  lineal  foot.  The  estimate  for 
Galveston  Harbor  was  37,000  running  feet  of  jetty,  two  tier  high, 
and  20,000  of  spur-jetty,  one  tier  high,  to  cost  $489,740. 

This  is  much  cheaper  than  equivalent  work  can  be  done  for  on  our 
lakes.  Similar  gabions  here  would  be  utterly  destroyed  by  ice.  The 
cement  might  be  omitted  as  there  is  no  danger  from  the  teredo,  but  it 
would  not  hold  sand  and  hence  would  be  useless. 
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Improved  Balance  Slide  Valve.— Wisner  &  Strong,  Pittston, 
Pa.  Centennial  Exhibition,  Machinery  Hall,  south  side,  sec.  B, 
column  72. — The  accompanying  wood  cuts  show  a  slide  valve 
arrangement,  offering  some  points  of  superiority  over  the  saddle 
plate,  or  relief  method  of  effecting  the  balance.  The  section  Fig.  2, 
gives  a  distinct  view  of  the  way  proposed  to  be  used,  which  is  a  pair 
of  valves  covering  seats  on  opposite  f^ces  of  a  separate  channel, 
piece,  this  channel  piece  in  this  case  being  the  main  steam  chest 
casting.  Channel  ways  at  the  end  of  the  separate  piece  (on  one  face), 
come  in  line  with  those  of  the  cylinder,  so  that  the  steam  passages  to 
the  cylinder  lead  from  double  valve  seats  in  the  same  way,  only 
through  a  slightly  lengthened  course,  as  from  an  ordinary  seat  cast 
upon  the  cylinder.  The  two  valves  which  rest  upon  these  faces  are 
held  apart  by  distance  pieces  at  their  sides,  and  are  thus  made  to 
balance  each  other.  The  outer  valve  of  the  two  is  secured  to  the 
distance  blocks  by  bolts  having  springs  under  the  locked  nuts,  so 
that  it  is  as  free  to  lift  off*  its  face  in  event  of  water  in  the  cylinder, 
as  the  ordinary  slide  valve.  The  gain  in  the  removal,  of  the  cooling 
effect  of  the  exhaust  from  the  side  of  the  cylinder — ^where  the  exhaust 
passage  is  commonly  formed — nearly,  if  not  quite,  compensates 
for  the  extra  length  of  passage  which  the  arrangement  demands ; 
while  the  double  valve  gives  all  the  advantage  of  a  grid-iron  valve, 
with  abundance  of  room  in  the  chest  for  an  efficient  lap,  which  con- 
ditions are  nearly  unattainable  with  a  double-ported  valve,  moved  by 
a  single  eccentric,  for  ordinary  length  of  cylinders.  The  balancing 
is  nearly  perfect,  and  the  valves  have  been  found  to  be  at  first  quite 
as  tight  as  any  single  valves ;  and  after  two  years'  running  have 
shown  no  signs  of  wear,  preserving  their  original  tightness. 

These  slide  valves  will  work,  with  the  least  of  power,  with  cer- 
tainty of  action  at  all  times;  expansion  or  contraction  not  aff'ecting 
the  bearing  on  the  faces,  the  relief  being  equally  good  at  starting 
the  engine,  to  what  it  is  when  fully  at  work,  with  steam  at  high  tem- 
perature. Locomotives  or  hoisting  engines  with  such  valves  can  be 
reversed,  under  any  pressure  of  steam,  with  perfect  ease  and  safety. 
An  Engine  at  the  Centennial  is  now  running  a  line  of  shafting  and 
working  under  50  to  55  pounds  pressure  of  steam.  This  engine  has 
its  cylinder  16  inches  in  diameter  by  30  inches  stroke,  and  the  valves 
have  150  square  inches  of  covering  surface.  These  valves  are  ope- 
rated by  means  of  a  valve-rod  3-16ths  of  an  inch  in  diameter,  in  lieu 
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of  the  uBual  size  of  about  1^  inches  diameter.  It  is  scarcely  neces- 
sary to  call  attention  to  the  economy  of  original  cons  traction  and 
finish,  of  this  plan  for  balanced  valves,  and  the  facility  of  access  if 
repair  should  ever  be  required ;  but  these  are  obviously  not  the  least 
of  its  merits. 


FUEL  AND  ITS  U8E- 
By  Prop.  H,  Fritz,  Zurich. 


[From  the  Journal  of  Applied  Science,  August  1,  1876.] 

Although  frequent  attempts  have  been  made  to  render  the  use  of 
fuel  as  advantageous  as  possible,  the  results  are  far  from  satisfactory, 
as  only  part  of  the  heating  power  is  utilized.  The  difference  between 
theoretical  and  effective  heating  power  for  various  sorts  of  fuel  may 
be  seen  by  the  following  table,  which  gives  the  number  of  pounds  of 
water  evaporated  by  one  pound  of  fuel. 


Fael. 

Heating  Power. 

Theoretical. 

In  Steam  Boilers. 

In  Open  BoUen. 

PMroleum  .••.•••.••.r.*««t«*-t*.T*r.. 

16-30 
12-46 
11-61 
10-77 

9-10-8 

7-7 

66—7-4 

4-3— 6-6 

30 

10—14 

6-*2^'" 
e— 6-76 
6—8 

2-2—6-6 

2-6—6 

2-5     3-76 

1.86—1-92 

Anthrftcit9 

Coal 

5-2 
3-7 

Ohf^rCOftl  ..t.......>.t.......>rr.....rr 

Coke 

Brown  eoal  ....^ 

Peat. 

1-6— 2-3 
1-7— 2-8 
1-86—21 

Wood 

Straw 

As  regards  the  heating  of  steam  boilers,  Mr.  Thompson  found,  by 
a  series  of  experiments,  that,  on  an  average,  only  forty-seven  per 
cent,  of  the  theoretical  heating  power  of  the  fuel  is  utilized,  the 
remainder  being  lost  through  imperfect  combustion,  radiation,  and  other 
causes.  Since  portable  engines  have  been  arranged  for  straw  burning, 
this  fuel  has  become  of  great  importance  for  agricultural  purposes. 
Trials  at  the  Vienna  Exhibition  proved  that  one  pound  of  straw  is 
capable  of  evaporating  from  1-81  lb.  to  1*97  lb.  of  water  into  steam 
of  seventy  pounds  pressure  and  805°6  Fahr.  Compared  with 
Thompson's  figures  for  other  fuels,  straw  would  seem  to  give  more 
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work  than  even  coal ;  bat  the  trials  in  Vienna  were  made  with  Exhi- 
bition engines,  and  nnder  the  most  favorable  circumstances.  Amongst 
the  other  oalorio  engines  tried  up  to  the  present  time,  only  those 
working  with  hot  air,  exploding  gas,  and  exploding  vapor  of  petro- 
leum have  proved  of  practical  use.  The  following  table  shows  the 
comparative  merits  of  different  systems : — 


Air  Engines. 

Fonnds  of  Fuel  per 
Hoar,  and  U.  P. 

Relation  between 

Effeotlre  and  TheoreUeal 

Work  of  Fael. 

Belou * 

8-8—4-84 

6 
10-12 

9-9— 18-16  • 
11-16-5 

60— 41 
8-5 
1-9 

20— 1-4 
1-8—1-2 

Leawitt 

liehmftDn..., •• 

Leauberan 

EricMon..... 

OMEtaglnet. 

Qnantlty  of  Qas  rednoed 
to  OoaMn  Ibe. 

Otto  and  Langen 

8-96—6 

9-9 

9-9-12 

5-0-8-6 

2-0 

20—1-8 

Hngon 

l*6noir  •••••••• •«••••••. 

Petrolevm  Engine. 

Petroleum  In  Ibe. 

Hock 

1  •66-2-86 

8'4— i-6 

Comparing  the  different  steam  engines  with  these  motors,  it  is  found 
that  as  regards  work  they  are  nearly  equal,  or  rather,  the  duty 
varies  for  steam  engines  and  other  caloric  motors  almost  between  the 
same  limits.  To  show  this,  the  following  table  is  arranged  according 
to  the  work  of  the  different  motors  : — 


Small  high-pressure  engine  without  expansion 
Air  engine,  Ericsson 

"  Leaubereau    .... 

'^  Lehmann 

Gas  engine,  Lenoir 

"  Hugon 

Portable  steam  engine      .... 
High'pressure  steam  engine  with  expansion  . 
Air  engine,  Leawitt 

'*  Belou 


Per  eent. 

1-8 
1-8 
1-8 
1-9 
20 
2-0 
2-8 
3-0 
8-5 
41 
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Condensing  engine  with  expansion    ....  4*5 

Gas  engine,  Otto  and  Langen        .         •         •         •  5*0* 

Petroleum  engine,  Hock   .     ' 8*4 

Large  steam  engine,  best  make     .         •         •         .  9*0 

Although,  according  to  this  table,  the  work  of  high  pressure  steam 
engines  is  less  than  that  of  gas  or  air  engines,  the  cost  of  fuel  for  the 
latter  still  exceeds  that  for  steam  engines  from  2*5  to  5  times,  a  cir- 
cumstance which  explains  the  fact  that,  notwithstanding  the  many 
advantages  of  air  or  gas  engines,  they  are  not  able  to  replace  the 
ordinary  high  pressure  steam  engine. 


Book   Notice. 


Treatise  on  tdb  MEcriANiCAL  Theory  op  Heat. — R.  S.  McCulloch, 
C.E.,  Professor  of  Mechanics,  Washington  and  Lee  University, 
Va.     12mo,  288  pp.     D.  Van  Nostrand,  New  York,  1876. 

It  would  be  difficult  to  find  a  parallel  exairple  of  so  excellent, 
tborou^zh,  and  exact  a  text  book,  as  completely  wanting  in  inductive 
arrangement;  while  at  tLe  same  time  it  is  not  known  where  to  look 
for  any  corresponding  presentation  of  the  dynamics  of  heat  of  equal 
clearness  or  accuracy.  If,  however,  it  is  assumed  that  the  book  is  a 
r^.<umd  of  lessons — that  it  has  followed,  and  accompanied  courses  of 
physics  and  practical  mechanics,  in  which  the  several  propositions 
have  originated,  then  the  mathematical  demonstrations  in  some  order 
of  sequence,  will  have  become  invaluable  aids  to  the  learner,  and  this 
recapitulation  in  the  groups  chosen,  will  be  highly  advantageous. 

In  the  preface  of  the  work  the  author  speaks  of  the  retrogression 
^^  of  scientific,  as  well  as  classical,  education  in  this  country,  and  su- 
perficially is  the  fashion  of  the  day,"  by  way  of  apology  for  the  use 
of  the  concise  language  of  modern  mathematics.  Without  denying 
the  decline  of  Greek  scholarship — Is  not  the  publication  of  this  work 
in  this  country  at  all  an  indication  of  progress?  The  first  page  of 
notation,  which  is  not  that  of  the  ^^  fluxional  calculus,"  is  evidence  of 
the  growth  of  English  mathematical  science  during  the  past  fifty  years. 

*  This  rate  of  actual  economio  effect  for  the  Otto  and  Langen  engine  is  delusiTe  in 
some  regards.  First,  there  are  obvious  limits  of  size  for  the  Otto  and  Langen  principle 
of  action  when  reduced  to  working  practice,  so  that  the  relative  economy  would  be 
affected  (impaired)  materially  when  an  engine  develops  any  large  quantity  of  power, 
say  above  8  to  10  horse  power,  and  second,  the  Otto  and  langen  engine  is 
especially  economical  in  the  performance  of  irregular  labor,  in  which  regard  it  ap- 
pears to  present  striking  advantages  over  any  other  engine  known. 

The  English  reports  of  this  engine  also  place  it  higher  in  the  scale  than  is  shown  on 
this  table — See  Journal  or  thi  Feankuit  Ihstitutb,  yoL  G,  p.  262.  (Note 
by  Ed.  F.  I.  J.) 
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May  there  nat  be  a  scientific  one-sidedness  quite  as  objectionable  as 
an  unscientific  ^'superficiality?*'  For  the  mathematician  to  insist  that 
the  mechanical  theory  of  heat  is  purely  a  question  of  thermo-dynamic 
functions,  is  probably  as  untenable  ground,  as  the  proposition  that  the 
science  can  be  investigated  or  understood  without  them.  The  facts 
must  exist  and  should  be  stated,  previous  to  the  investigation  into 
their  causes  and  effects. 

The  mechanical  theory  of  heat  can  be  clearly  given.  It  is  the 
theory  that  the  motion  of  a  body  may  be  changed  into  vibrations  of 
the  molecules  which  form  that  body — that  these  vibrations  constitute  the 
condition  which  is  called  heat — that  heat  pervades,  and  is  incident  to, 
all  material  substances — that  heat  transfers,  with  a  tendency  to  equal- 
ity of  vibratory  power,  from  one  body  to  another  (although  the  value 
of  a  vibration  in  one  body  differs  from  that  in  another) — whence  gen- 
erally, the  putting  in  motion  of  any  body  is  always  attendant  with 
the  abstraction  of  definite  quantity  of  heat,  (molecular  vibration); 
and  the  dispersion  of  a  corresponding  amount  of  heat,  attends  the 
coming  of  a  body  to  a  state  of  rest. 

Of  this  statement  of  the  mechanical  theory  of  heat,  the  molecul  tr 
vibration  is  of  course  hypothesis — no  direct  experiment  can  show  it 
— ^but  it  certainly  fills  the  requirement  of  accounting  for  the  preser- 
vation of  continuous  motion  in  the  universe  ;  and  by  analogies  with 
acoustic  vibrations,  which  can  bo  exhibited  and  have  been  studied, 
many,  if  not  all,  of  the  phenomena  of  heat  can  be  reduce  I  to  mathe- 
matical laws.  The  absolute  generation  of  heat  by  the  applitsation  of 
force — by  the  retarded  motion  of  the  body,  is,  however,  an  e8t»ib- 
lished  fact  in  physics,  and  was  first  announced  by  Rumford,  1790-8, 
and  has  since  been  determined  with  acceptable  accuracy  by  Joule, 
1843  9 ;  and  although  older  mathematicians,  beginning  with  Uuy- 
ghen,  1690,  and  going  through  a  list  of  distinguished  names  (amongst 
which  Newton's  appears  as  an  opponent  to  the  theory)  down  to  1850, 
advocated  a  vibrating  theory  for  light  and  heat,  yet  it  was  not  until 
1849  that  Rankine  and  Glausius  and  Thomson  enunciated,  as  an 
accompaniment  to  Rumford's  convertibility  of  force  to  heat,  the 
theory  of  thermo-dynamics. 

Perhaps  there  is  not  in  all  of  English  scientific  literature  a  better 
use  of  language  than  that  which,  in  Rankine's  Steam  Engines  and 
Prime  Movers,  commences  Chap.  1,  of  Part  III,  "of  relations 
amongst  the  phenomena  of  beat.*'  Beginning  with  the  most  ele- 
mentary statement,  the  perspicuity  of  words  has  left  no  uncertainty 
or  inaccuracy  for  the  most  critical  or  advanced  student,  and  step  by 
step  the  reader  is  led  to  the  results  which  Prof.  McCuUoch  has 
expressed  in  another  order,  and  somewhat  more  at  length.  In  point 
of  fact.  Prof.  McCulloch's  book  is  the  acknowledged  production  of  the 
study  of  Rankine,  Glausius,  Thomson  and  Hirn,  with  reminiscenses  of 
Carnot,  Clapyron,  Fourier,  Fresnel,  Rcgnault  and  others ;  and  in 
this  regard  it  is  the  book  for  the  professor  rather  than  for  the  pupil. 
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Still,  one  cannot  help  remarking  what  an  admirable  book  woald  have 
been  produced,  if  the  experimental  and  mechanical  foundation  had 
been  established  in  an  indtictive  order. 

The  want  of  assertion  of  some  such  basis  leaves  in  many  places  an 
opening  to  question  the  mathematical  results.  The  writer  of  this  notice 
for  instance,  is  hj  no  means  prepared  to  accept  Hirn's  conclusions 
and  resulting  adabiatic  curve.  A  careful  examination  of  Bankine  will 
show  that  he  did  not  place  the  most  implicit  reliance  on  the  indicator 
in  his  efforts  to  show  the  absolute  useful  effect.  He  uses  the  diagram 
in  the  form  of  an  indicator,  and  with  all  propriety,  but  never  a  card  of 
actual  engine  performance.  There  are  too  many  contingencies.  The 
indicator  is  really  an  admirable  instrument  for  the  steam  engineer,  or 
a  mechanic,  in  showing  place  of  valves,  leakages  of  valves  or  piston 
etc.,  etc.,  but  it  demands  great  skill  to  make  it  exhibit  these  condi- 
tions. The  instrument  itself,  when  of  the  most  delicate  make  is 
open  to  criticism ;  and  when  jacketed  cylinders  are  employed,  the  dis- 
tortion of  steam  line  for  the  low  pressure  is,  with  the  inevitable  leak- 
age of  the  piston,  out  of  all  possible  bounds  of  assumable  error.  There 
are  some  other  propositions,  which  may  be  open  to  doubt.  The 
phenomena  exhibited  by  water  when  heated  above  the  boiling  point, 
and  the  spheroidal  (so  called)  condition  of  water — both  of  these  had 
another  explanation  given  in  the  pages  of  our  Journal.* 

In  one  regard  beyond  all  others,  this  excellent  book  is  noteworthy. 
While  it  is  a  treatise  on  the  most  positive  of  all  branches  of  study,  an 
exposition  of  the  reasoning  faculties  only,  it  is  prefaced  and  con- 
cluded in  an  acknowledgment  of  the  insufficiency  of  mere  human 
understanding ;  and  the  averment  that  the  most  profound  researches 
of  the  human  intellect,  are  but  contemplations  of  fragments  of  the 
infinite  wisdom  which  rules  the  universe;  and  it  points  from  the  revel- 
ations of  nature,  to  those  which  have  been  given  to  us  more  directly 
and  positively. 

Cornish  Fumping  Engine  at  ProTidence,  B,  I.— The  large 
engine  (one  of  the  largest  in  the  country)  which  has  been  erected  at 
the  principal  water  station  for  this  city,  on  the  Pettaconset  river, 
has  commenced  to  run  in  a  highly  satisfactory  manner.  It  is  pump- 
ing all  the  water  needed  for  the  present  supply  of  the  city,  a  quantity 
within  4  million  gallons  each  day,  moving  quietly  at  about  seven 
and  a  half  strokes  per  minute — equal  to  7^  millions  of  gallons  in  24 
hours,  with  the  steam  following  the  piston  15  inches  (11  feet  stroke). 
The  reported  duty  is  95  millions  of  pounds  of  water  lifted  one  foot 
per  one  hundred  pounds  of  coal  supplied  to  the  boilers. 

*  See  present  volame,  page  86,  €t  seg. 
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^tvii  and  ^erliat|ii:ai  ||ngfne«ring» 

PUMPING  ENGINE  FOR  THE  HIGH  SERVICE  WATER  SUPPLY 

In  the  City  of  Providenoe,  Rhode  Island. 

Designed  by  A..  F.  Nagle,  M.E.      Constructed  by  the  Providenoe 
Steam  Engine  Company. 

In  accordance  with  the  specifications  of  the  chief  engineer  of  the 
Providence  water  works,  J.  Herbert  Shedd,  C.E.,  there  was  com- 
pleted and  tested  in  December  last,  a  second,  or  duplicate,  engine  for 
the  high  service  in  this  city.  The  first  engine  for  the  performance  of 
the  same  service,  under  the  same  conditions,  had  been  designed  and! 
built  by  Mr.  Geo.  H.  Corliss,  in  1872-'3,  and  had  been  running: 
nearly  two  years;  and  this  second  engine  was  provided  as  a  sub* 
Btitute  in  case  of  need  or  preference. 

The  contract  for  the  engine  stipulated  that  ^^  the  engine  is  to  be  > 
capable  of  raising  with  ease  five  millions  of  gallons  af  water  in 
twenty- four  hours  to  a  height  of  one  hundred  and  twenty  feet  above 
[the  low  water  level  of  supply  to  the  pumps]  under  a  possibly  vary- 
ing [level  of  supply  of  forty  feet] ;  is  to  work  smoothly  under  the 
above  conditions  [as  to  lift  of  water],  and  also  when  [raising]  but 
three  hundred  and  fifty  thousand  gallons  in  twenty-four  hours  [under 
like  conditions  as  to  lift  of  water] ;  is  to  be  attached  to  the  suction 
and  force  mains  now  located  in  the  station ;  is  to  pump  directly  into 
the  distributing  pipes ;  and  is  to  perform  a  duty  of  seventy-five 
million  foot  pounds  per  hundred  pounds  of  coal." 

It  will  be  noticed  that  these  contract  requirements  of  capability, 
apparently  call  for  the  greatest  and  least  velocities  of  the  engine,  to 
vary  as  fourteen  to  one,  and  the  greatest  and  least  performance  of  the 
engine,  to  vary  as  twenty-one  to  one.  These  demands  when  applied, 
to  any  continuous  movement  steam  engine  are  sufficiently  onerous,. 
and  it  may  be  questioned  if  the  accomplishment  is  a  possible  one  ;. 
but  even  these  apparent  demands  are  exaggerated  when  the  condition, 
of  direct  connection  to  the  distributing  pipes  is  included  with  the 
daily  limit  of  supply  and  the  possible  varying  head  of  resistance. 

The  capability  to  raise  five  millions  of  gallons  with  ease  in  twenty- 
four  hours,  means  that  at  times  the  engine  shall  run  at  a  rate — for 
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some  minntes — Tvhich  would  supply,  if  continued,  six  millions  in 
twenty-four  hours,  whije  the  delivery  of  three  hundred  and  fifty  thou- 
sand gallons  in  the  distributing  service  in  any  twenty-four  hours  oould 
hardly  call  for  a  speed  of  engine,  at  midnight,  for  instance,  that 
would  exceed  the  rate  of  ninety  thousand  gallons,  if  continued  the 
whole  time.  These  figures  give  the  variation  of  speed  of  engine 
between  the  greatest  and  least  requirements  as  nearly  seventy  to  one ; 
and  the  variation  of  greatest  and  \ed,%i  performance  as  one  hundred 
to  one. 

Without  entering  into  the  question  of  the  possibility  of  acoom- 
iplishment,  in  this  notice,  it  will  only  be  said  that  the  engine  did  not 
^fulfil  the  specifications  (neither  did  the  Corliss  engine)  to  the  letter  of 
'the  contract.  But  by  means  of  a  relief  valve,  a  quantity  (not  stated) 
•of  water,  which,  it  may  be  assumed,  was  considerably  in  excess  of  the 
•three  hundred  and  fifty  thousand  gallons  in  the  twenty-four  hours, 
was  permitted  to  escape  from  the  distributing  pipes,  (under  the  resist- 
.  ance  of  flow  through  the  aperture  of  this  valve,  and  discharge  into 
the  supply  mains),  to  be  pumped  over.  In  this  manner  the  necessary 
oonstancy  of  resistance  was  made  to  accompanying  extreme  variations 
of  demand,  so  that  when  the  requirement  was  exceedingly  small,  the 
regular  work  provided  by  the  "relief  valve"  would  be  sufficient  to 
keep  the  engine  in  motion  with  comparative  smoothness. 

This  evasion  of  the  terms  of  the  contract  being  allowed,  the  testi- 
mony of  the  experts  (Chas.  Hermany,  C.E.,  J.  B.  Francis,  C.E.,  and 
Prof.  Chauncey  Whitaker)  shows  that  the  engine  would  command  the 
exigencies  of  the  service  for  which  it  was  intended,  which  really  are 
the  maximum  supply  of  five  millions  of  gallons  in  twenty-four  hours, 
with  a  minimum  supply  of  whatever  may  be  abstracted  from  the 
•water  pipes  at  any  time.  And  this  irregular  demand  was  met  even 
to  the  maintenance  of  pressure  when  the  fire  hydrants  of  the  district 
were  put  in  use  suddenly  and  without  communication  with  those  em- 
»ployed  about  and  running  the  engine. 

The  usual  stipulations  as  to  quality  of  material,  workmanship, 
strength  of  parts,  and  changes  of  plan,  delivery  of  material,  advanees 
of  money  during  construction,  protection  from  liens  on  work  or  ma* 
terial,  etc.,  follow  in  due  course  in  the  contract. 

With  these  clauses,  there  is  one  which  has  become  usual  with  some 
engineers,  whereby  the  contractor  is  made  to  defend  the  city,  its 
4)fficers  and  agents,  against  all  patent  claims  or  demands,  under  a 
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bond  of  indemnity.  If  this  condition  bears  the  restricted  sense  of 
subjecting  the  contractor  to  make  payment  for  the  use  of  anything 
which  may  be  patented  in  the  construction  of  the  work  only,  limiting 
the  obligation  to  the  profit  he  may  derive  as  a  constructor  from  suclj 
use,  as  against  the  use  of  well  known  unpatented  devices,  it  is  open 
to  no  reasonable  objection  ;  but  if  it  means  that  the  contractor  is  to 
bargain  to  make  himself  liable  for  the  value  of  all  or  any  patented 
arrangements,  whereof  the  city  of  Providence  may  have  had  the 
advantage  or  profit  in  use,  and  which  patented  arrangements  the  city 
officers  have  procured  to  be  made  for  the  city,  then  the  condition  is 
onerous  and  unfair  in  the  extreme.  Under  this  last  rendering  the 
unfortunate  contractor  would  be  required  to  defend,  knight  errant 
fashion,  against  all  comers,  while  the  city  authorities  can  foster, 
encourage  or  default  in  the  litigation,  wherein  he  may  be  liable  to 
serious  loss,  without  having  the  least  valuable  consideration  for  his 
liability. 

The  engine  was  to  have  a  duty,  as  tested  by  a  board  of  three 
experts,  of  "  at  least  seventy-five  millions  of  foot  pounds  per  one 
hundred  pounds  of  coal,  when  delivering  two  million  gallons  in 
twenty-four  hours  against  a  head  of  one  hundred  feet."  "  The  con- 
ditions of  the  trial  are  to  be  similar  to  those  adopted  in  the  trial  of 
the  Lynn  Pumping  Engine,  in  December,  1873." 

The  boilers  and  appurtenances,  together  with  the  engine  founda- 
tion, were  embraced  in  the  terms  of  proposals,  and  were  part  of  the 
contract. 

The  price  for  the  whole  was  fifty-four  thousand  dollars,  conditioned 
on  performance  as  above,  with  a  requirement  to  remove  the  engine 
and  all,  if  the  stipulations  of  the  contract  were  not  met. 

The  essential  feature  in  the  Lynn  trial  was  the  establishment  of 
some  value  of  fuel  by  the  use  of  selected  and  picked  anthracite  coal, 
that  would  yield  about  10  per  cent,  only  of  ashes,  or  90  per  cent,  of 
combustibles. 

The  test  of  this  engine  has  not  been  yet  reported  in  detail,  but  a 
summary  or  result  is  stated  by  the  experts  :  ^'  The  engine  pumped 
at  the  rate  of  a  little  more  than  two  million  (2,000,000)  gallons 
per  twenty-four  hours  by  weir  measurement,  and  made  a  duty  of 
84,637,245  foot  pounds  per  hundred  pounds  of  coal  consumed. 

*'  This  work  and  duty  were  obtained  during  a  continuous  run  of 
fifty-six  hours,  fifty-one^(51)  of  which  were  selected  by  omitting  some 
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hours  at  the  beginning,  and  some  at  the  end  of  the  trial,  for  which 
fiftj-one  hours  the  calculation  is  made ;  all  the  coal  put  into  the  fur- 
nace was  charged  to  the  engine,  and  no  deduction  made  for  clinkers, 
ashes  or  cinders.'*  * 

On  the  basis  of  the  report  of  the  experts  the  engine  was  accepted, 
and  a  settlement  made  with  the  city,  subject  to  the  guarantee  of  the 
contract  of  "  the  strength  as  well  as  the  quality  of  the  materials  and 
workmanship  of  all  the  parts,  and  the  making  good  on  the  part  of 
the  contractor,  at  his  cost,  all  outlays  or  injuries  caused  by  defects 
in  the  same  during  first  twelve  months  of  working  the  engine,"  a 
responsibility  which  (under  the  circumstances  of  the  engine,  with  its 
duplicate  to  be  operated  if  it  is  thought  proper)  may  not  be  relieved 
for  the  next  twelve  years. 

The  engine,  which  has  been  found  to  confbrm  to  these  stringent 
requirements,  is  shown  in  elevation  and  cross  section  on  the  accom- 
panying cuts.  It  is  of  the  vertical,  double  over  head  cylinder,  com- 
pound type,  usual  for  propeller  engines,  with  a  double  crank  shaft, 
and  opposite  connected  cranks.  The  main  shaft  is  led  off  on  the 
high  pressure  side,  and  carries  a  fly  wheel  of  considerable  weight, 
and  has  behind  the  back  bearing  a  half-stroke  crank,  which  gives 
motion  to  the  piston  of  the  air  pump,  and  preserves  the  vacuum  in  « 
jet  condenser.  On  the  main  shaft  is  a  pinion  which  communicates 
motioti  to  the  pumps  through  a  gear  wheel  up6n  a  second  crank 
'shaft.  The  pinion  and  gear  bear  the  relation  to  each  other  of  one  to 
five.  There  are  two  horizontal  pumps,  one  on  each  side  of  the  bed- 
plate of  the  vertical  engine,  driven  by  right  angle  cranks  at  the  rate 
of  one  stroke  of  the  two  pumps  to  each  five  strokes  of  the  engine. 
The  pump  valves  are  double  beat,  there  being  one  suction  and  oike 
delivery  valve  at  each  end  of  each  pump.  The  high  pressure  cylinder 
is  eleven  inches,  and  the  low  pressure  one  is  nineteen  inches  in 
diameter;  the  stroke  is  three  and  a  half  feet.  'Both  cylinders  are 
steam  jacketed  by  live  steam. 

The  admission  and  emission  of  steam  is  effected  by  three  separate 
jgridiron  slide  valves  at  each  end  of  the  two  cylinders,  which  are  moved 
on  their  seats  by  sliding  cams,  having  a  vibratory  action.  These 
cams  are  worked,  although  not  directly,  by  a  single  eccentric ;  and  by 
the  motion  given  to  the  valves;  the  first  valve  admits  steam  for  the 
high  pressure  cylinder;  the  second  valve  serves  for  the  exhaust  valve 

*  If  the  whole  time  had  been  taken,  the  result  would  haye  been  a  little  mor$ 
fayorable. 
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for  the  high  presanre  and  an  admission  valve  for  the  low  pressure 
cylinder ;  while  the  third  valve  is  the  exhaust  valve  from  the  low; 
pressure  cylinder  to  the  condenser.  The  flow  of  steam  in  the  higl]^ 
pressure  cylinder  being  controlled  by  a  governor,  which  regulates  the 
motion  of  an  auxiliary  cut-off  valve,  on  the  back  of  the  steam  valve. 
The  automatic  arrangement  for  adapting  the  speed  of  the  engine 
to  the  varying  requirements  and  conditions  of  the  service,  consists  of 
two  cylinders,  into  one  of  which  water  is  admitted  from  the  suction 
aide,  and  into  the  other  from  the  delivery  side.  The  varying  pres- 
sures of  water  in  these  cylinders,  resulting  from  the  increase  or  de- 
crease of  the  supply  on  the  one  hand,  as  compared  with  that  in  the 

delivery  on  the  other— so  acts  on 

WATER    PRESSURE     RCGUUTOII  ^i         *.    i  -    ,i  ..  i 

the  fulcrum  of  the  connecting  lever 
between  the  two  cylinders  as  to 
operate  the  cut-off,  and  adapt  the 
supply  of  steam  and  the  consequent 
speed  of  the  engines  tQ  the  then 
existing  circumstances.  This  gov- 
erning apparatus  has  not  operated 
quite  as  successfully  as  could  be 
wished,  as  the  effective  power  for 
performance  of  the  work  of  moving 
the  position  of  the  cut-off  cams  given 
at  the  instant  of  increase  of  pres- 
sure from  119  to  120  feet  head  of 
water,  is  scarcely  large  enough  to  be  available,  and  the  friction 
resistance  of  the  plungers  is  too  great  a  disturbance  to  the  delicacy 
of  action  of  the  pressure. 

The  fly-wheel  is  thirteen  feet  in  diameter  and  weighs  eleven  tons. 
As  the  speed  of  the  fly-wheel  is  five  times  as  great  as  that  of  the 
pump  shaft,  the  effective  value  of  momentum  in  preserving  the  uniform 
velocity  of  the  engine,  is  twenty-five  times  that  which  it  otherwise 
would  have  been. 

The  pumps  are  seventeen  inches  in  diameter,  and  have  a  stroke  of 
four  feet.  The  consequent  displacement  of  the  two  pumps  is  271,440 
gallons  each  twenty-four  hours ;  whenever  a  double  stroke  (or  revo- 
lution) of  the  pair  of  pumps  is  made  per  minute.  The  requisite 
average  speed  for  the  specified  quantities  to  be  delivered  was,  there. 
fore  (without  allowing  for  loss  by  leakage),  eighteen  and  two-tenths 
revolutions  for  the  greatest,  and  one  and  three-tenths  revolutions  of 
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the  pump  shaft  for  the  least  quantities,  per  minute.  The  correspond- 
ing velocities  of  the  engine  were  ninety-one  revolutions,  and  six  and 
a  half  revolutions  per  minute.  The  experts  limit  their  report  as  to 
the  smooth  running  clause  to  *'  It  did  run  smoothly  while  performing 
this  work,"  ».  e.  2,000,000  gallons,  or  thirty-six  and  four-tenths 
revolutions  of  the  engine  per  minute. 

On  the  whole  this  engine  of  the  high  service  at  Providence  can 
be  confidently  accepted  as  one  of  the  most  satisfactory  solutions  of 
the  problem  of  the  direct  water  supply  to  a  distributing  service,  with- 
out the  accompaniment  of  reservoir  or  stand  pipe. 

The  boilers  provided  with  the  engine  were  two  in  number,  each  with 
about  twenty  square  feet  of  grate.  They  are  of  the  ordinary  fire 
box,  flue-and-top  tubular  type,  of  American  river  or  coast  steamers  of 
small  size.  As  might  be  supposed,  they  are  not  very  self-acting  to 
meet  vicissitudes  of  requirement  of  100  to  1,  nor  very  economical  in 
evaporative  effect  of  fuel  for  slow  rates  of  combustion. 

A  statement  made  in  the  Providence  Evening  Bulletin^  Aug.  3d» 
18  the  authority  for  the  following  comparison  of  performance  in  actual 
service  between  the  two  engines. 

For  the  week  ending  July  23d,  1875,  the  first  engine  pumped 
3,320,055  gallons  of  water,  and  consumed  26,610  pounds  of  coal. 

.  • .  This  performance  is  equivalent,  if  the  water  was  lifted  to  full 
pressure  from  the  least  level  of  water  supply  (an  empty  reservoir,  or 
120  feet  water  column  pressure),  to  12,482,000  duty,  or  if  the  water 
was  lifted  only  80  feet  high,  8,322,000  duty,  or  water  lifted  one  foot 
high  by  100  lbs.  of  coal. 

For  the  four  weeks  ending  the  same  date,  the  same  engine  pumped 
13,999,095  gallons  of  water,  and  consumed  110,262  pounds  of  coal. 

.  • .  This  performance  is  equivalent  to  12,693,000  duty  for  the 
high  lift  or  8,642,000  duty  for  the  low  lift. 

The  corresponding  time  of  year  and  date — July  23d,  1876— the 
second  engine— that  under  discussion  in  this  article — has  pumped 
for  the  week  4,851,600  gallons  of  water,  and  consumed  6,400  pounds 
of  coal. 

.  • .  A  performance  which  reduces  to  75,806,000  maximum,  or 
50,535,000  minimum  duty. 

For  the  four  weeks  ending  July  23d,  the  second  engine  is  stated  to 
have  pumped  19,792  000  gallons,  and  consumed  25,495  lbs.  of  coal. 
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.  • .  A  performance  which  reduces  to  77,613,000  greatest,  or 
51,742,000  least,  duty. 

How  much  was  pumped  to  waste  through  the  relief  valves  was  not 
stated,  but  possibly  it  was  an  equal  proportion  on  the  two  engines ; 
the  difference  of  quantity  of  water  pumped  is  accounted  for  by  the 
increase  of  water  supply  to  the  district.  On  the  four  weeks'  service 
the  last  engine  appears  to  be  about  6*11  times  more  efficient  than 
the  first. 


Errata, — Insert  on  page  123,  vol.  CII,  at  end  of  line  18,  "  motion 
of  the,"  so  that  the  clause  of  the  sentence  will  read  ^'  that  the  motion 
of  the  point  of  attachment  to  the  main  valve-rod  ceases." 


MEMORANDA  RELATING  TO  TWO  90-FEET  CHIMNEYS  FOR  SIEMENS' HEATING 
FURNACES  AT  THE  EDGAR  THOMSON  STEEL  WORKS.* 

By  P.  Barnes,  Resident  Engineer. 

[Extracted  from  the  EnginMring  and  Mining  Journal^   June,  1S76.] 

Exact  accounts  have  been  kept  of  the  cost  of  these  chimneys,  and 
it  may  be  a  matter  of  some  possible  interest  that  the  plans  and  details 
of  cost  should  be  laid  before  the  Institute.  The  statement  of  cost 
herewith  submitted  does  not  give  minute  particulars  of  the  weights  or 
quantities  of  material  used,  although  these  are  noted  upon  the  com- 
pany's books. 

Reference  being  made  to  the  accompanying  drawings,  it  will  be 
seen  that  each  chimney  has  an  external  shell  of  sheet  iron,  which 
rests  on  an  iron  base  plate,  and  is  thus  anchored  to  the  masonry  foun- 
dation. 

They  are  identical  except  in  the  depth  of  the  concrete  formation. 
One  of  them  (North)  had  to  be  put  in  the  bottom  of  a  slight  valley  on 
the  premises,  while  the  other  (South)  stood  on  higher  and  solid 
ground.  Flues  were  led  into  the  chimney  base  from  two  directions, 
one  being  large  enough  for  two  furnaces. 

The  base  was  carried  eight  feet  above  the  general  level  of  the  yard, 
partly  for  appearance  sake,  and  partly  to  keep  venturesome  boys 
from  climbing  up  the  ladder  on  the  outside. 

*  A  paper  read  before  the  American  Institute  of  Mining  Engineers,  at  the  Cleveland 
Meeting,  October,  1875. 
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The  whole  base  from  the  level  of  the  flaes  was  made  of  red  brick 

grouted  in  cement,  chiefly  for  the  purpose  of  utilizing  a  large  lot  of 
soft  brick  that  had  accumulated  at  the 
works.  The  anchor  bolts  were  hung  in  place 
before  the  brickwork  was  commenced — the 
washers  resting  upon  the  concrete — so  that 
the  total  weight  of  the  brickwork  is  utilized 
in  securing  the  stability  of  the  chimney  shell. 
At  the  level  of  the  ground  in  the  yard,  a  belt 
course,  and  upon  the  top  of  the  base,  a  coping 
of  sandstone  were  laid ;  and  upon  the  lattek^ 
the  iron  base  plate,  in  four  pieces,  was  bedded 
in  cement. 

A  side  flue  lined  with  firebrick  was  put  in, 
leading,  above  the  belt  course,  into  the  cen- 
tral flue,  both  to  give  access  to  the  interior, 
and  to  build  a  fire  in,  when  needed  to  secure 
a  more  perfect  draft.  The  shell  was  made 
in  4  feet  courses,  the  lower  ones  being  tapered 
^arif  outward  to  give  a  broader  base  upon  the 
plate.  The  first  course  was  made  of  6-16 
inch  iron,  the  next  four  of  3-16  inch  iron, 

EUvation  of  Bat*  and  ^ha/t.      ^^^  the  remaining  upper  part  of  J  inch  iron . 

A  light  ladder  was  put  upon  the  outside,  and  carried  entirely  over  the 

top.     The  finish  at  the  top  was  made  of  No.  22  galvanized  iron,  and 

painted  inside  and  out. 

The  interior  lining  was  made  of  common  red 

brick,  laid  in  lime  mortar,  and  it  is  4  inches  thick, 

except  at  the  bottom,  where  it  is  thicker,  to  suit  the 

enlarged  diameter  of  the  shell. 

The  shell   was  put   together   complete   while 

lying  on  its  side  upon  the  ground,  and  hoisted  into 

place  in  one  piece.     This  was  found,  even  for  so 

light  a  weight,  to  be  more  troublesome  than  was 

anticipated,  although  no  real  difficulty  was  ex- 
perienced.    The  cost  of  erection,  however,  was        stetion  of  Bate. 

slightly  greater  than  really  need  have  been  incurred. 

All  that  can  thus  far  be  said  of  the  actual  performance  of  these 

chimneys  is  that  they  give  a  tremendous  draft,  and  that  as  yet  they 

have  not  been  at  all  shaken  by  the  wind. 
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COST   or   BOUT! 

I    CHIMKBT. 

peroent. 

OTOMt. 

Exesvfttion . 

.      $132 

•032 

Concrete-stone  and  labor . 

264 

•064 

Cut  stone            "      " 

267 

•065 

Cement — total  used . 

:             230 

•056 

Lime           "      " 

68 

•013 

Sand          "      "     .'       . 

67 

•014 

Anchor  bolts 

67 

•014 

Castings 

242 

•059 

Red  brick    . 

629 

•153 

Bricklaying,  foundation  . 

242 

•059 

"          lining 

197 

•048 

Sheet  iron  shells 

1,190 

•292 

Paint .        .        .        .     .  . 

29 

•007 

Labor  of  erection,  ete.      . 

444 

•108 

Teaming      .        .        .        , 

103 

•025 

$4,186 

1^009 

mso08i 

3I0N. 

Mr.  Metoalf  said  that  he  had  recently  built  a  brick  chimney  con- 
taining 143,000  brick,  and  that  the  cost  was  less  than  $3,000.  The 
brickwork  was  31  in.  thick  at  the  base  and  13  in.  at  the  top.  Every 
three  feet,  flat  iron  rings,  2  in.  by  |  in.,  and  18  in.  larger  in  diameter 
than  the  interior  of  the  flue,  were  inserted,  set  on  edge.  The  painting 
of  iron  stacks  is  a  serious  objection  to  them,  since  the  paint  must  be 
repeatedly  renewed.  He  had  found  the  best  and  cheapest  paint  to 
be  common  soot  with  the  light  oil  from  the  refineries,  costing  about 
ten  cents  a  gallon.  It  does  not  contain  acid  which,  when  tar  is  used, 
attacks  the  iron  perceptibly. 

Mr.  Pearse  said  that  the  reason  iron  chimneys  were  first  built  was 
to  avoid  the  cracking  of  brick  chimneys  when  driven  hard.  The 
Pennsylvania  R.R.  had  built  a  chimney  shaped  like  a  double  star,  the 
points  acting  as  buttresses.  He  preferred  the  iron  chimney  with 
square  base  plate,  to  get  a  leverage  at  the  corners,  and  said  that, 
having  built  several,  the  first  used  in  this  country,  he  had  gradually 
reduced,  with  safety  and  success,  both  the  thickness  of  metal  and 
lining — the  metal  to  \  in.  at  bottom  and  \  in.  at  top,  and  the  lining 
to  4  in.  firebrick  at  bottom,  then  red  brick,  and  2  ^  in.  red  brick  at 
top.  The  foundation  could  be  made  without  cut  or  ashlar  blocks, 
using  bricks  and  cement  under  the  bedplate,  and  a  chimney  like  this 
was  built  for  $3,800,  at  Harrisburg,  in  1872. 
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Mr.  F.  Firmstone  had  always  thought  brick  chimneys  were  both 
better  ctnd  cheaper  than  iron  ones,  but  never  supposed  before  that 
the  difference  in  cost  was  so  much  in  their  favor.  Thej  had  just 
finished  the  shell  of  a  brick  chimney  at  Glendon,  105  feet  high  and 
6  feet  in  diameter,  which  would  cost  much  less  than  the  one  described 
by  Mr.  Barnes. 

This  chimney  rests  on  a  concrete  foundation  15  feet  6  inches  in 
diameter.  The  base  is  13  feet  in  diameter,  9  feet  high,  and  4  bricks 
(3  feet)  thick.  At  9  feet  high,  it  is  diminished  by  offdets  to  11  feet  6 
inches  diameter,  and  2|  bricks  (1  foot  10|  inches)  thick.  Above 
this  it  is  built  with  a  batter  of  one-quarter  inch  per  foot  to  the  top, 
diminishing  in  thickness  by  three  internal  offsets,  each  of  half  a  brick 
to  one  brick  (9  inches)  in  the  top  section.  A  double  row  of  hoop  iron, 
in  pieces  about  2  feet  long,  was  laid  in  the  bed  joints  at  every  eighth 
course,  one  row  close  to  the  outside,  and  one  close  to  the  inside  of 
the  shell.  It  is  to  be  lined  to  a  height  of  69  feet,  with  firebrick 
4J  inches  thick.  It  was  begun  August  17,  1875,  and  finished  Octo- 
ber  8,  in  44  working  days,  by  2  bricklayers  and  5  laborers. 

The  cost,  exclusive  of  scaffolding*  and  mortar,  of  which  no  account 
was  kept,  has  been  as  below. 

58,400  bricks  at  $10-25  per  M.  .         .        .  $598  60 

2  bricklayers  44  days  at  $3  each  .         .  264  00 

5  laborers  44  days  at  $1.10        ...  242  00 

10  bundles  hoop  iron     .         .         •         •  35  00 

Cast  iron  cap,  2,280  lb.  at  4  J  c.    '    .         .  102  60 

81,242  20 


Suez  Canal. — The  filling  up  of  the  Suez  Canal  is  an  event  that 
may  now  be  considered  indefinitely  postponed.  Last  year  between 
the  two  seas,  only  62,700  cubic  metres  of  "  stuff  "-were  removed,  and 
the  canal  was  navigated  with  facility  by  steamers  drawing  as  much 
as  27  ft.,  and  over  400  ft.  in  length.  The  bed  of  salt  which  forms 
the  bottom  of  the  Bitter  Lakes,  is  gradually  dissolving,  so  that  this 
portion  of  the  canal  is  being  gradually  but  steadily  improved,  and 
with  the  increase  of  vegetation  along  the  banks  of  the  canal,  there  is 
a  prospect  of  the  production,  in  a  not  distant  future,  of  a  fertile  and 
populous  tract  of  country  out  of  a  sandy  waste. 

*  NoTK  BY  THB  £mTOB  F.  I.  J. — In  the  construction  of  this  chimney  there  was  not 
only  no  necessity  for  a  scaffold,  but  skilled  chimney  builders  would  prefer  to  work 
without  one. 
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THE  STRENGTH  OF  BOILER  FLUES. 


By  Prof.  W.  C.  Unwin. 

[From  London  Engineering,  July  7,  1876,] 

Sib. — The  strength  of  boiler  flaes  is  a  subject  of  sufficient  import- 
ance to  deserve  further  attention.  Putting  on  one  side  at  present 
the  formula  of  LovCi  there  are  three  formulas  under  discussion  : 

1,  Fairbairn's  original  formulai 

/?  =  806,800*!^        ....     (1) 

2.  An  approximate  formula  given  by  Fairbairn  in  a  foot-note, 
which  you  term  the  practical  form  of  Fairbairn's  rule, 

;>  =  806,300  i!-      ....        (2) 
I  d 

8.  The  same  formula  with  a  new  coefficient  deduced  from  the  exper- 
iments by  yourself: 

p  =  465,314^      ....         (3) 
Id 

You  do  not  question,  and  it  is  certainly  true  that  Fairbairn's  original 
formula  fits  his  experiments  better  than  any  other.  But  you  think 
it  must  be  abandoned  (1)  because  it  is  too  complicated  and  difficult  to 
use,  12\  because  by  adopting  equation  (3)  the  tendency  to  use  thick 
plates  is  discouraged.  The  first  objection  may  be  removed  by  using 
a  small  table  of  values  of  t*"*'  calculated  for  those  thicknesses  of 
plate  which  are  common  in  practice.  The  following  is  such  a  Table, 
and  with  its  aid  the  collapsing  pressure  can  be  obtained  as  easily  as 
the  breaking  weight  of  a  bar : 

t     =       ^  i  A  i  A  f 

^2.19^    .002307    -01053    -02558     -04803     -07829      -1167 

&^^=  -1636  -2192  -2837  '3673  -5326  1-000 
As  to  the  second  objection  it  does  not  seem  to  me  well  to  mix  up 
in  one  formula  two  entirely  distinct  classes  of  considerations.  Fair- 
bairn's  formula  is  understood  to  give  the  collapsing  pressure  of  flues 
uninjured  by  fire.  If  it  is  modified  it  will  not  give  the  collapsing 
pressure  accurately,  and  it  will  not  insure  us  against  the  danger  of 
using  plates  of  too  great  thickness,  for  it  does  not  prohibit  the  use 
of  plates  of  absurdly  great  thickness.     No  doubt  thick  plates  are 
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daDgerous,  and  the  practical  experience  which  leads  ns  to  avoid  their 
use  is  best  embodied  in  a  separate  cautionary  rule. 

In  order  that  it  may  be  seen  in  what  degree  the  three  rules  differi 
the  following  Table  has  been  computed.    Any  of  the  numbers  in  this 

ftOfi  ^00 

Table  multiplied  by  ! gives  the  collapsing  pressure  of  a  flue. 

Id 
The  numbers  in  Column  I  are  proportional  to  the  collapsing  pressure 
by  equation  (1).  Those  in  Column  II  to  the  collapsing  pressure  by 
rule  (2),  and  those  in  Column  III  to  the  collapsing  pressure  by  rule 
(3).  The  Table  extends  to  all  the  thicknesses  likely  to  occur  in 
practice. 


I 

II 

III 

t 

^10 

f 

a<» 

1 

1 

•00231 
•01053 
•02558 
•0480 
•0783 
•1167 
•1636 
•2192 
•2836 
•3573 
•5326 
10000 

•00390 
•01563 
•03516 
•0625 
•0977 
•1406 
•1914 
•2500 
•3164 
•3906 
•6625 
10000 

•00225 

•00902 

•02029 

•03606 

•0563 

•0812 

•1104 

•1443 

•1826 

•2254 

•3246 

•5771 

Taking  Fairbairn's  rule  as  the  standard  equation  (2)  gives  eel- 
lapsing  pressures  70  per  cent,  too  high  for  tubeB  ^  in.  thick ;  20 
per  cent,  too  high  for  ^  io.  tubes  ;  and  the  error  diminishes  with  the 
increase  of  thickness  up  to  1  in. ;  it  then  changes  sign.  Equation 
(8)  gives  collapsing  pressures  nearly  right  for  very  thin  tubes,  but 
the  error  for  tabes  ^  in.  thick  is  30  per  cent.,  and  for  tubes  1  in. 
thick  is  42  per  cent.  The  three  rules  differ  so  widely  that  it  is  not 
indifferent  which  is  chosen.  But  if  the  experiments  are  relied  on, 
there  is  no  doubt  that  Fairbairn's  original  rule  is  the  best.  For  mod- 
erately thick  tubes  rule  (2)  is  not  far  from  accuracy.  For  thin  tubes, 
on  the  other  hand,  rule  (3)  is  better  than  (2). 

In  applying  Fairbairn's  rule  two  points  should  be  kept  in  mind. 
1.  In  all  Fairbairn's  experiments,  with,  I  think,  one  exception,  there 


Digitized  by 


Google 


Unwinr^Slrength  of  Bailer  FhM.  178 

was  a  longitudinal  tension  in  the  tube  due  to  the  tnode  of  fixing,  and 
it  is  possible  that  this  to  some  extent  influenced  the  results.  2.  Fair- 
bairn's  tubes  were  so  riveted  and  soldered  that  they  were  nearly  as 
strong  to  resist  compression  at  the  joints  as  in  the  solid  tube.  This 
is  not  always  the  case  with  boiler  flues.  If  the  longitudinal  seams, 
for  instance,  have  lap  joints  they  will  probably  give  way  in  certain 
cases  by  shearing  the  rivets.  In  those  cases  no  doubt  the  resistance 
will  be  altered. 

Mr.  Wilson  has  given  a  calculation  of  the  direct  crushing  resist- 
ance of  the  tubes,  and  a  similar  rule  is  adopted  by  the  Board  of 
Trade.  Without  questioning  that  such  a  rule  may  have  use  as  a 
counsel  of  caution,  it  may  be  pointed  out  that  it  is  scientifically  very 
defective  on  these  grounds.  1.  It  ignores  the  influence  of  the  enda. 
2.  It  ignores  the  effect  of  the  longitudinal  joints.  3.  It  rests  on  a 
very  doubtful  estimate  of  the  crushing  resistance  of  iron. 

The  rule  really  gives  the  crushing  resistance  of  an  infinitely  long 
tube,  supposing  that  in  such  a  tube  buckling  or  collapse  could  not 
be  prevented.  There  is  no  good  reason  for  supposing  that  the  influ- 
ence of  the  ends  ceases  for  short  tubes,  but  a  priori  it  might  be 
expected  that  the  influence  of  the  ends  was  greater  for  short  tubes 
than  for  moderately  long  ones.  To  take  an  extreme  case,  a  tube  1 
in.  long  must  be  so  completely  sustained  by  the  ends  that  it  is  difficult 
to  see  how  fracture  could  occur.  Then  if  there  are  riveted  joints, 
it  is  the  crushing  resistance  of  those  joints,  and  not  that  of  the  solid 
plate,  which  should  enter  into  the  calculation.  Lastly,  Mr.  Wilson 
takes  the  crushing  resistance  of  wrought  iron  at  12  tons  per  square 
inch,  and  you  have  quoted  from  Rankine  36,000  lb.  to  40,000  lb.  as 
the  crushing  resistance.  None  of  these  numbers  are  very  reliable. 
I  have  frequently  loaded  prisms  of  wrought  iron,  1}  diameters  in 
length,  with  50,  80,  and  even  100  tons  per  square  inch.  With  such 
pressures  the  iron  is  much  compressed,  but  often  it  is  not  cracked, 
and  would  carry  a  still  greater  load.  Without,  however,  adopting 
these  extreme  numbers,  it  would  be  better  to  base  the  calculation  on 
the  elastic  compressive  resistance  of  wrought  iron,  which  is  known  to 
be  about  10  tons  per  square  inch,  and  not  on  the  very  imperfectly 
known  ultimate  resistance  to  crushing.  There  is  no  reason  why,  with 
a  passive  kind  of  load,  the  working  stress  on  a  welded  flue  should 
not  be  5  tons,  and  that  on  a  lap  riveted  flue  2  tons  or  2|  tons  per 
square  inch. 
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The  most  remarkable  feature  of  Fairbairn'a  experiments  is  un* 
doubtedlj  the  influence  of  the  length  on  the  resistance,  and  I  do  not 
know  that  any  explanation  of  this  singular  law  has  been  suggested. 
There  is,  however,  one  coincidence  in  the  experiments  which  may 
afford  a  clue  to  the  reason  why  the  length  influences  the  resistance. 
If  the  figures  of  the  collapsed  tubes  are  examined,  it  will  be  seen 
that  at  the  moment  of  giving  Way  they  must  have  been  buckled  into 
a  wavy  form  consisting  of  curved  arcs  meeting  at  points  of  contrary 
flexure.  They  form  in  fact  a  series  of  convex  and  concave  bellies. 
Now  the  number  of  these  bellies  is  related  to  the  ratio  of  the  length 
to  the  diameter  of  the  tubes,  as  the  following  Table  will  show.  This 
Table  contains  the  whole  of  the  experiments. 


Batio  of  Length 

Nontwr  of  CrTad  Am 

Ratio  of  Langth 

Namber  of  Carved  Area  | 

to  DiRHietcr. 

tX  fflomeot  ofOollaiM.. 

toDfaunetw. 

at 

moment  of  cotlapM.  | 

15 

4 

5-0 

6 

15 

4 

6-0        . 

6 

10 

4 

4-75 

6 

9-8        , 

4 

4-75      . 

6 

9-5 

4 

4-8 

6 

7-5       . 

4 

4-8        . 

6 

7-5 

4 

40 

4\ 

7-5 

4 

4-0 

4/* 

60 

4 

8-75 

8 

60       . 

4 

8-7 

8 

60 

6 

3-7 

8 

60       , 

6 

8-2       . 

4t 

50 

6 

30 

10 

60       . 

6 

2-5       . 

8 

The  least  possible  number  of  arcs  into  which  the  tube  can  divide 
is  4,  and  the  number  of  arcs  must  be  even.  Looking  at  this  Table  the 
correspondence  between  the  number  of  arcs  into  which  the  tube  divides 
and  the  ratio  of  length  to  diameter  is  unmistakable.  Connecting 
this  with  the  known  laws  of  resistance  of  a  long  column  to  longitu- 
dinal compression,  it  is  not  difficult  to  see  a  reason  why  the  shorter 
tubes,  which  divide  into  a  greater  number  of  arcs,  should  have  a 
greater  resistance. 

If  we  take  a  circumferential  strip  of  the  flue  and  treat  it  as  a 
long  column  subjected  to  compression,  then  the  external  uniform 


*  Thick  tubes  imperfBCtlj  collapsed ;  lap  and  bntt  joint, 
t  Thick  tubes  slightly  collapsed. 
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pressure  p  which  would  produce  the  waved  form  is  given  by  the 
equation 

1   En*^ 


where  n  is  the  number  of  arcs  of  which  the  waved  form  is  made  up. 
If,  then,  we  can  connect  n  with  the  diameter,  length,  and  thickness, 
a  partial  explanation  of  the  influence  of  the  length  would  be  found. 


NoTB  BY  THE  EDITOR  F.  I.  J, — A  discussion  upon  the  subject  of 
the  law  of  strength  of  boiler  flues  under  external  pressure,  has  been 
carried  on  in  JEngineering  since  March  last  (having  proceeded  origi- 
nally from  a  paper  of  Mr.  Fletcher,  the  chief  engineer  of  the 
Manchester  Steam  Users'  Association,  read  before  the  Institution  of 
Mechanical  Engineers),  while  the  discussion  itself  has  been  partici- 
pated in  by  Prof.  Unwin,  as  quoted  above,  by  Robt.  Wilson,  C.E., 
and  by  the  editor  of  Engineeringy  with  others.  To  the  pages  of  this 
valuable  paper  readers  are  referred  for  a  full  comprehension  of  the 
points  in  issue,  with  only  a  few  remarks  in  support  of  Prof.  Unwin's 
view  of  the  case. 

Sir  William  Fairbairn  instituted  a  very  elaborate  series  of  experi- 
ments in  pursuit  of  this  law,  which  is  published  in  extended  form  in 
his  ^^  Useful  Information  for  Engineers."  In  the  course  of  these 
experiments  he  observed  with  great  care  the  effect  of  pressure  under 
variations  of  length  of  tubes  of  a  given  diameter  and  thickness.  Like 
all  experiments  with  material  not  perfectly  homogeneous,  the  results 
were  somewhat  divergent,  but  he  obtained  nineteen  experimental 
examples  which  were  to  him  satisfactory  for  giving  an  average  result. 
He  next  followed  the  investigation  by  tests  of  tubes  of  larger  diameter 
and  of  greater  thickness.  These  tubes  were  not  only  open  to  the 
same  unreliability  of  result,  from  imperfection  of  material,  but  they 
were  no  longer  tubes,  being  riveted  flues  instead;  yet,  with  the  well- 
known  acumen  and  the  mechanical  experience  of  Sir  William  Fair- 
bairn, it  would  be  difficult  for  any  one  to  question  his  judgment  in 
accepting  certain  values  which  he  actually  found  in  these  trials,  and 
in  rejecting  others.  Thus,  if  his  mature  consideration  led  him,  with 
all  the  conditions  of  the  study  fresh  in  his  mind,  to  adopt  experi- 
ments 24,  33  and  22  as  representing  with  fairness  the  best  approxi- 
mation of  a  flue  made  from  plates  to  a  perfectly  cylindrical  flue,  then 
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the  acceptance  of  his  conclusion  will  follow  in  the  minds  of  those  who 
can  perceive  no  defect  in  the  experimental  data  itself.  After  getting 
the  data,  however,  the  steps  of  reduction  to  rule  which  may  follow 
are  open  to  question.  The  extension  of  the  table  given  by  Prof. 
Unwin  above  the  thickness  of  \  an  inch  is  certainly  unwarranted. 
There  is  no  safety  in  estimated  values  passing  the  limits  of  observa- 
tion in  either  direction.  Within  these  limits  the  experimental  errors 
are  definitely  established;  beyond  them,  the  effect  of  such  errors  can- 
not be  anticipated ;  with  small  departure  beyond  limits  no  serious 
error  can  occur ;  but  the  attempt  to  extend  a  table  which  is  extra- 
ordinarily cumulative  between  0  and  J  of  an  inch  of  thickness  to  1 
inch,  will  not  give  reliable  figures. 

Fairbairn's    resulting    empirical    formula   has   the   shape   of: — 

t  ^-^ 
p^siA-rr-j,  where  p  =  ex.  pressure  in  pounds,  t  =  thickness  of  tube 

in  inches,  d  =  diameter  in  inches,  I  =  length  in  feet,  and  J.  =  a 
numerical  co-efficient  determined  by  the  experiments.  It  is  a  fair 
sequence  to  his  experiments  on  tubes  of  a  given  diameter  and  thick- 
ness, that  the  pressure  for  collapsing,  varied  in  inverse  ratio  with  the 
length,  but  it  would  seem  probable  that  the  variation  of  pressure  for 
tubes  of  other  diameters  and  length  should  have  been  found  to  have 
followed  some  ratio  of  the  thickness  to  the  diameter,  and  not  inversely 
as  the  diameter  only.  This  fact  is  recognized  by  Sir  Wm.  Fairbairn 
in  the  attempt  to  reconcile  the  divergency  for  tubes  of  12  inch 
diameter  to  the  general  law,  although  his  attribution  for  reason  of 
discrepancy  ^'  to  the  difficulty  of  maintaining  such  thin  tubes  of  large 
diameter  exactly  in  cylindrical  form,"  cannot  be  taken  as  a  full  state- 
ment of   the   conditions  which  call  for  a  correction    in   the  form 

of —  B  -to  the  general  formula.  At  first  sight  it  would  look  as  if  the 

formjt>  =  -4.  r  f;^)  would  have  i  been  more  likely  to  give  the  ap- 
proximate empirical  formula,  which  should  have  covered  a  further 
extended  course  of  experimentSy  and  embraced  the  results  with  greater 
completeness.  Prof.  Unwin's  observation,  however,  that  a  probable 
nodal  condition  accompanied  the  collapsing  (under  any  ascertained 
load  p)j  is  warranted  by  the  experimental  data  given  by  Fairbairn, 
and  is  a  proper  legitimate  conclusion  based  upon  materials  of  sup- 
posable  homogeneity,  and  would  appear  in  that  formula  which  would 
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express  the  complete  solution  of  the  problem.  Whatever  formula 
should  be  adopted,  as  Prof.  Unwin  remarks,  a  table  based  upon  it 
for  practical  use  will  divest  the  source  of  the  table  from  any  incon- 
venience, and  possess  the  merit  of  correctness  not  belonging  to  an 
erroneous  though  simple  rule. 

Unfortunately,  Fairbairn's  experiments  refer  to  a  tube  whose 
failure  can  only  occur  by  passing  the  limits  of  crushing  strength 
(which  Prof.  Unwin  properly  states,  for  wrought  iron,  to  be  80  or  even 
100  tons  per  square  inch),  or  by  want  of  uniformity  of  the  material ; 
and  his  results  are  finally  based  on  the  average  imperfection  of  his 
tubes  in  this  last  particular.  While  the  requirement  of  the  engineer 
is  to  know  what  are  the  limits  of  strength  of  flues  made  from  plates 
riveted  up,  and  subjected  at  once  to  the  strains  of  their  setting  in 
the  boiler,  and  to  external  pressure.  Further  experiments  are  clearly 
desirable,  in  place  of  arguing  as  to  the  construction  of  Fairbairn's 
formula  with  reference  to  its  misapplication  to  boiler  flues. 


THE  MANUFACTURE  OF  STEEL  AND  MODE  OF  WORKING  IT. 


By  D.  Chernoff,  Assistant  Manager  of  the  Abouchoff  Cast  Steel 

Works,  near  St.  Petersburg.     Translated  by  W.  Andbr- 

SON,  M.  Inst.  C.E. 

CommunioatioD  to  the  Russian  Technical  Society,  1868. 
[Prom  Tfu  Engineer,  July  7th,  1876.] 

Steel,  as  generally  used  in  the  arts,  is  a  combination  of  iron  and 
carbon.  The  purer  these  elements  in  steel,  the  higher  are  its  quali- 
ties. The  best  steel  that  has  ever  been  made  in  any  age  or  country 
is,  without  question,  ^^  boulat "  (the  sabre  steel  of  the  Tartars).  The 
special  qualities  of  boulat,  and  especially  the  markings  appearing  on 
its  surface,  have  sent  many  investigators  on  a  wrong  scent;  all 
thought  to  find  the  extraordinary  qualities  of  this  steel  in  some 
special  mixture.  Careful  analyses  have  been  made,  but,  to  the  sur- 
prise of  all,  nothing  has  been  found  competent  to  explain  the  presence 
of  the  characteristic  veining.  Inasmuch  as  the  veining  of  boulat  is 
closely  connected  with  its  quality,  it  was  attempted  to  find  substances 
which,  being  melted  with  the  steel,  would  produce  the  markings  re- 
quired.    Steel  was  melted  with  various  metals,  with  platinum,  silver^ 
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and  so  on,  and  veinings  were,  no  doubt,  produced ;  but  in  the  first 
place,  they  were  far  from  having  the  same  regularity  and  beauty,  and 
secondly,  as  well  as  chiefly,  the  steel  produced  was  always  inferior  to 
boulat.  The  peculiarity  of  the  veining  of  boulat  lies  also  in  this,  that 
if  you  heat  a  good  specimen  of  the  steel  with  clearly  marked  veining 
to  a  bright  red  heat,  and  then  allow  it  to  cool,  it  will  be  impossible 
to  restore  the  markings,  no  matter  how  long  you  treat  the  surfaces 
with  acid.  The  veining,  on  the  other  hand,  produced  by  the  mixture 
of  metals  never  disappears,  however  much  the  steel  may  be  heated. 
But  if  the  piece  of  boulat,  in  which  the  veining  has  disappeared,  be 
melted  again,  then,  if  certain  conditions  in  the  cooling  of  the  ingot 
are  observed,  the  veining  appears  again,  though  of  a  somewhat  dif- 
ferent design  ;  and  in  this  manner  it  is  possible  to  produce  or  anni- 
hilate the  pattern  several  times.  The  investigations  of  Anosoff  have 
clearly  shown  that  the  problem  is  solved  in  the  purity  of  the  steel, 
and  he  has  succeeded,  as  is  well  known,  in  producing  the  very  highest 
qualities  of  Eastern  boulat.  On  a  former  occasion  I  spoke  of  the 
observations  I  had  made  on  the  ribbons  of  dead  tint  observable  on 
the  surfaces  of  steel  guns  in  the  lathe.  By  means  of  careful  daily 
records  in  the  forging  of  the  gun  ingots,  I  found  that  these  tints 
appeared  in  the  boundaries  between  the  hot  and  the  cold  portions  of 
the  ingot  being  forged ;  that  is  to  say,  always  at  those  points  up  to 
which  the  ingot  was  pushed  into  the  furnace.  The  position  and  ap- 
pearance of  the  strips  of  dead  tint  always  coincided  with  the  position 
and  form  of  the  limit  of  heating.  If  a  spot  so  noted  by  me  was 
afterwards  reheated,  then  the  ribbon  of  dead  tint  no  longer  appeared 
after  turning  in  the  lathe.  Besides  this,  some  of  these  ribbons  would 
disappear  as  a  greater  or  less  thickness  of  metal  was  turned  off; 
others  penetrated  right  through  the  mass  of  the  gun,  and  never  dis- 
appeared. 

It  is  further  remarkable  that  although,  at  times,  the  transition 
from  the  heated  to  the  cold  portion  of  the  ingot  was  so  gradual  that 
it  was  impossible  to  assign  any  limit,  yet  the  ribbon  of  dead  tint 
developed  by  the  turning  of  the  surface  of  the  gun,  and  correspond- 
ing to  the  above  ill-defined  limit  of  heating,  was  so  clearly  marked, 
that  it  was  easy  to  trace  its  boundaries  with  a  pencil  on  the  surface 
of  the  gun.  It  must  be  remarked  also  that  the  ribbon  has  only  one 
well-defined  margin,  that  which  was  turned  towards  the  oold  end  of 
the  ingot ;   the  other  margin  is  shaded  off  imperceptibly  into  the 


Digitized  by 


Google 


Chernoff-^The  Manufacture  of  Steel — Anderson.  179 

normal  end  of  the  steel.    Wishing  to  investigate  the  effects  of  the 
steam  hammer  on  the  structure  of  steel,  I  heated  a  4^  inch  ingot  to 
a  bright  red  color,  and  subjected  it  to  two  heavy  blows  of  a  5-ton 
hammer,  so  that  one-third  the  length  was  not  touched  at 
all,  the  second  third  was  flattened  to  3  in.,  and  the  last  I      |  ^  ) 
received  two  cross  blows,  under  each  of  which  there  was  a  ^     ^      ' 
compression  of  at  least  1^  in.     The  idgot  was  then  left  to  cool  in  the 
open  air,  and  on  being  broken  it  was  found  that  the  appearance  of 
the  structure  of  each  of  the  three  sections  remained  identical,  not 
only  to  the  naked  eye,  but  to  the  most  careful  microscopical  exam- 
inations. 

I  have  also  drawn  attention  to  the  circumstance  that,  on  one  occa- 
sion, when  experimenting  on  the  influence  of  the  temperature  t(t 
which  steel  was  heated,  on  its  hardness  in  tempering,  I  ordered  ai 
smith  to  heat  a  piece  of  steel  to  dull  red,  but  he,  by  mistake,  heated* 
it  bright  red.  Wishing  to  rectify  the  error,  I  did  not  at  once  plunge 
the  steel  into  water,  but  let  it  first  cool  down  to  dull  red,  and  then 
immersed  it.  Although  the  steel  was  of  a  quality  capable  of  extreme 
hardness  in  tempering^  the  immersion  not  only  did  not  make  it  hard, 
but  actually  made  it  sensibly  softer.  I  have  recalled  the  above  cir- 
cumstances, because  in  connection  with  many  others,  they  induced  me 
to  investigate  the  influence  of  temperature  on  steel,  and  formed  points  ^ 
of  departure  from  my  researches.  Space  will  not  allow  of  my  de- 
scribing my  experiments  in  detail.  I  must  content  myself  with  stating, 
the  conclusions  to  which  I  have  arrived.  If  steel  melted  in  a  crucible 
is  constantly  kept  in  violent  agitation  while  cooling,  agitation  violent 
enough  to  keep  all  its  particles  in  motion,  then  the  cold  ingot  pro* 
duced  will  have  a  very  flnely  crystallized  structure;,  if,  on  the  other 
hand,  the  melted  steel  is  allowed  to  cool  in  perfect  quiet,  then  the 
resulting  casting  will  consist  of  large,  well^developed  crystals.  The 
appearance  of  these  crystals,  and  generally  the  tendency  to  crystal-  . 
lize  under  these  circumstances,  will  depend  on  the  purity  of  thesteeL. 
As  I  have  already  stated,  the  ultimate  purity  of  the  steel  consists  in 
that  of  the  two  component  elements,  iron  and  carbon,  and  that  the 
best  steel  is  composed  of  only  these  two  elements.  With  reference 
to  other  elements,  the  presence  of  which  is  supposed  to  influence  the 
quality  of  steel,  it  is  impossible  to  avoid  mentioning  the  opinion  aC 
Fremy,  who  considers  nitrogen  so  essential,  not  only  to  the  formation^ 
but  to  the  very  existence  of  steel,  that  he  has  laid  down  the  proposi- 
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tion  that  "  if  nitrogen  is  taken  away  from  steel  it  will  cease  to  be 
steel" — Comptee  MenduSj  yo],  lily  April,  1861;  and  the  supporters 
of  this  theory,  who  go  farther,  and  affirm  that  steel  is  a  union  of  iron 
with  cyanogen,  which  can  even  be  seen  burning  with  a  violent  flame 
during  the  process  of  casting  steel.  However,  up  to  the  present 
time — 1868 — the  most  careful  researches  of  Caron,  Marchand,  Biot, 
Bousingault,  Rammelsberg,  and  others,  have  not  confirmed  the  asser- 
tions of  Fremy ;  for,  on  the  one  hand,  nitrogen  is  found  aleo  in  soft 
wrought  iron  and  in  cast  iron,  and  on  the  other,  the  quantity  of  nitro- 
gen found  in  steel  is  very  variable,  and  bearing  no  fixed  relation  to 
the  quantity  of  carbon ;  and  furthermore,  it  exists  in  such  small 
'quantities  as  to  be  less  than  a  tenth  part  of  the  carbon.  For  in- 
stance, Busengoll  found  0-00067  part  of  nitrogen  in  cast  steel,  and 
'0-00124  part  in  soft  wrought  iron. — Comptes  RenduB,  vol.  lii.,  p.  1251. 
<^0n  another  occasion,  he  found  in  Krupp  steel  0*00022  part  of  nitro- 
gen, and  in  soft  wrought  iron  and  in  cast  steel,  0-00007  part  each. — 
Gomptes  JtenduB,  vol.  liii.,  p.  9. 

•With  reference  to  the  influence  of  different  metals  on  the  quality 
of  steel,  it  is  necessary  to  state  that  some  of  them  communicate  a 
particular  color,  some  diminish  the  tendency  to  rust,  and  others  dis- 
placing the  carbon,  enable  the  steel  to  acquire  very  great  hardness 
in  tempering,  and  so  on ;  but  the  greater  number  of  'substances  com- 
bined with  st^el,  even  in  its  most  insignificant  proportions,  very  con- 
siderably low^r  its  quality.  For  example,  the  malleability  of  steel 
being  in  direct  relation  to  the  quantity  of  carbon  contained  in  it,  is 
materially  lowered  by  the  presence  of  foreign  substances.  Bessemer 
steel  No.  1,  containing  2  per  cent,  of  carbon,  is  hardly  malleable — 
Boman,  Das  Beseemern  in  Schweden^  18t)4;  whereas,  according  to 
Anosoff',  pure  steel  retains  its  malleability  with  3  per  cent,  of  carbon, 
forming  the  hardest  boulat.  Speaking  generally,  all  the  eff'orts  of 
metallurgists  to  obtain  the  highest  qualities  of  steel  should  be  directed 
to  separating  impurities  from  the  raw  materials,  so  that  the  produce 
of  their  operationfi  should  be  a  combination  of  iron  and  carbon;  and 
all  the  specifics  and  nostrums  forming  the  subjects  of  so-called  secrets 
•will  be  found  to  consist,  in  effect,  not  in  the  introduction  of  new 
materials,  but  in  purifying  the  raw,  and  only,  as  a  last  expedient, 
•driving  out  pernicious  impurities  by  means  of  substances  less  harm- 
ful. It  may  as  well  be  said  that  tungsten  steel  has  not  proved  a 
dangerous  rival  to  carbon  steel.     The  fact  is  that  tungsten,  when 
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steel  containing  it  is  heated,  gradually  oxidizes,  at  first  on  the  sur- 
face of  the  ingots,  and  then  by  degrees  to  the  very  centre,  so  that 
after  a  few  heats  the  steel  loses  its  peculiar  qualities.  This  oxidation 
takes  place  even  at  ordinary  temperatures. 

As  I  have  already  stated,  steel,  cast  and  allowed  to  cool  quietly,  as- 
sumes a  crystalline  structure.  If  you  heat  such  an  ingot  to  a  bright 
red  heat,  and  allow  it  to  cool  without  working  it  in  any  way,  then 
on  breaking  the  mass  you  will  find  that  its  structure  has  been  altered. 
In  order  to  explain  the  law  regulating  the  change  of  structure  pro- 
duced by  heating,  I  draw  a  line,  on  which,  as  on  the  scale  of  a  ther- 
mometer, I  shall  mark  certain  points,  corresponding  to  several 
determined  temperatures. 
No  Change  of    uJj^Kfou.      ^^^  ^^^  P^int  0  be  the  zero  of  the  ther- 

Btructure.          .truotnre.      momctric  scalc :  a  marks  the  temperature 
/■ —  -..— — .^^^... _ _.^  * 

•^- -^ — ^^ ic  of  dark  cherry.-red ;  b  red,  but  not  spark- 

wiii  not  harden.  F^Jitogfi^c  Hng ;  and  c  the  melting  point  of  a  given 
^*'tS5T'''"  sample  of  steel.  The  points  a,  6,  and 
€  have  no  permanent  place  on  the  scale,  but  vary  with  the  quality  of 
the  steel  (in  pure  steel  this  variation  depends  directly  on  the  quantity 
of  carbon  contained) ;  the  harder  the  steel  the  nearer  these  points 
move  to  0,  and  the  softer  the  steel  the  further  ofi*,  and,  speaking  gen- 
erally, with  varying  rates.  The  limits  of  these  movements  are  suf- 
ficiently narrow,  so  that  an  inexperienced  eye  would  hardly  discern 
them.  Not  having  suitable  apparatus  for  measuring  the  temperatures, 
I  have  been  compelled  to  denote  them  by  the  colors  exhibited  in 
heating,  the  various  shades  of  which  only  an  experienced  eye  can 
appreciate  ;  and  it  must  be  added,  that  the  colors  named  have  refer- 
ence only  to  hard  and  medium  qualities  of  steel ;  for  in  the  very  soft 
kinds,  nearly  approaching  to  wrought  iron,  the  points  a  and  b  recede 
very  far,  so  that,  for  example,  in  wrought  iron  the  point  b  corresponds 
to  white  heat. 

The  definition  of  the  point  a  is  as  follows : — Steel,  however  hard  it 
may  be,  will  not  harden  if  heated  to  a  temperature  lower  than  a, 
however  quickly  it  is  cooled ;  on  the  contrary,  it  will  get  sensibly 
softer  and  more  easily  worked  with  the  file.  Not  having  time  to 
enter  into  the  explanation  of  this  phenomenon,  I  will  refer  to  the 
investigation  of  Jullien  {Les  affinitSs  capillairea  et  le$  phSnomeneg  de 
la  trempe  mis  en  prSsence,  Paris,  1866)  on  tempering  in  general,  from 
which  he  deduces  the  very  probable  conclusion  that  steel,  in  cooling 
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from  a  red  heat,  appropriates  a  certain  amount  of  latent  heat,  the 
quantity  of  which  is  directly  dependent  On  the  rate  of  cooling ;  so 
that  the  quicker  the  steel  is  cooled  the  greater  quantity  of  latent 
heat  it  will  contain ;  but  if  the  rate  of  cooling  diminishes  below  a 
certain  limit,  then  the  latent  heat  all  escapes,  and  no  hardening  can 
take  place.  The  actual  hardening  JuUien  explains  by  the  supposi- 
tion that  the  carbon  assumes  an  abnormal  crystalline  condition.  I 
will  add  from  myself  that  all  this  takes  place  only  when  steel  is  heated 
above  the  point  marked  a  on  our  scale.  The  definition  of  the 
point  I  is  that  steel,  heated  to  a  lower  temperature  than  5,  does  not 
change  its  structure,  whether  cooled  quickly  or  slowly.  This  ex- 
pression, however,  must  be  taken  conditionally,  because  steel,  during 
long  periods  of  time,  and  especially  under  the  influence  of  shocks  or 
vibrations,  and  at  ordinary  temperatures,  but  to  a  less  extent  than 
wrought  iron  changes  from  .the  finely  granular  to  a  coarse  crystalline 
structure ;  and  as  regards  the  heated,  and  therefore  softened,  condition, 
and  especially  at  temperatures  approximating  to  that  indicated  by  the 
point  &,  it  is  probable  that  with  the  greater  facility  of  motion,  the  change 
of  structure  will  take  place  more  rapidly.  In  my  own  experiments 
I  have  kept  pieces  of  steel  at  temperatures  near  to  h  for  about  eight 
hours,  but  after  cooling  slowly  in  hot  sand,  I  have  been  unable  to  de- 
tect any  change  of  structure.  As  soon  as  the  temperature  has 
reached  the  point  5,  the  substance  of  steel  quickly  passes  from  the 
granular  (or,  speaking  generally,  crystalline)  condition  to  the  amor- 
phous (wax-like  structure),  which  it  retains  up  to  its  melting  point, 
that  is,  to  the  point  <?.  In  this  condition  steel  possesses  the  property  of 
incompressibility,  and,  at  the  same  time  (with  respect  to  the  perma- 
nence of  the  amorphism),  has  an  analogy  to  an  exceedingly  concen- 
trated solution  of  a  strongly  crystalline  salt.  To  make  my  meaning 
clearer,  imagine  a  piece  of  crystallized  alum  put  into  a  beaker  and 
carefully  heated.  On  attaining  a  certain  determined  temperature 
the  piece  of  alum  will  appear  as  if  damp,  the  separate  crystals  form- 
ing the  mass  will  seem,  as  it  were,  to  be  sticking  or  clinging  to  each 
other,  forming  a  mass  on  the  point  of  melting,  and  which  actually 
gradually  becomes  fluid,  and  forms  a  solution  of  the  crystals  of  alum 
in  their  own  water  of  crystallization.  Now  if  this  fluid  mass  is 
allowed  to  cool,  it  will  again  crystallize,  and  according  to  the  condi- 
tions under  which  this  cooling  takes  place  we  can  obtain  any  quality 
of  crystals,  from  the  coarsest  to  grains  so  fine  as  to  be  scarcely  per* 
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ceptible  to  the  naked  eye.  If  the  fluid  is  allowed  to  cool  very  slowly, 
and  in  perfect  quiet,  then  large  regular-shaped,  well-developed 
crystals  will  be  formed ;  but  if,  with  the  same  gradual  cooling,  the 
liquid  is  kept  ia  constant  agitation  (shaken  up),  the  crystals  will 
come  out  very  small.  Allowed  to  cool  quietly  but  rapidly,  the 
crystals  will  also  be  small ;  and,  finally,  the  least  favorable  condition 
for  crystallization  is  when  the  liquid  cools  rapidly,  and  is  at  the  same 
time  violently  agitated.  In  a  word,  all  depends  upon  the  greater  or 
less  time  and  the  greater  or  less  freedom  of  motion  the  particles  pos- 
sess among  themselves  for  collection  into  crystals ;  the  first  condition 
depends  upon  the  rate  of  cooling,  the  second,  upon  quiet  and  the 
greater  or  less  density  (thickness)  of  the  mass  undergoing  crystalliza- 
tion. The  same  changes  take  place  in  the  structure  of  steel  heat 
above  the  point  h.  The  higher  steel  is  heated  the  softer  it  becomes, 
the  greater,  therefore,  is  the  liberty  its  particles  possess  to  group 
themselves  into  crystals,  if  the  quiet  of  the  mass  is  not  disturbed  by 
extraneous  forces ;  and  the  slower  the  temperature  is  suffered  to  fall  to 
the  point  h  the  more  time  they  have  for  the  purpose.  At  temperatures 
lower  than  6,  as  already  stated,  the  structure  of  the  mass  does  not 
alter.  In  this  case  the  action  of  carbon  on  iron  may  be  likened  to 
that  of  water  of  crystallization  on  its  salt ;  that  is,  it  may  be  sup- 
posed that  carbon  at  the  temperature  b  begins  to  dissolve  iron  just 
like  the  water  of  crystallization  at  certain  temperatures  commences 
to  dissolve  the  solid  substance  of  the  salt.  This  hypothesis  receives 
confirmation  in  the  process  of  cementation,  in  which  the  iron  njust 
be  heated  to  above  a  certain  temperature  or  no  eflfect  will  be  pro- 
duced, no  matter  how  long  the  bars  remain  in  contact  with  the 
carbon ;  it  is  very  probable  that  the  temperature  at  which  carbon 
begins  to  be  absorbed  in  cementation  is  very  near  to  the  point  b. 

The  power  of  steel  to  become  granular 
may  be  graphically  illustrated  thus : — On 
our  scale  of  temperatures  o,  a,  i,  c,  a 
curved  line  rises  from  the  point  i,  and  the 
ordinates  yy^  &c.,  of  this  curve  represent 
the  degree  of  development  of  the  grains 
for  the  corresponding  temperatures  xxx^ 
which  become  the  abscissae,  but  necessarily  under  similar  conditions 
of  cooling  from  the  several  temperatures  2?  2;  to  the  temperature  b. 
At  some  temperature  X  lower  than  the  melting  point  G,  the  ordinate 
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T  becomes  infinite,  and  an  asymptote  to  the  carve,  the  practical  sig- 
nificance of  which  is  apparent  in  the  well  known  fact  that  steel  will 
not  endure  a  high  welding  heat,  but  falls  to  pieces  in  the  fire ;  and 
the  harder  the  steel  the  lower  is  the  temperature  at  which  this  takes 
place,  and,  therefore,  the  nearer  is  the  temperature  X  to  o,  and  the 
further  from  C. 

In  manufacturing  articles  of  steel  we  try  to  get  them  as  much  as 
possible  of  a  fine  grained  structure,  especially  if  strength  or  tough- 
ness is  the  first  object  sought.  I  say  that  it  is  better  to  obtain  steel 
of  a  finely  crystalline  structure,  because  numerous  experiments  have 
demonstrated  that  the  greater  the  preponderance  of  the  crystalline 
formation,  the  larger  and  more  regular  the  crystals  are  in  a  given 
piece  of  steel,  the  less  resistance  does  it  offer  to  fracture,  the  less 
tenacity  does  it  possess,  and,  therefore,  men  connected  practically 
with  the  working  of  steel  recognize  its  qualities  by  the  appearance  of 
its  fracture.  If  the  fracture  is  fine-grained,  they  say  the  steel  is  well 
forged  and  consolidated;  if  it  is  coarse-grained,  it  is  badly  forged 
and  of  an  open  character. 

Although  we  are  in  the  habit  of  associating  with  the  forging  of 
steel  an  idea  of  increased  density,  yet,  in  reality,  it  appears  that,  in 
most  cases,  forging  only  changes  the  form  of  the  steel,  and,  accord- 
ing to  the  relations  between  the  force  of  the  blows  and  the  thickness 
of  the  piece  of  steel  being  worked,  hinders  crystallization  of  the 
mass  to  a  greater  or  less  degree,  but  does  not  increase  its  density — 
I  ajn  speaking  only  of  forging  above  the  temperature  i,  such  as  is 
general  in  working  large  ingots.  The  force  of  the  blows  is  too  small 
to  vanquish  that  gigantic  molecular  force  of  heat  that  keeps  the  par- 
ticles of  steel  at  a  definite  distance  one  from  the  other.  The  problem 
of  forging — at  temperatures  higher  than  4 — consists  in  this,  that 
while  changing  the  form  of  the  mass  of  steel,  it  should  have  no  time 
to  cool  and  crystallize  quietly,  but  should  be  kept  in  the  amorphous 
condition  till  such  time  as  the  temperature  sinks  below  the  point  6, 
after  which,  if  left  to  cool  in  quiet,  the  mass  will  no  longer  crystallize, 
but  will  possess  great  tenacity  and  homogeneity  of  structure,  so  that 
it  will  oppose  in  all  its  parts  a  uniform  resistance  to  external  forces, 
of  course  suppobiug  the  chemical  composition  of  the  mass  throughout 
to  be  the  same.  But  if  the  problem  of  forging  was  limited  to  the 
above  conditions,  it  is  easily  seen,  that  working  steel  under  the  ham- 
mer might  be  dispensed  with,  and  the  required  form  given  at  once  by 
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casting  in  suitable  moulds,  and  preventing  crystallization  by  rapid 
cooling.  In  reality,  honrever,  things  are  very  different.  The  diffi- 
culty of  forging  is  aggravated  by  the  circumstance  that  the  cast 
ingots  out  of  which  guns,  for  example,  have  to  be  made,  are  full  of 
pores,  filled  with  gas,  bubbles  penetrating  the  interior  as  well  as  the 
surface  of  the  mass,  and  also  with  scales  and  cracks  due  to  contrac- 
tion, so  that,  as  the  castings  are  delivered  from  the  foundry,  it  would 
be  impossible  to  make  use  of  them.  These  bubbles  and  cracks  must 
be  squeezed  or  pressed  together,  and  this  can  only  be  done  by  power- 
ful mechanical  means — ^by  heavy  forging.  Simply  unforged  cast 
steel  is  neither  less  dense,  nor  less  strong  than  steel  of  the 
same  molecular  structure,  and  forged  at  temperatures  higher  than 
b.  To  convince  myself  of  this,  I  made  a  number  of  experiments, 
first  on  the  density  of  the  two  kinds  of  steel,  and  found  that  in  most 
cases  forging  had  diminished  the  specific  gravity ;  and,  secondly,  I 
found,  that  the  tenacity  of  the  cast  steel  was  in  nowise  less  than  that 
of  the  forged,  provided,  as  I  said  before,  both  have  the  same  structure. 
To  prove  this,  I  took  a  cast  ingot  of  coarse  crystalline  structure.  I 
had  it  cut  longitudinally  into  four  parts.  One  of  these  parts  was 
turned  down  in  the  lathe,  and  tested  in  the  proving  machine.  The 
second  piece  was  heated  to  bright  red,  and  vigorously  forged  under 
a  3-ton  hammer,  the  forging  being  stopped  when  the  temperature  fell 
to  very  nearly  the  point  b;  the  specimen  was  then  turned  down,  and 
also  tested  in  the  proving  machine.  The  third  piece  was  made  red- 
hot,  very  nearly  the  same  temperature  at  which  the  forging  of  the 
second  piece  terminated,  and  was  allowed  to  cool  in  the  open  air, 
without  being  forged.  Having  broken  a  small  piece  off  this  last 
specimen,  I  found  that  it  had  assumed  a  finely  granular  structure, 
very  similar  to  that  of  the  second  forged  specimen.  The  third  sample 
was  also  turned  down  in  the  lathe  and  tested.  The  three  specimens 
are  now  before  you,  and  you  may  judge  for  yourselves  what  varieties 
of  structure  the  self  same  piece  of  steel  may  be  made  to  assume.  The 
results  of  the  experiments  are  given  in  the  following  table. 

I  must  also  remark  that  on  the  fractured  surface  of  the  third 
sample,  as  you  may  observe  for  yourselves,  there  is  a  spot  of  iron 
occupying  about  one-sixth  of  the  area,  and  which  was  undoubtedly  the 
cause  of  premature  fracture,  for  the  appearance  of  the  fracture  clearly 
shows  that  it  began  at  that  spot.  In  order  to  establish  the  proposi- 
tions I  have  advanced,  it  will,  of  course,  be  necessary  to  institute  a 


Digitized  by 


Google 


186 


Civil  and  Mechanical  Engineering. 


complete  series  of  experiments.'*'  As  regards  trials  by  bending  and 
breaking  under  the  hammer,  an  immense  number  of  experiments  have 
convinced  me  of  the  correctness  of  my  views. 
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[To  be  continued.] 


A  MODERN  ORGAN."^ 

[From  Nature,  July  27th,   1876.] 


It  has  been  hitherto  chiefly  on  the  Continent  of  Europe  that  con- 
noisseurs in  the  majestic  tones  of  the  king  of  instruments  have  had  to 
seek  for  a  grand  organ.  Though  London,  the  mistress  of  the  world 
for  wealth  and  magnitude,  has  churches  and  chapels  innumerable,  and 
organs  by  hundreds,  scarcely  one  is  of  sufficient  importance  or  merit 
to  attract  the  attention  of  a  stranger.  Church  organs  are,  as  a  rule, 
small,  and  built  without  individuality  or  character  of  tone,  and  gene- 
rally so  placed  in  the  building  as  to  effectually  mar  in  acoustical 
effect  any  special  merit  they  might  otherwise  possess*  Of  the  two  or 
three  instruments  that  have  any  pretensions  to  magnitude  to  which 
the  public  has  access — at  the  Albert  Hall  and  the  Alexandra,  and 
Crystal  Palaces,  no  very  lasting  impression  remains  upon  the  audience 
beyond  that  of  noise  and  a  distressingly  harsh  volume  of  sound, 
utterly  devoid  of  musical  depth  and  grandeur  of  tone,  and  quite  diffe- 
rent from  the  pleasing  reminiscences  that  dwell  upon  the  memory 
from  hearing  some  of  their  more  musical  Continental  Rivals  at  Haar- 
lem, Freiburg,  or  Lucerne.  To  successfully  construct  a  large  organ 
is  a  work  of  exceeding  difficulty,  for  not  only  does  size  greatly  com- 
plicate the  mechanical  action,  but  the  proper  distribution  and  appor- 

*  1875.    Since  the  aboTe  was  written,  numerous  experiments  at  the  Abouchoff 
Works  have  ftiUy  demonstrated  the  truth  of  my  views. 
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tionment  of  the  wind  to  each  stop,  and  the  harmonious  blending  of 
the  whole  together  in  the  fall  organ,  demands  great  knowledge  and 
skill  upon  the  part  of  the  builder.  It  is  for  these  reasons  that  very 
few  large  organs  rise  beyond  mediocrity,  or  are  noted  for  the  beauty 
of  their  tone  or  the  perfection  of  their  mechanism.  The  great  advance 
in  the  general  taste  for  organ  music  within  the  last  few  years  has 
necessitated  an  improvement  in  the  mechanical  construction  of  the 
organ,  so  as  to  enable  the  performer  rapidly  to  command  the  entire 
resources  of  the  instrument  at  will,  and  give  him  absolute  control  over 
the  various  sound-combinations  and  tone  coloring  of  the  different 
stops,  according  as  they  are  brought  on  or  off,  by  means  of  the 
appliances  placed  at  his  disposal. 

We  give  a  brief  description  of  the  very  remarkable  organ  recently 
erected  at  Primrose  Hill  Road,  Regent's  Park,  remarkable  alike  for 
its  size,  being  larger  than  the  great  Haarlem  organ,  its  beauty,  rich- 
ness, and  grandeur  of  tone,  and  the  completeness  of  its  mechanism. 
At  present  this  superb  instrument  is  almost  entirely  unknown  to  the 
musical  section  of  the  public.  It  possesses  what  is  known  as  a  82-feet 
metal  speaking  front,  with  a  corresponding  weight  of  tone  throughout 
the  pedal  organ,  and  its  several  organs,  which  together  constitute  the 
instrument,  give  it  a  conspicuous  place  in  the  scale  of  magnitude  as 
compared  with  the  more  celebrated  of  the  continental  instruments. 
The  instrument  in  question  has  many  novelties  not  to  be  found  in  other 
organs.  It  possesses  seven  distinct  organs :  pedal,  great,  choir,  swell, 
solo,  echo,  and  carillon  organs,  each  extending  the  full  compass  of  5 
octaves  (61  notes)  with  the  exception  of  pedal  organ,  80  notes.  These 
various  organs  are  under  the  control  of  the  performer  by  means  of 
four  manual  key-boards,  which  together  comprise  sixty-seven  speaking- 
registers,  and  these  are  combined  together  with  various  acoustical 
effects  by  means  of  thirty-one  mechanical  movements,  making  a  grand 
total  of  ninety-eight  sound-controlling  registers,  worked  by  hand  and 
foot.  The  entire  mechanical  action  necessary  to  control  these  regis- 
ters and  accessory  movements  is  carried  out  by  a  novel  application  of 
atmospheric  vacuum  pressure.  Two  distinct  sifstems  of  main  air 
trunks  extend  throughout  the  interior  of  the  organ,  in  connection  with 
the  wind  arrangements  situated  in  the  basement  of  the  building.  One 
of  these  systems  of  trunks  is  for  the  purpose  of  conveying  the  wind 
at  different  pressures  to  the  sound  boards  of  the  various  organs  in 
affecting  the  musical  speech  of  the  several  groups  of  pipes.     Thus 
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the  wind  supplied  to  the  solo  organ,  swell  reeds,  and  large  pedal 
reeds,  is  the  heaviest  pressure  employed  in  the  instrument  for  produ- 
cing the  musical  intonation  of  the  pipes,  namely,  6  inches.  The  wind 
pressure  to  the  sound-boards  of  the  great  organ  and  swell  flue  work 
is  4  inches,  that  of  the  choir  organ  2  inches,  and  the  pressure  of  wind 
is  again  reduced  in  connection  with  the  sound-boards  of  the  echo  organ 
to  half  an  inch,  the  lightest  wind  upon  which  any  organ  has  ever  yet 
been  attempted  to  be  voiced.  This  question  of  wind  pressure  as 
affecting  the  voicing  and  musical  intonation  of  the  pipes  of  an  organ 
is  one  of  great  importance,  and  upon  the  skilful  adjustment  to  the 
size,  diameter,  and  materials  of  which  the  pipes  are  constructed, 
depends  the  sweetness  and  quality  of  the  musical  tones  produced.  In 
the  organ  under  notice  the  very  light  pressure  of  wind  adopted,  affords 
an  example  for  careful  study  and  examination.  First,  for  the  mellow 
sweetness  and  beauty  of  tone  produced ;  secondly,  for  the  promptness 
of  speech  obtained,  as  rapid  as  the  articulation  of  a  pianoforte  string  ; 
and  thirdly,  for  the  immense  volume  of  sound  and  power  that  can  be 
produced  from  these  light  pressures,  the  combined  effect  of  the  full 
organ  rivaling  almost  the  artillery  of  heaven  as  thunder,  crash  after 
crash  bursts  upon  the  ear.  Much  of  the  harsh  unmusical  tone  of 
modern  organs  arises  from  this  desire  to  obtain  power  at  the  expense 
of  music  by  the  employment  of  an  over-pressure  of  wind.  That  age 
is  not  requisite  to  mellow  an  organ  is  demonstrated  by  listening  to 
the  diapasons  and  foundation  stops  of  the  Primrose  Hill  organ,  which 
have  all  that  ripe  and  fascinating  sweetness  of  tone  characteristic  of 
Silbermann's  finest  instruments.  These  light  pressures  of  wind  con- 
stitute a  remarkable  feature  II  the  construction  of  so  large  an 
organ. 

The  second  series  of  air  trunks  which  permeate  the  interior  of  the 
instrument  are  in  connection  with  two  large  vacuum  exhaust  bellows 
which,  being  continually  actuated  by  the  steam-engine  used  for 
blowing,  maintain  a  constant  vacuum  pressure  throughout  the  entire 
system  of  trunks,  so  that  at  any  part  of  the  organ  an  available 
mechanical  power  (that  of  the  pressure  of  the  atmosphere  15  lbs.  to 
the  square  inch  of  surface)  is  at  hand  to  be  employed  for  the  multitude 
of  purposes  required  in  a  large  instrument.  To  be  obliged  to  have 
recourse  to  the  old  system  of  wooden  rods,  trackers,  levers,  and 
squares  in  endless  complications,  would  have  so  weighted  and  impeded 
the  action  of  the  organ  as  greatly  to  destroy  its  musical  capabilities. 
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In  most  of  the  large  organs  constructed  both  at  home  and  abroad, 
many  parts  of  the  mechanism  are  far  from  being  easy  in  action  and 
the  performer  upon  the  instrument  rarely  is  able  to  portray  with  de- 
sirable rapidity,  his  musical  creations  mechanically  at  his  finger-ends 
as  those  creations  in  tone-color  may  come  to  his  mind.  By  the 
introduction  of  atmospheric  vacuum  pressure  as  the  "  motor  "  power, 
there  is  no  complication  of  mechanical  parts ;  an  almost  endless  sys- 
tem of  tubes  being  carried  from  the  key-board  registers  to  the  sound- 
board sliders  of  the  several  organs.  These  tubes  are  in  connection 
with  powerful  exhaust  and  vacuum  power-bellows  attached  to  the 
sliders,  so  that  any  required  stop  is  brought  on  or  off  instantaneously, 
however  distant  from  the  key-board.  These  tubes  may  be  bent  and 
twisted  round  corners  in  any  direction,  and  the  parts  of  the  org%n 
most  difficult  of  access  easily  reached.  No  mechanical  force  is  there- 
fore necessary  to  be  exerted  at  the  key-boards,  the  mere  touch  of 
a  key,  register,  pedal,  or  finger-button,  at  once  brings  its  special 
tube  and  exhaust  arrangement  into  operation.  The  wonderful  com- 
pleteness of  this  system  of  vacuum-tube  action  is  beautifully  illus- 
trated by  means  of  the  echo  organ — a  complete  instrument  of  16 
feet  tone,  situated  some  100  feet  from  the  key-boards  of  the  great 
organ — and  supported  on  corbels  against  an  opposite  wall  at  an  ele- 
vation of  some  30  feet  from  the  floor.  The  action  of  this  echo 
organ  is  accomplished  by  means  of  electric  force  combined  with  the 
system  of  vacuum  tubes;  there  is  no  mechanical  communication 
between  the  performer  at  the  key-board  100  feet  distant  and  the 
organ  pallets  which  admit  the  wind  to  the  pipes,  save  a  small 
rope  of  61  insulated  copper  wires — one  wire  for  each  note  of  the 
five  octaves.  The  various  stops  of  the  distant  organ  are  likewise  con- 
trolled without  mechanism — a  series  of  vacuum  tubes  alone  extending 
from  the  registers  at  the  great  organ  to  the  sliders  of  the  echo  organ — 
which  are  thus  brought  on  or  off  at  the  will  of  the  performer  by  a 
silent  action — at  once  accurate  and  instantaneous  in  its  manipulation. 
The  effect  of  this  echo  organ,  is  that  of  a  large  organ  heard  at  a  great 
distance.  Without  the  aid  of  the  electric  action  and  vacuum  pressure, 
such  an  organ  could  not  have  been  designed.  Mechanical  action  would 
never  have  successfully  developed  such  effects  at  such  an  extended 
distance. 

The  same  vacuum  system  is  also  applied  to  the  various  pneumatic 
lever  arrangements  interposed  between  the  keys  at  the  consol  and  the 


Digitized  by 


Google 


190  OivU  and  Mechanical  Engineering. 

wind-valves  at  the  Bound-boards  to  relieve  the  performer  from  any 
undue  mechanical  pressure  that  might  detract  from  the  promptness  of 
repetition  and  delicacy  of  touch  of  the  key  action,  the  key-boards 
being  thus  rendered  as  light  as  that  of  a  grand  pianoforte.  Such 
results  cannot  be  obtained  so  efficiently  by  the  employment  of  com- 
pressed air  for  a  pneumatic  power  action ;  compressed  air  will  always 
prove  to  be  more  or  less  sluggish,  a  '^  creeping  on  "  and  '^  creeping 
off"  movement  being  the  result,  besides  a  limit  to  the  aggregate  of 
the  instantaneous  power  that  is  at  command. 

The  pneumatic  drawstop  action  of  the  St.  George's  Hall  organ, 
Liverpool,  is  a  fair  illustration  of  the  defects  of  the  compressed  air 
system.  In  the  Primrose  Hill  organ  upwards  of  forty  registers  can 
b|  simultaneously  drawn  on  or  shut  off  as  easily  and  with  the  same 
precision  as  though  only  a  single  stop  were  drawn.  The  consol  or 
key-boards  of  this  organ  are  reversed,  that  is,  the  performer  faces 
the  audience,  the  organ  being  behind,  and  the  echo  organ  opposite  him. 
The  lowest  key-board  manual  is  the  ^' great  organ;"  the  next,  or 
second  from  the  bottom,  the  *'  choir  organ  ; "  the  third  in  the  series 
the  "  swell  organ ;  "  and  the  fourth,  or  upper  row  of  keys,  the  "  solo 
organ."  By  a  simple  mechanical  arrangement  this  fourth  key- 
board is  also  used  for  the  electric  ''  echo  organ,"  and  also  for  the 
carillon,  or  ^'  bell  "  organ,  otherwise  it  would  have  been  necessary  to 
have  introduced  a  fifth  set  of  keys,  an  arrangement  at  all  times  objec- 
tionable from  the  increased  complications  imposed  upon  the  performer. 
The  touch  of  the  carillon  organ  on  the  fourth  row  of  keys  is  expressive 
like  that  of  the  pianoforte  key,  and  gradations  of  tone  and  distance 
are  therefore  capable  of  being  expressed  upon  the  bells. 

In  this  organ  the  French  ventil  system  of  shutting  off  or  bringing 
on  the  wind  to  a  complete  family  or  group  of  stops  by  the  depression 
of  a  pedal  has  not  been  adopted,  such  a  system  being  found  inadequate 
to  effect  rapidly  the  almost  endless  combinations  that  such  a  large 
instrument  has  at  command,  the  pneumatic  combination  foot  pedals 
and  finger  buttons  at  the  key-boards  being  introduced  as  a  more  conve- 
nient form  of  manipulating  the  registers. 

The  wind  supply  of  this  gigantic  organ  is  furnished  from  four  large 
reservoirs  in  the  basement,  which  again  supply  seventeen  reservoirs 
in  connection  with  the  various  sound-boards  of  the  organ ;  the  vertical 
feeders  for  producing  the  wind  to  these  reservoirs,  as  well  as  for 
creating  the  vacuum  pressure,  are  set  in  motion  by  an  eleven  horse- 
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power  steam-engine.  The  wind  supply  is  so  ample,  that  with  the 
power  of  the  full  organ  it  is  impossible  to  exhaust  or  create  unsteadi- 
ness in  the  wind;  few  organs  are  properly  constructed  in  this 
important  respect.  An  ingenious  automatic  lever  engine  for  regula- 
ting the  motion  and  the  supply  of  wind  from  the  vertical  feeders  into 
the  reservoirs  according  to  the  demand  of  the  organ,  is  placed  between 
the  steam-engine  and  the  wind  reservoirs,  so  that  the  regulation  of 
the  wind  supply  is  independent  of  the  speed  of  the  engine,  which 
remains  constant.  This  instrument,  which  stands  50  feet  high,  30  feet 
broad,  and  30  feet  deep,  occupied  three  years  in  construction,  and 
was  opened  in  January,  1876.  It  has  been  erected  in  the  large 
music-room  at  the  Hall,  Primrose  Hill  Road,  built  expressly  to  receive 
it,  under  the  personal  supervision  of  Mr.  W,  T.  Best,  of  Liverpool,  by 
the  eminent  organ  builders,  Messrs.  Bryceson  Brothers,  and  Morten, 
of  London,  for  Nath.  J.  Holmes. 


A  VISIT  TO  THE  NEW  VICTORIA  DOCK  WORKS  AT  EAST  HAM. 

[From  The  Builder,  July  16, 1876.] 

The  London  and  St.  Katharine's  Dock  Company  are  at  present 
engaged  in  the  construction  of  a  very  great  extension  of  the  Victoria 
Dock,  the  intended  enlargement  of  the  existing  water  area  of  the 
dock  being  upwards  of  90  acres,  in  addition  to  further  quay  and 
warehouse  space,  having  a  frontage  of  nearly  four  miles  in  length, 
and  covering  an  area  of  about  120  acres,  the  aggregate  area  of  the 
enlarged  dock  and  quay  space  being  about  200  acres  in  extent. 

The  works  are  now  in  active  progress,  and  the  following  particulars, 
obtained  by  a  visit  made  last  week  to  the  spot,  may  be  interesting. 

The  site  upon  which  the  new  dock  and  quays  are  being  constructed 
forms  a  portion  of  the  Plaistow  Marshes  at  East  Ham,  and  stretches 
in  an  eastward  direction  from  the  boundary  of  the  present  dock  to 
the  northwest  bank  of  the  Thames,  where  the  bank  will  be  en- 
tered from  the  river  at  a  point  between  North  Woolwich  and  Barking 
Reach,  and  about  a  mile  and  a  half  below  the  first-named  place.  It 
is  bounded  on  the  north  by  Beckton  and  the  gas-works,  and  on  the 
south  by  North  Woolwich.  The  entire  length  of  the  land  on  which 
the  dock  and  quays  are  being  formed,  from  the  junction  with  the 
existing  dock  to  the  river  bank,  is  upwards  of  two  miles,  situated 
partly  in  the  parishes  of  East  and  West  Ham  and  Plaistow,  in  the 
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county  of  Essex,  and  partly  in  that  portion  of  North  Woolwich  which 
forms  a  part  of  the  county  of  Kent. 

The  company  obtained  an  Act  of  Parliament  last  year  for  the 
works  in  question,  and  there  has  been  no  delay  in  their  commencement. 
A  large  area  of  land,  several  acres  in  extent,  at  Silvertown,  and 
immediately  adjoining  the  new  dock  site,  presents  a  perfect  village 
of  workshops  and  huts,  which  have  been  erected  by  Messrs.  Lucas  & 
Aird,  the  contractors,  for  the  purpose  of  carrying  on  the  works. 
The  excavations  for  the  docks  are  being  actively  carried  forward, 
upwards  of  2,000  men  being  at  work,  and  more  than  a  score  of  loco- 
motive engines,  in  addition  to  several  excavating  machines  of  Amer- 
ican invention,  which  perform  both  the  work  of  excavation  and  also 
that  of  conveying  the  excavated  earthwork  into  the  wagons  drawn  by 
the  locomotives.  The  amount  of  excavation  to  be  effected  is  some- 
thing enormous,  amounting  to  between  8,000,000  and  4,000,000  cubic 
yards,  of  which  a  large  portion  has  already  been  executed ;  the  exca- 
vated material  forming  an  embankment  on  the  north  and  south  sides 
of  the  intended  water  area,  and  which  will  form  the  site  for  the  quays, 
and  the  warehouses,  and  other  buildings  to  be  erected. 

In  carrying  on  the  excavations  some  interesting  geological  discov- 
eries have  already  been  made.  From  the  surface  to  a  depth  of  several 
feet  the  earthwork  consists  of  peat,  and  amongst  it  a  number  of  fallen 
trees,  in  an  admirable  state  of  preservation,  have  been  found.  Under- 
neath the  peat  a  bed  of  gravel  has  been  met  with,  and  below  this 
gravel  a  stratum  of  concreted  shells  and  clay  have  been  come  upon, 
intermingled  with  which  stag-antlers  and  other  animal  remains  have 
been  found. 

The  water  area  of  the  new  dock  will  be  7,640  ft.  in  length,  with  a 
width  at  the  water  level  of  about  540  ft.,  covering,  as  already  stated, 
upwards  of  90  acres,  and  it  will  have  a  minimum  depth  of  27  ft.  below 
Trinity  high  water.  In  addition  to  this  area  the  entrance  lock  from 
the  river  into  the  dock  will  be  800  ft.  long  and  80  ft.  wide,  with 
strong  and  powerful  gates,  which  will  be  opened  and  closed  by 
hydraulic  power. 

The  entire  area  of  the  Victoria  Docks  and  quay  spacer  when  the 
works  now  in  progress  are  completed,  will  be  upwards  of  800  acres, 
with  a  circumference  of  more  than  five  miles. 

The  enlarged  dock,  when  completed  and  joined  with  the  present 
dock,  will  thus  have  two  entrances,  namely,  the  present  entrance  on 
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the  wesfc  side  at  Blackwall,  and  the  new  entrance  now  in  course  of 
construction  at  the  east  end  near  Barking  Reach,  there  being  a  river 
frontage  of  three  miles  and  a  half  in  length  between  the  east  and 
west  entrances  respectively. 

Near  the  entrance  lock  to  the  enlarged  dock  below  Woolwich,  the 
Ham  Hall  and  Woolwich  Manor  road  intersects  the  land  which  will 
form  the  lock,  and  this  road  is  intended  to  be  diverted  in  the  direction 
of  the  river,  with  the  construction  of  a  swing-bridge  across  the  lock, 
to  be  opened  on  vessels  entering  and  leaving  the  dock. 

An  important  feature  in  the  undertaking  is  the  diversion  and  partial 
reconstruction  of  the  North  Woolwich  branch  of  the  Great  Eastern 
Railway.  This  line  runs  immediately  along  the  northeast  side  of  the 
present  Victoria  Docks,  intersecting  a  portion  of  the  site  upon  which 
the  enlarged  dock  is  in  course  of  construction,  and  in  order  to  admit 
of  the  extended  dock  being  connected  with  the  existing  dock,  the 
North  Woolwich  line  is  to  be  diverted,  and  carried  under  the  dock  by, 
a  tunnel  at  a  depth  of  43  ft.  below  high-water  mark. 

The  facing  of  the  dock  walls  will  be  of  granite,  several  feet  ini 
thickness,  and  in  addition  to  the  large  quantity  of  stone  which  wilL 
be  required,  it  is  estimated  that  not  less  than  30,000  tons  of  Portland* 
cement  will  be  used  in  the  construction  of  the  works. 

It  is  calculated  that  the  new  works,  the  estimated  cost  of  which'  is 
nearly  1,000,000Z.,  will  take  about  three  years  to  complete.     They 
have  been  designed  by  Mr.  A.  M.  Rendel,  C.  E.,  of  Great  George- 
street,  Westminster,  Mr.  Anross  being  the  resident  engineer. 

The  magnitude  of  these  works  suggests  a  comparison  between,  the 
area  and  extent  of  the  London  docks,  and  those  on  the  banks  of  the 
Mersey,  at  Liverpool  and  Birkenhead.      The  estimated  water  area 
and  quay  space  of  the  London  and  St.  Katharine   Docks  are  about^ 
120  acres;    the  East  India  Import  and  Export  Docks,  32  acres; 
West  India  Import  and  Export  Docks,  54  acres;  South  Dock,.  24  acres; 
Timber  Dock,  21  acres  ;  Commercial  Docks,  160  acres ;  Grand  Sur- 
rey Docks,  75  acres;  and  Victoria  Dock,  90  acres  (exclusive  of  en- 
largement in  progress ;  being  a  total  of  666  acres.     The  water  area 
and  quay  space  of  the  Liverpool  docks  are  259  acres,  and  that  of 
the  Birkenhead  docks  166  acres,  being  a  total  of  425  acres  an  both- 
sides  of  the  Mersey,  as  compared  with  666  acres,  the  present  area 
of  the  docks  on  the  Thames,  exclusive  of  the  Victoria  dock  exten- 
sion now  in  progress. 
Whole  No.  Vol.  CII.— (Third  Series,  Vol.lxxii.)  14 
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GAS  WORKS  ENGINEERING. 


By  Bobebt  Brioos,  G.  E. 


[ContimiH  frftm  VoL  cii,  page  1<M.] 

^'An  exliflUBter  is  %  pump,  generally  rotary,  irhieh  is  used  to 
pump  the  gas  against  all  pressore  to  wbich  it  may  be  subject  between 
the  hydranlic  main  and  the  holders.  To  state  these  pressures  in 
reverse  order,  they  are — first,  those  of  the  holder,  which,  with  teles- 
copic holders,  is  Tariable,  and  amounts  to  from  three  to  fire  and  a 
ihalf  inches  of  water  column ;  second,  those  of  the  purifiers,  rarying 
but  little  from  two  and  a  half  to  three  and  a  half  inches  for  lime  puri- 
fiers (with  lime  of  usual  quality  and  condition) ;  third,  those  of  the 
washer,  condenser,  pipes  about  the  works,  fcc,  grouped  together,  of 
perhaps  one  to  one  and  a  half  inches ;  giving  a  total  of  six  and  a  half, 
to  ten  and  a  half  inches  of  water- pressure.  Now  it  has  been  found 
that  any  increase  of  pressure  on  the  retorts  over  the  half-inch  of  seal 
for  the  main,  occasions  a  peculiar  destructive  distillation  (probably  of 
the  first  formed  hydro-carbons,  and  possibly  those  formed  before  the 
coal  is  well  heated),  whereby  solid  carbon  deposits  by  accretion  upon 
the  inside  of  the  retort,  especially  at  the  back  end,  and  rapidly  fills  it 
up  and  impairs  its  heat-conducting  and  gas-forming  powers ;  and  hence 
it  is  requisite  to  suck  the  gas  from  the  direction  of  the  retort,  and 
force  it  in  the  direction  of  the  holder,  until  the  retort  is  relieved  from 
everything  but  the  hydraulic  seal  pressure. 

^'  As  these  total  pressures  vary  in  amount  from  time  to  time,  and 
from  hour  to  hour,  and  as  the  quantity  to  be  pumped  varies  in  the 
same  way ;  the  exhausters  are  driven  by  separate  engines,  regulated 
for  the  procurement  of  the  pressure  desired  on  the  hydraulic  main, 
and  are  always  provided  with  steam-power  enough  to  overcome  the 
largest  resistance,  and  to  impel  at  the  same  time,  the  largest  quantity 
of  gas  presenting  itself  to  be  moved.  Experience  has  suggested,  and 
ingenuity  provides,  all  the  safeguards  for  successful  automatic  accom- 
plishment of  the  requirements  here  stated,  and  the  exhauster  has 
become  out  of  the  most  reliable  parts  of  a  gas  apparatus.  The  neces- 
sity of  my  allusion  to  this  portion  of  the  working  machinery  in  its 
place  of  application  in  the  Market  street  works  will  appear  when 
noting  the  question  of  purification. 

"  There  are,  at  the  Market  street  works,  three  *  %ets  *  of  purifying 
^  boxe$»*    A  set  of  purifiers  is  four  in  number,  three  of  which  only 
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are  in  regular  use  at  any  one  time.  The  thirty-six  inch  main-pipe  is 
brought  into  the  purifying-house,  where  three  branches  of  twenty  or 
twenty-four  inches  diameter  are  taken  from  it.  which  branches  are 
joined  to,  and  form  the  main  inlet-pipe  of  the  ^  cei%tre-valve'  of  each 
set ;  while,  from  the  centre-valve,  three  main  '  outlet  'pipes  *  lead 
away,  and  convey  oflF  the  purified  gas.  to  another  thirty-six  inch  main- 
pipe  ;  and  this  last  and  final  pipe  of  the  gas-works  goes  to  the  great 
meters,  and  thence  to  the  holders  where  the  gas  is  stored. 

"  The  centre- valve  needs  a  brief  description  to  be  understood.  It  is 
a  large  cast-iron  box,  with  numerous  internal  divisions,  and  it  is  three 
stories  in  height;  to  the  bottom  story,  the  main  inlet  and  outlet 
pipes  are  joined;  to  the  next  story  or  ^  body,'  four  pain  of  pipes 
connect,  one  pair  going  to  each  of  the  purifiers ;  while  the  upper 
story  is  a  circular  '  cover^*  which  is  loose,  and  can  be  turned  on  its 
axis. 

"The  cover  fits  gas-tight  on  the  body,  and  has  internal  divisions 
corresponding  (but  not  agreeing)  to  those  of  the  body.  The  arrange- 
ment of  the  divisions  is  such,  that  if  the  cover  be  placed  in  a  given 
marked  position,  the  gas  will  now  enter  the  main  inlet-pipe,  pass 
through  one  of  a  pair  of  purifier  pipes  and  return  again  by  its  mate 
pipe  to  the  centre-valve ;  then  pass  out  of  the  centre-valve  through 
one  of  the  pair  of  next  or  second  purifier  pipes  and  return  by  its 
mate ;  and  so  to  another  or  third  purifier,  and  back  again  to  the 
centre-valve ;  but  now,  in  place  of  going  to  the  fourth  purifier,  the 
gas  will  pass  out  of  the  centre- valve  by  the  outlet  main ;  thus  the 
fourth  purifier  will  have  been  shut  off  altogether.  This  same  course 
of  events  will  follow  when  the  cover  is  turned  a  quarter  of  an  entire 
rotation;  only  that  the  purifier  before  shut  ofi"  will  have  become 
number  one  of  the  series,  and  the  purifier  before  number  one  will 
have  been  shut  off.  The  operation  of  the  centre-valve  may  be  other- 
wise described.  Suppose  a  set  of  four  purifiers  are  designated  by 
the  letters  A,  B,  Cj  D.  Now,  the  different  positions  of  the  centre- 
valve  may  be  assumed  to  be  as  follows : 

Out  of  uoe. 
Finr.        Second.         Third.    Rbut  off  to  be 
•:CleMirrt. 

First  position  of  centre-valve  (cover),   ,   A  B  C  D     . 

Second  position  of  centre-valve  cover 

(i  turned),  .         .         .         .         B  C  DA 

Third   position   of  centre-valve   cover 

(J  turned) C  D  A  B 

Fourth  position  of  centre-valve  cover 

(I  turned),  .         .         .         .        D  A  B  C 
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**  The  next  one-quarter  turn  of  the  cover  will  obviously  restore 
everything  to  the  first  position ;  and,  by  this  exposition  it  will  be 
made  evident  that  the  gas,  when  passing  through  the  three  purifiers 
in  operation,  will  have  entered  the  one  longest  in  use  and  escaped 
from  the  one  most  recently  cleaned.  Purifiers  are  made  (for  dry- 
lime  purification)  of  the  proper  size,  and  with  the  proper  dimension 
of  pipe  connection  and  centre-valve,  to  demand  the  cleaning  of  one 
of  them  each  twenty-four  hours. 

'*  The  purifiers  at  the  Market  street  works  are  of  the  customary 
construction,  that  is,  cast-iron  ^  boxes*  with  wrought-iron  *  cavers;* 
the  covers  having  ^  sides '  (a  rim  projecting  downwards)  which  drop 
into  a  *  cup '  or  trough,  partly  filled  with  water,  which  cup  surrounds 
the  sides  of  the  boxes ;  the  *  seal '  thus  made  forms  the  gas-tight 
joint  between  the  covers  and  the  boxes. 

"  In  this  instance,  the  dimensions  of  any  one  of  the  purifiers  are 
twenty-four  feet  square  on  the  floor  by  three  feet  three  inches  deep, 
inside  measurement.  Inside  of  the  boxes  is  placed  seven  layers  or 
flats  of  perforated  iron  or  wood  movable  '  screens^  and  upon  these 
screens  is  spread  damp  slaked  time  in  layers  of  two  and  one-half  to 
three  inches  in  thickness.  [This  damp  slaked  lime  is  called  ^  dry 
lime,'  in  contradistinction  to  thick  liquid  lime-water,  which  is  called 
'  wet  lime.']  The  gas  enters  at  the  bottom  of  the  first  purifier-box, 
ascends,  percolating  through  the  seven  layers,  to  the  top;  a  pipe 
which  passes  down  through  the  screens  to  the  bottom,  carries  ofi*  the 
gas  (through  the  centre-valve)  to  the  second  purifier  ;  where  the  same 
operation  follows  ;  to  the  third  with  like  result ;  and  from  the  last  it 
passes  out,  purified,  ready  for  distribution  to  consumers. 

"  The  lime  used  at  the  Market  street  works  is  oyster-shell  lime  ; 
and,  from  the  annual  report  of  the  Trust,  I  gather  that  there  is  used 
for  every  five  thousand  cubic  feet  of  gas  made  very  nearly  one  bushel 
of  lime ;  and  as  the  same  authority  shows  (by  estimate)  the  produc- 
tion of  about  4*4  cubic  feet  of  gas  from  each  pound  of  coal,  it  follows 
from  the  six  charges  of  two  hundred  pounds  to  a  retort,  that  there 
are  needed  a  little  more  (1*06)  than  a  bushel  of  lime  for  each  retort 
in  service;  and  furthermore,  as  the  works  are  planned  for  three 
hundred  retorts  for  each  set  of  purifiers,  that  three  hundred  and 
twenty  bushels  of  lime  will  have  been  vitiated  in  the  working  of  any 
one  set ;  and  finally,  that  nine  hundred  and  sixty  bushels  of  lime  will 
be  the  maximum  daily  demand. 
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"The  manipulation  about  the  purifiers  is  as  follows:  A  quantity 
of  lime  is  slaked  (in  an  adjoining  shed)  by  the  addition  of  about  an 
equal  weight  of  water ;  a  little  over  one-third  its  weight  of  water  is 
taken  up  chemically,  and  forms  the  dry  hydrate  of  lime  (which  is  in 
fact  the  binding  material  of  ordinary  lime-mortar),  a  portion  of  the 
water  is  evaporated,  and  the  remainder  or  excess  of  water  gives  the 
requisite  dampness  for  the  process  of  purification.  Unless  compacted 
by  stirring  or  beating,  the  slaked  lime  has  about  twice  the  volume  of 
the  quick-lime  and  about  twice  the  weight,  and  in  this  condition  (for 
it  is  desirable  that  the  mass  should  be  as  porous  as  possible)  it  is  re- 
moved to  the  purifying  house  to  be  spread  upon  the  trays  as 
described. 

"After  a  purifier  is  charged  and  put  in  its  place  at  work,  the  fore- 
man of  the  purifying-house  will  test  the  gas  in  it  from  time  to  time. 
The  test  is  performed  by  the  exposure  of  two  strips  of  paper  to  a 
small  stream  of  gas,  which  is  allowed  to  escape  by  a  cock  on  the 
covers  of  the  last  purifier  put  in  use. 

"  These  papers  have  been  prepared,  one  for  a  sulphur  test  of  blot- 
ting-paper wet  with  acetate  (sugar)  of  lead,  which  blackens  quickly  if 
any  sulphur  be  present ;  and  the  other,  impregnated  with  litmus  or 
turmeric  solution ;  litmus  becoming  blue,  and  turmeric  red,  if  any 
ammonia  exists  in  the  gas. 

"  So  soon  as  the  sulphur- test  shows  the  presence  of  sulphur  in  the 
last  box,  it  is  time  to  change  and  bring  into  action,  as  first  and  second 
purifiers,  those  which  will  take  their  place  in  due  sequence,  and  which 
have  not  been  so  much  ^fouled'  as  to  cease  to  act  properly;  and  it 
results  from  this  changing,  by  test^  that  there  will  not  be  a  change  of 
purifier  each  day,  but  only,  whenever  necessary ;  the  construction  of 
the  apparatus,  however,  having  been  planned  for  proper  distribution 
of  labor,  to  giv6  a  daily  change  to  a  set,  when  in  regular  work. 

"  The  test  having  given  the  legitimate  indication,  the  last  puri- 
fier of  a  set  is  thrown  out  to  be  cleaned  ;  and  the  centre-valve  being 
shifted,  a  large  nozzle  (which  is  to  be  found  on  each  cover)  is  opened 
to  release  the  gas  enclosed  in  the  box,  when  the  cover  is  lifted  by  a 
traveling  apparatus  for  the  purpose  ('  carriage ')  and  transported 
away  (over  the  boxes  in  use) ;  and  after  an  interval  of  time  for  the 
dissipation  of  the  enclosed  gas,  the  workmen  commence  the  removal 
of  the  ^foul-lime.' 
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"  This  foul-lime  is  taken  in  Tfheel-barroTFS  and  removed  into  the 
open  air.  The  place  of  dumping  is  forty  feet  from  the  purifying- 
house,  in  an  open  yard  on  the  bank  of  the  Schuylkill,  about  forty, 
feet  from  the  edge  of  the  wharf  along  the  river,  and  about  one  hun- 
dred and  fifty  feet  distant  from  Chestnut  street  Bridge.  The  level 
of  the  wharf  is  about  thirty  feet  below  the  roadway  of  the  bridge,  and 
the  level  of  the  purifier-house  floor  about  six  feet  above  that  of  the 
wharf.  A  low  wall,  forming  an  angle,  supports  the  bank  at  the 
dumping  place,  and  the  fouMime  is  deposited  in  a  heap  from  the  top 
of  this  wall. 

'*At  the  time  of  my  first  visit  to  the  gas-works,  in  February,  1876, 
there  was  a  barge  receiving  the  spent-lime  from  carts,  which  were 
hauling  it  across  the  short  space  of  the  width  of  the  wharf;  on  the 
occasion  of  a  subsequent  visit  in  March,  1876,  there  was  none  going 
away,  but  a  number  of  laborers  were  breaking  up  frozen  foul-lime 
from  the  bottom  of  the  dump  where  it  had  collected.  I  was  told  that, 
generally,  there  were  barges  ready  to  receive  the  material,  but  not 
always,  and  that  sometimes  the  foul-lime  was  hauled  away  in  carts 
and  wagoiis ; — whenever  a  farmer  came  for  it,  it  was  given  to  him. 

"  To  a  visitor  of  a  gas-works,  where  the  delicate  sense  of  smell  is 
quickly  impaired,  the  foul-lime  in  the  purifiers  is  not  exceedingly 
offensive,  and  at  the  moment  of  discharging  one  of  the  boxes  and  of 
the  dumping  of  the  material  in  the  heap,  the  oifensiveness  is  not  so 
decidedly  evident ;  but  after  short  exposure  to  the  air,  and  especially 
to  damp  air,  or  when,  having  become  wet,  it  is  permitted  to  dry  in  th6 
sun,  the  propagation  and  dispersion  of  effluvia  is  disgusting,  even  to 
those  employed  in  the  works,  and  whose  business  it  is  to  endure  the 
smell.  A  somewhat  active  decomposition  of  some  of  the  constituents 
of  the  foul-lime  certainly  occurs  after  exposure  to  the  air,  as  is  evi- 
denced by  an  increase  of  heat,  and  it  is  certain  that  this  decomposi- 
tion does  not  destroy  the  odoriferous  substances. 

"  In  the  analysis  and  purification  of  gas,  by  the  Rev.  W.  R.  Bow- 
ditch  (one  of  the  most  practical  scientific  writers  on  the  subject), 
1867,  will  be  found  (folio  19,  et.  $eq.)  these  words: — 

"  'About  this  date  (1844)  the  use  of  gas  was  increasing  very 
rapidly,  and  gas  companies  in  London  and  some  large  towns  were 
sadly  encumbered  with,  and  troubled  about,  the  lime  refuse  which 
arose  from  purifying  their  gas.  Purified  the  gas  must  be.  Sanitary 
regulations  most  properly  prohibited  the  running  of  Blue  Billy  (the 
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foul  liquor  of  the  original  wet-lime  purification  process)  into  streams 
Md  rivers,  and  even,  in  some  cases,  prohibited  the  carting  away 
from  ^as-works  of  drj-Iime  refuse  during  the  day-time.  Matters 
seemed  to  be  approaching  a  crisis,  when,  in  1849,  Mr.  Hills  came  to 
the  rescue,  and  introduced  sesquioxide  of  iron  as  a  purifying  agent 
instead  of  lime/ 

(To  1)6  CQii4iQ«^d.> 


TIMBER  NOMENCLATURE. 

[From  the  Timber  Trades^  Journal.} 


It  is  impossible  to  take  up  any  feature  or  subject  so  closely  asso- 
ciated with  the  common  wants  of  man  as  that  of  timber,  without 
finding  in  its  name  something  of  absorbing  interest.  As  a  material 
it  ranks  second  to  no  other,  either  in  connection  with  man  in  his  rude 
and  primitive  state  or  under  the  high  polish  of  civilization ;  so 
closely  is  it  associated  with  his  everyday  life  that  we  may  say  of  it 
as  of  his  shadow — it  is  always  with  him.  A  mere  glance  at  the 
vocabulary  pertaining  to  timber  shows  that  it  abounds  in  mono- 
syllables, and  that  words  of  a  compound  character  are  the  exceptions. 
This  fact  points  with  unerriug  truth  to  the  rude  and  simple  language 
of  our  Saxon  ancestors  as  the  source  from  which  it  is  drawn.  We 
find,  so  far  as  this  oountry  is  concerned,  that  the  Celtic  and  the 
Roman  ^*  tongues  in  trees  **  have  failed  to  reach  our  times,  and  that 
names  of  a  Norman  origin  occupy  no  prouder  position  than  parasites 
upon  the  grand  old  Teutonic  stock.  The  study  of  this  subject  carries 
us  back  to  an  early  period  in  the  Christian  era,  when  our  eastern 
coast  was  called  the  "Saxon  shore,**  when  every  creek  and  river 
mouth  of  this  fertile  spot  ^^  set  in  the  silver  sea  **  was  infested  with 
the  blue-eyed  strangers  of  the  north ;  it  shadows  forth  a  time  when 
like  a  wave  this  intruding  race  swept  over  the  land,  blotting  out  in 
its  devastating  course  the  vernacular  oF  its  predecessors,  and  setting 
up  a  standard  tongue  which,  with  sundry  changes  consequent  upon 
the  wearing  efiects  of  time,  has  endured  to  the  present  day. 

Ash,  in  alphabetical  order,  claims  our  first  attention.  It  is  the 
"aeso"  of  the  Anglo-Saxons,  and  the  "ast*'  and  "ask**  of  the 
Swede  and  Danish  dialects.  From  being  the  wood  of  which  the 
lances,  spears,  and  shields  of  our  forefathers  were  made,  it  became 
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par  excellence  the  tree  of  war,  and,  unlike  its  present  feminine,  the 
'*  queen  of  the  woods,"  was  endowed  with  masculine  attributes.  It 
held  the  high  distinction  of  being  the  personification  of  strength  and 
valor,  and  it  was  a  tenet  of  the  heathen  faith  of  the  northern  nations 
that  the  first  man  ^sc  was  made  from  the  wood  of  this  tree.  From 
this  belief  it  became  a  personal  name  of  the  highest  honor,  to  be 
worn  only  by  those  of  royal  blood.  -ZEsc,  the  son  of  Hengist,  is  an 
instance  of  its  application  in  historic  times,  in  which  case  it  implied 
that  his  genealogy  was  traceable  to  this  ancient  source.  It  is  note- 
worthy that  the  Greeks  and  Romans  made  their  spears  or  pikes  of 
this  wood,  a  custom  also  obtaining  with  the  Saxons,  who  called  this 
warlike  instrument  an  "  aesc/' 

Balk,  or  "baulk  *'  as  applied  to  a  log  of  wood,  is  from  the  Saxon 
hale,  the  Qerman  balkeny  and  the  Dutch  balk.  In  the  former  dialect, 
it  had  a  more  extended  meaning  than  it  bears  at  present,  as  we  find 
it  implied  a  beam,  a  roof,  a  covering,  or  a  balcony. 

Batten  is  from  the  Saxon  "  bat,"  a  boat  or  ship,  and  implies  a 
piece  of  wood  suitable  for  making  or  building  such  vessels.  The  club 
or  bat  of  the  cricketers,  as  applied  to  a  piece  of  wood,  is  allied  to 
this  word. 

Beam,  from  the  German  "baum,"  a  tree — in  the  sense  of  a  tree, 
the  word  still  lingers  with  us  in  horn-beam — horn-tree,  its  primitive 
meaning  was  a  rough-hewn  tree  used  for  constructive  purposes. 

Board  is  the  Anglo-Saxon  "bord,"  and  German  "brade,"  a  thin 
plank.  This  word  has  been  highly  wrought  upon,  from  being  made 
of  boards,  we  find  it  applied  to  the  deck  of  a  ship,  also  to  a  table, 
and  hence  those  that  assemble  round  it,  and  even  the  food  placed 
upon  it. 

Charcoal  is  a  compound  of  the  Russian  and  Anglo-Saxon  tongues ; 
*'  char  "  is  to  burn  or  reduce  to  coal  or  carbon,  and  "  coal "  is  a  term 
referable  to  a  black  substance.  Charcoal  means  literally  wood  re- 
duced to  impure  carbon  by  expelling  the  volatile  matter.  In  the 
early  history  of  the  iron  trade  of  this  country,  it  was  an  ingredient 
of  the  first  importance ;  our  present  name  for  fossil  coal  is  borrowed 
from  this  material.  When  made  from  beech-wood,  it  was  called 
"  beech-coal."  Charcoal  burners  were  called  colliers,  an  occupation 
or  calling  which  furnished  the  family  names  of  Collier,  Collyer,  and 
Colyear. 
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Chestnut,  sometimes  called  Spanish — from  the  fact  oi  the  best 
fruit  coming  from  that  country — is  from  the  Anglo-Saxon  "  cyst- 
beam,*'  literally  the  fruitful  tree;  being  a  tree  requiring  a  warmer 
climate  to  ripen  its  fruit  than  that  prevailing  in  this  country,  it  is 
naturally  inferred  that  it  was  a  tree  little  known  to  our  rude  ances- 
tors. Be  this  as  it  may,  the  fact  remains  that  they  were  present  at 
its  christening.  The  horse-chestnut  was  so  called  upon  its  introduc- 
tion from  Asia  in  1629,  the  term  being  a  mere  translation  of  its  classic 
name,  hippocasianum. 

Deal  is  the  Anglo-Saxon  "  dael,"  and  the  German  "diele,"  a  part 
or  portion,  hence  a  piece  of  wood.  In  early  times  it  most  probably 
referred  to  a  riven  piece,  as  a  riving  axe  was  called  a  ''deal  axe  ;" 
we  still  retain  the  word  in  "  a  deal  of  cards,"  meaning  a  division  or 
portion  of  the  whole.  So  far  as  the  timber  trade  is  concerned,  the 
term  ''deal"  appears  to  have  been  applied  alike  to  the  fir  and  the 
spruce,  the  "mast-tree"  and  "deal-tree"  being  common  terms  long 
before  it  was  known  what  trees  they  were  the  products  of. 

Elm,  from  the  Anglo-Saxon  "elm,"  "ellm,"  or  "  ulme,"  and  the 
Dutch  "olm."  This  name  occurs,  with  slight  variations,  in  all  the 
Celtic  dialects.  From  the  fact  that  the  elm  rarely  ripens  its  fruit  in 
this  country,  coupled  with  the  resemblance  of  its  name  to  the  classic 
ulmuB^  it  is  looked  upon  as  a  doubtful  native.  The  term  "  wych  elm" 
is  supposed  to  refer  to  its  ancient  use  for  water  pipes,  especially  in 
connection  with  salt-springs,  erroneously  supposed  to  have  been 
called  "  wyes  "  and  "  wics,"  as  in  Nantwich,  etc.  The  writer  is  of 
opinion  that  the  term  "  wych,"  also  referable  to  the  hazel,  and  the 
mountain  ash,  is  merely  a  varied  form  of  "  withe,"  a  lithe  or  pliant 
rod  or  twig. 

Fir,  as  a  term,  embraces  all  the  best  known  coniferous  trees,  such 
as  the  Scotch  fir,  the  spruce  fir,  and  the  silver  fir ;  it  applies  to  trees 
of  a  resinous  character,  easily  ignitible,  and  consequently  suitable 
for  fuel,  for  torches,  and  firebrands.  Gerard  says,  "  the  fir-tree  " 
was  originally  the  "  fire-tree,"  an  inference  that  all  investigations 
confirm,  and  there  can  be  no  doubt  upon  comparing  the  Anglo-Saxon 
"fyr,"  fire,  with  the  Scandinavian  "fyrre,"  fir,  that  the  terms  "fire- 
wood "  and  "  fir-wood  "  are  synonymous. 

Forest  is  an  Italian  or  Armenian  word  which  has  reached  us 
through  our  French  or  Norman  connections ;  it  appears  in  the  Ger- 
man language  as  "  forst."     Our  ancient  forests  were  called  "  woods," 
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as  in  Sherwood ;  but  the  intrading  term,  although  superfluous,  has 
tacked  itself  on  behind,  hence  the  common  phrase  ''Sherwood  forest." 
The  Saxon  "woodward,"  from  this  change  of  dialect,  became  the 
Norman  "forester;"  as  an  occupation  it  was  of  sufficient  importance 
to  found  a  large  family  of  personal  names,  hence  those  of  Forrester, 
Forster,  and  Foster. 

Log  is  an  old  Dutch  term  for  "heavy,"  hence  a  heavy  piece  of 
timber  is  so  called.  The  equivalent  in  the  German  tongue  is  ''klog." 
In  America,  where  the  mother  tongue  is  subject  to  great  mutations^ 
the  act  of  rafting  timber  has  got  corrupted  to  "logging." 

Lumber,  dry,  household  rubbish,  has  taken  the  place  of  the  term 
"wood "  on  the  American  continent.  With  the  early  settlers,  whose 
all  lay  in  the  cultivation  of  cereals,  timber  was  an  incumbrance  to  the 
land ;  and  although  it  has  long  since  raised  itself  into  a  marketable 
commodity,  it  has  failed  to  free  itself  from  this  term  of  ridicule. 

Oak,  the  Anglo  Saxon  "a'c,"  "aec,"  and  "  aac,"  and  German 
"Eich."  The  first  form  is  preserved  to  us  in  the  fruit  "  a'ccorn," 
the  corn  of  the  oak.  In  ancient  times  it  was  a  tree  prized  for  its 
fruit,  being  used  for  fattening  swine,  and,  in  time  of  dearth,  as  human 
food.  Oak  woods  were  estimated  by  a  number  of  hogs  they  would 
fatten,  proof  of  which  we  find  in  the  Doomsday  Survey,  where  woods 
of  a  single  hog  are  enumerated.  Pliny  says,  in  his  time  acorns 
formed  the  chief  wealth  of  many  nations.  The  etymology  of  this 
word  is  difficult  to  arrive  at ;  it  appears  to  be  a  term  peculiar  to  tha 
north  of  Europe.  We  find  it  in  "  ac-drenc,"  oak-drink,  a  drink  made 
from  acorns,  and  "ac-wern,"  a  squirrel.  This  interesting  animal 
was  known  by  this  ancient  name  before  we  borrowed  the  present  one 
from  our  French  neighbors. 

Plank  runs  through  the  French,  Dutch,  German,  and  Danish  lan- 
guages with  little  variation.  It  implies  a  flich  of  wood,  thicker  than  a 
board.  It  is  a  term  which  no  doubt  reached  us  through  our  early 
trading  connections  with  the  Low  Countries. 

Poplar,  like  all  other  trees,  whose  names  rise  above  simple  mono- 
syllables, is  supposed  to  be  introduced.  The  white  and  the  aspen 
poplars  are  the  trees  with  which  our  forefathers  were  familiar ;  the 
black  and  the  Lombardy  varieties  being  recent  introductions.  It  is 
generally  thought  that  this  tree  was  introduced  as  early  as  Roman 
times,  an  opinion  which  derives  support  from  the  resemblance  of  the 
name  to  the  Latin  papulus.  It  is  supposed  by  some  writers  to  have 
obtained  this  classic  name  from  its  being  the  tree  selected  for  the 
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decorations  of  Rome,  arlor  populi,  by  others  from  its  leaves  being  as 
easily  agitated  as  the  minds  of  the  people.  It  is  carious  that  Sir 
Walter  Scott  uses  this  simile : — 

^^  Oh,  woman,  in  our  hours  of  ease. 
Uncertain,  coy,  and  hard  to  please; 
And  variable  a»  the  shade, 
By  the  light  quivering  aspen  made." 

Spruce  occurs  as  Spruce  fir  and  Norway  spruce.  The  former  is 
the  older  or  original  term,  and  if  rightly  read  is  simply  descriptive. 
Spruce  fir  is  the  old  Prusse,  or  Pruseian-fir.  It  occurs  in  the  manu- 
script of  Liber  Albus  {circa  1250),  as  "  pruz-fir."  It  would  appear 
that  there  was  little  or  no  distinction  in  these  early  times  between 
Prussia  and  Russia,  as  the  Russian  leather  of  our  day  was  the 
Spruce  leather  of  the  Dutch  merchants,  who,  during  the  Hanseatic 
League,  had  their  seat  of  trade  at  Wisby,  in  the  Baltic.  It  was 
through  their  instrumentality  that  the  produce  of  the  Baltic  shores 
r-eached  England  via  Amsterdam,  and  from  this  cause  may  be  traced 
the  numerous  lowland  terms  that  abound  in  our  nomenclature  of 
timber.  It  will  be  seen  that  as  the  timber  trade  moved  to  Norway, 
the  term  spruce  accompanied  it,  and  hence  "Norway  spruce  fir  '*  has 
long  been  held  as  the  equivalent  of  "  white  deal."  The  same  remark- 
applies  to  America,  where  "spruce"  stands  for  the  "white  fir"  of 
that  continent.  In  unearthing  the  meaning  of  these  ancient  terms, 
the  first  form  in  which  they  were  used  contrasts  strangely  with  their 
present  use.  In  the  case  in  point,  we  should  scarcely  be  credited 
with  the  exercise  of  sound  reason  were  we  to  write  "American  Prus- 
sian fir  "  for  "  American  spruce  fir,"  although  such  term  would  be 
orthographically  correct. 

Stave,  from  the  Anglo-Saxon  "stcef,"  a  staff,  stick,  or  pole.  It 
occurs  in  "  flag-staff,'*  •' ladder-stave,"  and  cask  or  pipe-stave,"  and 
implies  a  light  round  pole,  or  a  hewn  or  riven  piece  of  wood,  smaller 
in  character  than  a  deal.  In  mediaeval  times  the  term  stave  was 
largely  used  in  connection  with  bows.  It  is  certain  that  bow  staves 
were  of  ash,  elm,  and  yew,  but  the  term  stave  is  now  wholly  associ* 
ated  with  the  oak,  and  there  can  be  little  doubt  that  staves  for  the 
cask  trade  have  been  made  of  this  wood  from  the  earliest  times.  It 
is  a  point  worthy  of  investigation  whether  the  wainscots  of  the  four- 
teenth century  were  not  riven  staves  for  the  cooper ;  certain  it  is  that 
their  value  was  only  one-fifth  that  of  bow-staves. 

(To  be  continued.) 
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PETROZCENE  AND  ITS  PRODUCTS. 
By  Dr.  Herbert  W.  C.  Twbddle. 

Petrozcene  is  a  hydro-carbon  and  a  product  of  the  dry  distillation 
of  the  residuum,  or  tar,  from  petroleum.  It  sublimes  over  at  the 
latter  end  of  the  distillation,  accompanying  a  thick  resinous  oil  of 
about  -980  specific  gravity. 

In  its  crude  state  this  mixture  of  oil  and  petrozcene  is  bright 
orange  in  color,  which  rapidly  becomes  dark  green  on  the  surface  by 
oxidation ;  hitherto  this  substance  has  been  almost  valueless.  From 
it  petrozcene  is  separated  by  lixivation  with  benzine  and  when  thor- 
oughly separated  from  the  oil,  it  is  obtained  as  a  yellowish  green 
crystalline,  extremely  light  precipitate. 

If  only  the  early  product  of  the  last  portion  of  the  distillation  is 
lixiviated,  the  precipitate  obtained  is  a  canary  yellow  and  is  called 
^'Thallene,''  this  substance  was  examined  by  Prof.  Henry  Morton, 
to  whom  I  sent  some  for  examination,  [vide  Journal  of  Franklin 
Institute,  Vol.  LXIII,  Third  Series,  page  296,  and  Vol.  LXIV, 
Third  Series,  page  273,  A.  D.  1872). 

Petrozcene  fuses  at  420°  to  425°  Fahr.  Its  specific  gravity  is  1*2066. 
It  is  crystalline  and  dark  olive  green  in  color,  not  very  hard,  but  brittle. 
After  fusion,  if  heated  to  600°,  it  sublimes,  giving  copious  yellow 
vapors,  which,  if  it  is  desired  to  collect,  require  a  large  condensing 
surface.  If  heated  in  a  close  vessel  to  about  600°  it  distills  over 
rapidly,  (the  still  must  have  a  large  fire  surface,  a  very  short  con- 
denser kept  at  least  300°  to  400°,  and  made  to  drop  with  uteep 
incline)  and  deposits  in  the  still  a  large  amount  of  separated  carbon. 
It  is  inflammable  and  burns  an  extremely  sooty  red  flame,  emitting  a 
slight  pungent  empyreumatic  odor. 

After  fusion,  if  poured  out,  it  chills  rapidly,  but  retains  heat  very 
tenaciously.  In  cooling  it  shrinks  very  much,  cracks  and  sometimes 
falls  to  pieces,  its  surface  is  crumpled,  somewhat  iridescent  and 
metallic  in  appearance,  its  fracture  in  large  masses  exhibits  a  highly 
crystalline  structure. 
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The  crystals  are  thin  uranium  green  colored  plates,  transparent, 
and  of  a  foliated  structure,  resembling  some  varieties  of  graphite. 
When  petrozcene  is  kept  fused  at  a  high  temperature  for  some  hours 
it  is  partially  decomposed,  and  when  cooled  in  masses  of  one  or  two 
hundred  pounds,  separated  carbon  is  found  permeating  the  entire  inte- 
rior structure,  in  this  state  the  crystals  are  very  beautiful,  resembling 
spiegeleisen,  though  not  so  large. 

When  petrozcene  is  distilled  in  large  quantities,  and  proper  care 
exercised,  it  can  be  separated  into  a  series  of  interesting  and  beauti- 
ful products,  in  fact  I  know  nothing  distillable  (if  I  may  use  the  word), 
among  organic  or  inorganic  bodies,  that  affords  such  beautiful  kaleido- 
scopic effects  from  the  beginning  to  the  end  of  the  operation.  The 
products  I  classify  as  follows : — 

The  first  product  is  water,  accompanied  and  followed  by  a  yellow- 
green  sublimate  which  I  collect  and  call  "  petrozolene,'*  it  fuses  at 
373*^  to  a  light  green  crystalline  body.  This  gives  off  a  white  vapor 
with  an  empyreumatic  odor,  a  little  above  its  melting  point;  accom- 
panying this  sublimate  is  a  distillate  which  chills  rapidly  with  a  bril- 
liant green  surface;  it  is  semi-transparent  and  much  more  crystalline 
than  petrozcene,  in  large  masses  it  is  very  beautiful,  this  substance  I 
call  ^'carbozcene,*'  it  fuses  at  398^,  and  commences  to  volatilize  at 
470°  Fahr.,  giving  copious  yellow  vapors. 

This  distillate  is  succeeded  by  another,  requiring  a  higher  tempera- 
ture to  distill,  it  is  brownish  green  in  color,  crystalline,  and  fuses  at 
422°,  volatilizing  at  550°  Fahr.,  this  substance  I  call  "Bi-carbozcene." 

At  this  point  the  green  sublimate,  petrozolene,  disappears  and  is 
succeeded  by  a  golden  orange  sublimate  which  continues  to  the  end 
of  the  distillation,  this  I  call  '"  Bi-petrozolene,"  it  fuses  at  442° 
Fahr.  to  a  dark  brown  crystalline  body. 

The  third  portion  of  the  distillate  is  bronze  yellow  in  color,  crys- 
talline, fusing  at  452°  Fahr.  and  volatilizing  at  480°  Fahr.,  this  I 
call  "  Tri-carbozcene.'* 

The  fourth  portion  of  the  distillate  is  dark  orange  in  color,  ac- 
companied by  copious  vapors  of  Bi-petrozolene;  it  is  crystalline  and 
fuses  at  460°,  its  volatilizing  point  is  above  550°,  this  body  I  call 
"  Per-carbozcene.'* 

The  fifth  and  last  portion  of  the  distillate  changes  rapidly  in  color 
to  a  dark  bronze  green,  almost  black ;  it  is  crystalline,  and  shrinks 
and  cracks  to  pieces  on  cooling,  this  I  call  '^  Garbo-carbozcene,''  its 
fusing  point  I  did  not  get. 
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The  residue  in  the  still  is  a  heavy  intumesced  mass  of  carbon, 
(which  I  will  analyze,  and  send  result  at  some  future  time). 

All  the  sublimates  when  in  powder  lose  in  a  few  days  their  brilliant 
colors  by  exposure  to  light,  assuming  superficially  a  buff  tone. 

Petrozcene  is  readily  oxidized  by  boiling  with  Bi-chromate  of  po- 
tassa  and  nitric  acid,  producing  a  red  compound,  nitro-petrozcene, 
which  is  susceptible  by  chemical  treatment  of  producing  fast  dyes 
and  colors.  Petrozcene  is  carbonized  by  sulphuric  acid,  it  is  insoluble 
in  water  and  glycerine,  partially  soluble  in  alcohol,  benzine  and 
turpentine.  It  resists  the  action  of  caustic  potash,  soda  or  organic 
acids.  It  is  odorless,  and  rubbed  between  the  fingers,  it  is  at  first 
yellow,  then  green,  and  has  a  resinous  feeling.  It  is  not  a  conductor 
of  electricity. 

It  and  its  products  are  highly  fluorescent  (the  green  fluorescence 
of  petroleum,  paraflSne  oils  of  commerce  is  due  to  it).  Whether 
petrozene  will  become  commercially  valuable  the  future  will  deter- 
mine ;  but  to  the  scientiflc  world  it  will  no  doubt  be  a  study  of  great 
interest,  not  only  for  its  novelty  but  for  its  close  analogy  to  some  of 
the  metal  group,  and  its  peculiar  fluorescent  properties  (see  Prof. 
Morton  studies,  before  referred  to,  on  "  Thallene '*). 

Between  petrozcene  and  its  products  and  sulphur  there  is  a  marked 
analogy,  as  far  as  physical  characteristics  are  concerned,  but  no 
further.  In  manufacturing  it,  it  irritates  the  skin  somewhat,  and  it 
has  this  peculiar  effect,  that  if  you  work  with  it  too  much,  either  by 
itself  or  among  its  subliming  vapors,  you  get  some  green  in  your  eye, 
id  est,  your  vision  sees  objects  green  instead  of  their  proper  color. 
This,  however,  passes  away  after  some  hours.  It  is  not  poisonous 
when  taken  internally  in  small  quantities. 

Petrozcene  can  only  be  produced  in  limited  quantities:  50,000 
barrels  =  2,100,000  gallons  of  Pa.  petroleum,  of  48°  Beaum^,  spec, 
grav.  yielded  only  four  hundred  pounds  of  petrozcene  precipitate, 
although  this  might  probably  be  increased  by  proper  treatment  in  the 
earlier  stages  of  manufacture. 

The  resinous  oil  which  accompanies  the  petrozcene  is  recovered 
from  the  benzine  washings  by  distillation,  and  produces  a  yaluable 
paint  oil  and  varnish,  which  oxidizes  rapidly  and  dries  hard. 

Very  small  portions  of  the  sublimates  can  be  procured,  but  of  the 
crude  petrozcene  and  its  distillates,  I  have  obtained  so  much  as  to  be 
able  to  gire,  in  moderate  quantities,  to  scientific  men  for  experimental 
porpoees. 
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Petrozcene  fuses  at    .     .     .       426®  Fahr. 
"         specific  gravity      1*2066 


Thallene  fuses  at 


Petrozolene  fuses  at   . 


Bi-Petrozolene  fuses  at 


Carbozcene  fuses  at    .     • 
"  volatilizes  at 


4«e^ 


878^      a 


422° 


898° 
470° 


Bi-CarboEoene  fuses  at    .     •     422° 
"  volatilizes   at    660° 

Tri-Carbozcene  fuses  at  .     .     452° 
"  volatilizes  at    490° 

Per- Carbozcene  fuses  at .     .    460° 
"  volatilizing 

point  too  high  to  obtain 
with  mercury  thermo. 


Carbo-Petrozcene,  fusing  point  unknown. 
Nitro-Petrozcene,  bright  reJ  compound. 


Petroleum  Mastic,  specific  gravity  3f°  Bauum 
Hydrometer. 


f  Color  is  dark  greenish- 
J  yellow,  becomes  dark 
olive  green  and  crys- 
talline by  fusion. 

Color  light  canary  yel- 
low, fuses  t^\B,  dark 
green  crystalline 
body ;  volatilizes  a 
little  above  its  fusing 
point. 

Is  a  green  sublimate 
from  petrozcene;  it 
fuses  to  a  light  green 
crystalline  body. 

Is  a  golden  orange  sub- 
limate from  petroz- 
cene ;  fuses  to  a  dark 
green  crystalline 
body. 

Is  a  light  green  crystal- 
line distillate  from 
petrozcene. 

Is  a  brown  green  crys- 
talline distillate  from 
petrozcene. 

Is  a  bronze  yellow  dis- 
tillate from  petro- 
zcene. 

'Is  an  orange  colored 
crystalline  distillate 
ot  petrozcene. 

Is  a  dark  bronze  green 
crystalline  distillate 
of  petrozcene. 

^This  oxidizes  rapidly 
like  boiled  linseed  oil, 
and  will  make  good 
varnish,  and  is  the 
only  product  of  Penn- 
sylvania  petroleum 
that  I  know  of  that 
will  oxidize  in  this 
manner. 
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It  is  somewhat  to  be  regretted  that  the  names  for  these  apparently 
new  hydro-carbons,  have  been  assumed  by  the  writer  of  this  article 
before  analysis  had  designated  their  place  in  the  scale,  and  established 
the  appropriateness  of  denomination.  It  is  however  proper  that  a 
priority  of  discovery  should  be  asserted  at  this  time  by  Doct.  Tweddle. 
—Ed.  F.  I.  J. 


USE  OF  SODIUM  SULPHIDE  IN  TANNING.'^ 
By  W.  EiTNER. 

[From  the  Journal  of  the  Chemical  Society^  June,  1876.] 

Tanners  have  long  since  perceived  that  lime  does  not  in  all  respects 
aiford  the  means  of  preparing  the  skins  for  a  thorough  tanning. 
After  some  speculations,  they  have  succeeded  in  improving  the  lix- 
iviating process. 

The  favorable  action  of  soda  when  added  to  the  lime  having  been 
noticed,  three  depilatories  were  used,  viz.,  the  long-known  '^  rusina  " 
Bottger's  green  lime  and  gas  green  lime,  each  having  hydrosulphide 
of  calcium  as  acting  substance.  These  agents  were  applied  to  the 
hair  side  of  skins,  and  in  a  few  hours  dissolved  the  hairs  in  proportion 
to  the  quantity  of  sulphide  they  contained.  The  hair  was  of  course 
rendered  perfectly  useless,  but  by  macerating  the  flesh  side  with  lime, 
it  was  not  destroyed;  moreover,  the  skins  did  not  lose  any  valuable 
substances. 

Lindner  (1855;  137'221)  prepared  an  aqueous  extract  of  the  above 
agents,  by  which  a  large  portion  of  impurities  was  removed,  and 
dipped  the  skins  in  this  clear  solution,  the  strength  of  which  can  be 
regulated  by  a  Baum^'s  hydrometer.  The  skins  were  thus  cleansed 
much  better  and  more  quickly,  and  experienced  tanners,  like  Kampf- 
meier  of  Berlin,  considered  the  leathers  produced  by  this  method 
superior  to  limed  leathers. 

Sulphide  of  lime,  however,  in  its  above-mentioned  forms  has  several 
disadvantages.  In  the  form  of  rusina  it  was  commercially  too  expen- 
sive, and  containing  poison  could  not  be  recommended.  Bottger's 
green  lime  also  is  too  dear^  and  the  smell  of  sulphuretted  hydrogen  it 
causes  in  works  is  disagreeable ;  gas-lime,  however,  is  at  present  very 

*  DingL  PolyU  J,,  ccxviii,  866—361,  437—463,  and  608—617. 
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scarce.  It  was  therefore  necessary  to  obtain  alkaline  sulphides 
cheaper  than  sulphide  of  lime. 

M.  Loais  Matern,  of  Antwerp,  exhibited  at  Vienna  in  1872  a  new 
depilatory  liquor,  and  an  apparatus  constructed  by  him,  by  which 
skins  treated  with  his  liquor  were  depilated.  % 

The  author  analyzed  this  liquor,  and  found  it  to  contain  slaked 
lime,  soda  and  sulphur  approximately  mixed,  but  as  the  specially 
acting  substance  he  discovered  sodium  •  sulphide.  M.  Matern  evi- 
dently thought  that  the  total  mixture  and  not  one  special  substance 
produced  the  desired  effect,  and  used  it  merely  for  depilating  sheep 
and  goat  skins, 

Eitner  in  1878  treated  skins  of  calves,  bullocks,  and  horses  with 
this  liquor  very  successfully,  finding  from  the  commencement  of  his 
experiments  that  the  mixture  was  the  more  effective  the  more  sodium 
sulphide  it  contained,  and  he  therefore  resolved  upon  using  this  sub- 
stance exclusively.  He  obtained  perfectly  pure  sodium  sulphide 
from  de  Haeo,  and  the  results  of  the  depilation  were  very  remark- 
able. Bullocks'  skins  were  depilated  in  15  hours,  and  calf  skins 
in  4  hours.  De  Haen  at  once  understood  the  importance  to  be 
attached  to  this  re-agent,  and  therefore  began  to  prepare  it  on  a 
large  scale. 

The  author  next  describes  the  uses  of  sodium  sulphide  as  special 
depilatory  in  the  manufacture  of  under-leather,  in  the  first  place 
strictly  in  regard  to  sole-leather,  and  secondly  with  regard  to  thin 
leather,  as  used  for  the  inner  soles  of  boots. 

In  the  case  of  the  sole-leather,  loosening  of  hair  is  the  only  object 
in  view,  and  this  is  effected  either  by  the  different  sweating  processes, 
or  by  placing  the  skins  in  fermenting  barley-groats,  &c.  The  skin 
is  said  to  be  only  slightly  altered  in  its  outer  parts,  the  real  leather 
and  other  parts  retaining  their  natural  condition.  This  latter  fact, 
however,  is  ensured  much  better  and  more  safely  by  using  sodium 
sulphide,  and  in  this  case  this  method  will  be  seen  to  he  in  conformity 
with  that  of  sweated  sicins,  whereas  with  ether  kinds  of  leather,  the 
tannin  has  to  be  modified.  The  following  constitutes  the  depilatory 
operation : 

The  skins  are  spread  out  flat  upon  each  other  on  their  flesh  side, 
and  then  painted  with  sodium  sulphide,  care  being  taken  to  brush  the 
solution  over  the  hair  in  such  a  manner  that  it  touches  the  skin. 
After  this  is  done  the  skins  are  folded  together,  put  in  a  warm  place 
Wholb  No.  Vol.  OIL— (Third  Sbbibs,  Vol  Ixxii.)  1« 
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not  below  19^,  and  covered  with  a  wet  rug,  to  prevent  them  from 
drying.     In  about  15  hours  the  skins  are  ready  for  depilation. 

The  solution  is  prepared  by  dissolving  a  weighed  quantity  of  crys- 
tallized sulphide  of  sodium  in  hot  water,  using  1  kilo,  of  the  salt  and 

2  litres  pf  water.     This  solution  must  be  thickened  with  lime,  using 

3  parts  to  1  of  sodium  sulphide.  The  quantity  of  sodium  sulphide 
required  in  depilating  the  skin  of  a  bullock  varies,  according  to  the 
size  of  skin  and  quantity  of  hair,  between  100  and  120  grams. 
Dried  skins  require  17 — 85  grams  more  salt. 

It  is  necessary  to  apply  the  solution  to  all  parts  of  the  skin,  more 
especially  to  the  head  and  along  the  back,  and  to  remove  any  stones 
or  coarse  sand  from  the  lime,  which  prevents  the  solution  from  act- 
ing. It  is  also  a  matter  of  course  that  the  skins  should  be  soft 
before  treatment,  and  if  dirty  on  the  hair-side,  they  should  be  well 
cleaned. 

Before  removing  the  hair  it  is  advisable  to  wash  the  skins  in  water 
in  order  to  get  rid  of  the  caustic  depilatory,  otherwise  the  hands  of 
workmen  would  suffer  very  severely.  The  washings  need  not  be 
Saved. 

After  removing  the  hair,  the  skins  are  placed  in  fresh  and  hard 
water,  partly  to  wash  them,  but  partly  also  to  swell  them,  because 
without  this  the  fleshing  of  the  skins  would  be  rendered  very  difficult 
and  perhaps  impossible.  The  leather  clippings  obtained  from  the 
fleshing  are  identical  to  those  of  sweated  skins,  and  must  be  treated 
with  lime  before  boiling  them  up  for  glue.  After  the  fleshing,  the 
skins  are  treated  in  the  usual  manner,  and  tanned  like  sweated 
skins. 

With  regard  to  the  manufacture  of  the  second  class  of  under 
leather,  viz*,  leather  used  for  inner  soles  of  boots,  the  results  were 
not  80  favorable  with  sodium  sulphide. 

The  main  part  of  the  tanning  of  such  leathers  is  not  entirely 
effected  in  the  pit,  where  the  acids  are  formed,  and  which,  next  to 
tannin,  are  the  most  important  agents  in  the  preparation  of  under 
leather ;  but  a  preparatory  tanning  already  takes  place  in  the  ooze, 
which  latter  represents  the  principal  feature  in  the  manufacture  of 
upper-leather.  The  difference  between  this  under-leather  and  sole- 
leather  is  sufficiently  marked  by  the  edge  and  the  felting  of  the  fibre. 

In  tanning  sole-leathers,  the  outside  of  the  skin  is  only  colored  in 
the  ooze,  and  the  at  first  dead  and  shriveled  fibre  is  swelled  by  the 
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acids,  and  in  this  state,  by  the  action  of  acid  and  tannin  on  the 
natoral  fibre,  it  is  converted  in  the  pit  into  leather. 

Inner  sole-leathers  which  were  formerly  treated  with  lime,  and 
although  they  lost  part  of  their  grain,  were  nevertheless  brought  into 
the  ooze  in  the  swelled  state,  do  not  at  first  require  acids  for  the 
swelling,  but  so  much  the  more  tannin  to  prevent  them  from  being 
spoiled.  This  tannin  enters  into  the  leather  with  comparative  quick- 
ness,  because  it  is  absorbed  much  better  in  the  ooze  than  in  the  pit, 
and  because  the  lime,  which  dissolves  and  removes  many  portions 
of  the  skin,  thus  leads  the  way  into  the  inside  of  the  skin.  These 
leathers  therefore  contain  more  tannin  and  less  acid  than  sol^ 
leathers. 

Skins  depilated  with  sodium  sulphide,  as  already  mentioned,  com« 
pletely  resemble  those  of  sweated  skins,  but  differ  from  limed  skins ; 
the  former  therefore  in  their  first  period  of  tanning  require  another 
treatment. 

Under  all  circumstances  skins  depilated  with  sodium  sulphide  are 
less  swelled  than  limed  skins,  and  become  lees  swelled  in  solutions  in 
which  limed  skins  become  well  swelled,  because  the  former  have 
obtained  a  preliminary  swelling  through  the  lime,  whereas  the  latter 
are  still  in  their  natural  condition.  The  oozes  in  which  these  skins 
are  to  be  tanned  must  therefore  contain  more  acid  than  lime-oozes. 
From  the  degree  of  tanning  and  swelling  of  the  skin  tanners  are  able 
to  determine  whether  skins  are  ready  for  their  second  treatment. 
The  reason  why  the  tanning  is  slower  and  a  larger  quantity  of  tan 
has  to  be  used  is  the  following :  In  the  first  place  these  skins  contain 
more  material  to  be  tanned,  for  nothing  has  been  taken  out ;  and 
secondly,  their  texture  is  for  this  very  reason  firm  and  close,  whereas 
lime  loosens  and  partly  destroys  it. 

The  addition  in  the  quantity  of  tannin  can  take  place  at  either  of 
the  following  two  stages.  We  can  either  give  the  ooze  more  material 
in  the  first  tanning,  by  adding  more  tan  on*  using  one  or  two  more 
tans,  and  thus  obtain  a  leather  of  greater  firmness  and  suitable 
weight;  or  we  can  use  the  ordinary  number  of  tans,  but  allow 
every  separate  set  to  stand  for  some  time  after  having  added  more 
tan.  In  this  case  we  form  a  leather  which  is  more  like  ordinary 
sole-leather. 

Tanners  who  work  with  galls,  valonia,  and  myrobalans  can  use  the 
first  method,  but  to  those  working  with  tan  the  latter  method  may  be 
recommended. 
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The  last-described  process  can  be  used  only  when  the  hair  side  of 
skins  has  been  treated  with  sodium  sulphide.  Hair,  however,  is  often 
too  valuable  to  be  totally  destroyed,  which  of  course  would  be  the  case 
in  the  above,  but  if  the  flesh  side  of  skins  is  treated  the  hairs  will  be 
only  partly  removed. 

A  well-known  tanner  gives  the  following  account  with  regard  to 
this  defect  and  the  means  of  remedying  it : — 

After  treating  the  skins,  they  were  placed  in  layers  and  left  to 
themselves  for  some  time  till  the  hairs  became  loose.  They  were 
then  hung  up  and  allowed  to  run  off  every  two  hours,  and  after  6—^ 
10  hours  could  be  easily  and  completely  depilated  in  the  fulling 
trough.  It  was  further  noticed  that  leathers  treated  on  the  flesh  side 
dried  very  quickly,  and  that  this  circumstance  prevented  the  depila- 
tion.  In  order  to  remedy  this  defect,  the  writer  placed  the  treated 
and  folded  skins  in  a  tub  full  of  water.  The  skins  were  well  swelled 
and  gradually  rose  above  the  water,  because  they  increased  in 
volume,  and  the  hair  could  be  removed  from  all  parts  of  the  skin. 
Skins  treated  with  sodium  sulphide  are  said  to  have  10*4  per  cent, 
more  weight  than  limed  skins. 

The  tanning  in  this  case  must  be  effected  in  the  following  manner: 
The  fibres  of  such  skins  have  already  begun  to  swell,  and  therefore 
do  not  require  those  powerful  agents,  t.  e.,  larger  quantities  of  acids, 
which  sweated  skins  require.     The  ordinary  tans  are  sufficient. 

The  author  thinks  that  the  lime  will  soon  be  superseded  by  sodium 
sulphide,  because  it  is  very  essential  in  the  summer  to  hasten  the 
first  operations,  and  also  because  a  better  quality  of  leather  is  ob- 
tained, which  latter  will  henceforth  be  the  watchword  of  the  tanner, 
for  the  American  hemlock-leather  competes  very  successfully  with 
second-class  leathers  tanned  in  Germany,  and  therefore  the  author 
believes  that,  in  order  to  insure  the  manufacture  of  first-class 
leather,  the  skins  must  in  the  first  place  be  treated  with  sodium 
sulphide. 

Eitner  admits  that  there  are  tanners  who  still  object  to  the  use 
of  sodium  sulphide  in  the  manufacture  of  upper-leather,  but  he  thinks 
that  they  have  not  applied  it  properly,  and  insisting  on  their  old 
method,  have  not  considered  the  slight  modifications  which  have  to 
be  made. 

Tanners  have  hitherto  been  of  opinion  that  skins  treated  with  lime 
give  upper-leathers  combining  firmness  with  softness.    Eitner  does 
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not  dispute  this  fact,  but  states  that  lime  removes  valuable  substances 
from  the  skins  which  sodium  sulphide  will  not  do,  and  he  therefore 
recommends  the  following  method : 

The  skins  are  soaked,  stretched,  and  if  possible  fulled.  A  very 
careful  stretching  is  enjoined  by  the  author.  The  skins  are  then 
'  treated  with  the  above-mentioned  mixture  of  1  part  of  sodium  sul- 
phide and  8  parts  of  slaked  lime.  The  quantity  of  sulphide  required 
for  each  skin  depends  on  the  quality  and  size  of  the  skin,  on  the 
quality  of  the  sodium  sulphide,  on  the  larger  or  smaller  degree  of 
softness,  also  on  the  quality  of  the  lime  mixed  with  the  sulphide,  and 
finally  on  the  hardness  of  the  water  used,  as  a  portion  of  the  sodium 
sulphide  is  fixed  by  the  constituents  of  hard  water  and  is  thus  ren- 
dered ineffective. 

Certain  varieties  of  lime  may  contain  substances  which  combine  with 
the  sodium  sulphide,  and  in  such  quantities  as  to  completely  neutralise 
the  action  of  the  latter.  Taking  also  into  account  the  various  quali- 
ties of  sodium  sulphide,  which  are  often  much  lowered  when  the 
salt  is  kept  for  some  time  in  a  damp  place,  or  badly  packed,  it  is  easy 
to  see  that  absolutely  exact  numbers  cannot  be  given  in  all  cases, 
and  that  only  the  skill  and  experience  of  the  practitioner  can  deter- 
mine the  proper  quantities  to  be  used. 

Under  normal  conditions,  t.  e.,  a  medium  article  in  strength,  size, 
and  softness,  medium  hard  water  (10^ — 20^  of  hardness),  pure  lime, 
good  and  new  sodium  sulphide,  we  require  for  a  piece  of 

Green  bullock's  skin        •        .        .  105—175  grams. 

Dry  «  "      •         .         .         .  123—198      " 

Dry  kips 88—128      " 

Dry  calf-skin 85—  58      " 

The  macerated  skins  are  folded  together,  their  flesh  side  being 
inside  and  their  hair  side  out,  and  are  then  placed  in  a  tub  and  covered 
over  with  water.  After  12 — 24  hours  the  skins  are  ready  for  depila- 
tion.  For  the  further  working  of  the  skins  two  methods  may  be 
employed.  In  the  first  the  skins  after  depilation  are  scraped,  which 
can  easily  be  done,  as  the  flesh  side  was  exposed  to  the  action  of 
the  sodium  sulphide.  The  heads  are  then  cut  out  and  the  skins 
eventually  shaved.  The  author  here  mentions  the  treatment  of 
leather  straps  used  for  machines — a  mean  between  sole  and  upper- 
leather.  The  skins  when  depilated  and  shaved  are  placed  in  soft 
water  and  soaked  for  2 — 8  days,  when  they  are  again  trimmed.  After 
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b^ing  stretched  they  are  soaked  in  water  for  a  short  time  and  are 
then  ready  for  tanning. 

The  solutions  must  be  only  very  slightly  acid  ;  and  they  may  be 
osed  more  concentrated  than  usually ;  the  number  of  tans  used  mast 
never  be  below  eight.  By  adding  260 — 500  grams  of  bicarbonate  of 
soda  the  solutions  will  be  kept  neutral,  or  we  may  add  j — 1  kilo,  of 
salt,  which,  in  spite  of  the  acid,  will  prevent  the  leather  from 
becoming  too  hard. 

Eitner  now  returns  to  the  upper-leathers  which  had  been  scraped 
and  shaved.  The  upper-leathers  which  had  been  scraped  and  salted 
are  not  swelled  to  the  same  extent  as  in  the  lime  process,  still  they 
are  in  a  state  suitable  for  tanning.  Before  doing  this  it  is  advisable 
to  clean  them.  About  5  kilos,  of  oat-straw  are  boiled  in  110  litres 
of  water,  the  liquid  cooled,  the  straw  picked  out,  and  the  skins  placed 
in  this  solution.  If  the  dung  of  birds  or  dogs  has  to  be  used,  the 
solution  must  be  made  with  cold  water  and  the  skins  treated  in  the 
cold.     The  skin  can  now  be  tanned. 

In  using  the  ordinary  tans  the  skins  swell  too  much  and  become 
too  hard,  but  with  extracts  they  tan  exceedingly  well.  We  must 
therefore  work  differently  if  we  employ  the  usual  method  of  tanning, 
adding  bark.  The  skins  are  treated  exactly  in  the  above-mentioned 
manner  till  the  depilating  process  has  been  finished,  but  after  this 
they  are  once  more  placed  in  the  same  vessel  in  which  they  were 
washed  after  treatment  with  sodium  sulphide.  By  placing  them  in 
this  vessel  the  greater  part  of  the  active  sodium  sulphide  is  regained 
and  may  then  be  used  for  swelling  the  skins.  For  new  and  thin  calf 
skins  the  solution  alone  suffices,  but  for  harder  qualities  of  leather 
more  sodium  sulphide  must  be  added,  using  about  35 — 88  grams  for 
a  bullock-skin,  27 — 53  grams  for  a  kip,  and  18 — 22  grams  for  a  calf- 
skin. The  farther  operations  are,  with  the  exception  of  the  smooth- 
ening  process,  quite  in  conformity  with  those  used  in  the  lime- 
swelling  process. 

The  use  of  sodium  sulphide  is  very  essential  in  the  manufacture  of 
deer  and  kip-leathers.  As  is  well  known,  it  is  very  difficult  to  work 
these  skins  into  leather,  as  most  kinds  possess  a  strong  and  coarse 
fibrous  texture,  and  good  leathers  can  be  obtained  only  by  the  use  of 
good  and  special  means.  The  skins  must  in  the  first  place  be  'well 
soaked  and  be  brought  into  the  ooze  as  quickly  as  possible.  Where 
there  is  no  good  river  water  for  soaking  the  skins,  soda  must  be  added 
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to  the  well  water.  Sodium  sulphide,  however,  answers  better,  adding 
about  17 — 58  grams  to  the  water.  The  skins  can  thus  be  soaked 
much  more  quickly  and  are  then  ready  for  their  further  operations. 

For  treating  most  foreign  skins  lime  alone  was  found  to  be  insuf- 
ficient and  arsenic  had  to  be  used.  On  adding  realgar  or  orpiment 
to  the  lime  the  sulphur  in  the  ooze  combines  with  the  lime  to  form 
sulphide  of  calcium,  a  substance  similar  to  sulphide  of  sodium*  As 
the  sulphur  and  not  the  arsenic  acts  in  this  case,  and  as  the  latter  is 
very  expensive  and  dangerous,  sodium  sulphide  could  be  more  favor- 
ably used.  For  very  hard  skins  twice  the  normal  quantity  of  sodium 
sulphide  may  be  used  without  fear. 

In  the  manufacture  of  horse-leather  a  portion  of  the  skin,  viz.,  the 
back  part,  is  always  tougher  than  the  other  parts  of  the  skin,  and 
therefore  requires  more  sodium  sulphide.  The  tanning  of  these 
leathers  is  performed  in  well-prepared  solution,  which  can  afterwards 
be  more  concentrated  with  tannin,  as  it  is  very  advantageous  to 
strengthen  the  ooze  by  adding  extracts  to  it.  The  use  of  extracts 
deserves  the  highest  attention  as  regards  the  quality  of  the  leather 
and  the  profitable  consumption  of  the  tannin  materials. 

The  tanning  of  pig-skins  also  belongs  to  that  of  upper-leathers. 
These  skins  are  generally  very  loose  and  the  large  amount  of  fat  they 
contain  renders  the  process  more  difficult,  as  the  lime-soap  formed 
can  only  be  partially  removed  and  thus  hinders  the  tanning.  By 
using  sodium  sulphide  this  soap  is  converted  into  a  substance  soluble 
in  water. 

Manufacturers  of  morocco-leather  have  adopted  the  use  of  sodium 
sulphide,  because  the  lime  frequently  spoils  these  kinds  of  leather. 
The  author  would  like  to  know  whether  the  wool  obtained  from  these 
skins  treated  with  sodium  sulphide  shows  the  same  defects  as  that  of 
skins  treated  with  lime.  He  thinks  that  the  former  will  wash  better, 
as  the  fat  has  been  removed  and  does  not  require  a  separate  treatment 
with  soda,  as  is  the  case  in  the  lime  process. 

With  regard  to  the  manufacture  of  kid-leather,  Eitner  states  that 
its  treatment  with  sodium  sulphide  is  fully  described  in  No.  18  of 
^^  Der  Gk!:ber,"  and  that  thus  the  question  respecting  the  use  of 
sodium  sulphide  is  settled  for  the  present  in  all  the  branches  of  the 
leather  industry. 

The  author  in  conclusion  states  that  the  results  of  his  method 
depend   on  the  quality  of  the  sodium  sulphide  used.     He  recom- 
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mends  it  to  be  used  in  a  tolerably  pure  state,  and  asserts  that  the 
less  damp  and  the  more  bright  and  transparent  it  is,  the  better  will 
be  the  quality.  The  amount  of  acting  substance  varies  very  con- 
siderably, a  difference  of  80  p.  c.  haying  been  found  in  various  trials. 
These  differences  are  due  partly  to  the  decomposition  and  changes 
of  the  salt,  but  partly  also  to  its  manufacture,  some  samples  having 
been  found  to  consist  chiefly  of  caustic  soda,  which  absorbs  moisture 
and  carbonic  acid  from  the  air,  and  is  converted  into  common  soda, 
and  thus  loses  its  action.  This  latter  circumstance  explains  why 
many  tanners  in  Germany  add  lime  to  the  sodium  sulphide.  The  latter 
having  been  kept  for  some  time  was  chiefly  converted  into  carbonate 
of  soda,  which  alone  has  only  a  very  slight  action,  but  by  adding 
lime,  caustic  soda  was  formed,  which  acts  more  strongly  and  partly 
replaces  the  sodium  sulphide,  though  in  a  very  imperfect  way.  It  is 
also  very  essential  to  keep  the  sodium  sulphide  in  a  dry  place  in 
well-closed  vessels,  and  the  tanner  is  advised  to  use  it  as  quickly  as 
possible,  because  the  longer  it  is  kept  the  less  valuable  it  becomes. 

For  experiments  on  a  small  scale  Eitner  recommends  not  to  buy 
the  sulphide,  but  to  prepare  it  according  to  the  following  method  : — 
8  kilos,  of  lime  are  placed  in  an  iron  vessel  and  slacked,  after  this  55 
litres  of  water  and  6  litres  of  cryst.  soda  are  added  and  the  mixture 
heated  and  agitated.  As  soon  as  the  boiling  commences,  1  kilo,  of* 
flowers  of  sulphur  is  gradually  added  and  the  whole  boiled  until  the 
liquid  assumes  a  deep  golden-yellow  color  and  shows  no  lumps  of 
sulphur.  The  mixture  is  then  allowed  to  cool,  and  may  eventually  be 
thickened  with  lime  and  directly  used  for  working. 

D.  B. 


Comiflh  Fnmping  Engines. — The  number  of  pumping  engines 
reported  for  June  is  18.  They  have  consumed  1751  tons  of  coal, 
and  lifted  18,400,000  tons  of  water  10  fms.  high.  The  average  duty 
of  the  whole  is,  therefore,  51,600,000  lbs.,  lifted  1  foot  high,  by  the 
consumption  of  112  lbs.  of  coal.  The  following  engines  have  exceeded 
the  average  duty : — 

Crenver  and  Wheal  Abraham — Sturt's  90  in.         Millions  55-1 

do.  do.  —Polly's  80  in.       .        .  52-6 

do.  do.  — Willyam's  70  in.     .        .  66-2 

West  Wheal  Frances— 68  in 52-1 

West  Tolgus— Richard's  70  in 61-8 

West  Wheal  Seton— Harvey's  85  in 67*1 

do.  do.     —Rule's  70  in 60*1 
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Saw  and  Edge  Tool  Makers,  File  GriDders  and  othei-s  can  obtain  any  size  or 
grit,  on  sending  a  half  ounce  sample  by  mail— 2000  tons  to  select  from. 

Grindstone  Boxes,  Shafts,  etc.,  made  by  J.  Hy.  MITCHELL,  602  Beach 
Street,  Philadelphia.     Silver  Medal  of  Franklin  Institute,  awarded  in  1874. 
Send  for  descriptive  pamphlet. 

J.    E.    IVXITCHELL, 

m.r.  •;«,.;  mo.  310  York  Ave.,  Philadeli^hia. 

FRAITKLIlSr  IirSTITTJTE. 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP. 


Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  not 
in  arrears  for  Dues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  the 
use  of  the  Library  and  Reading-Room,  and  to  Tickets  for  himself  and  a 
Lady  to  the  Lectures. 

Contributing  Members  pay  Five  DoUara  each  year.  The  payment  of  Fifty 
Dollars  in  any  one  year  secures  Life-Membership,  without  Annual  Dues. 

Shares  of  Stock,  Ten  Dollars 

Second  Class  Stock  has  an  annual  tax  of  Three  Dollars  per  Share,  enti- 
tling the  holder  of  One  Share  to  the  privileges  of  Membership. 

The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled  to 
all  the  privileges  of  Membership,  without  payment  of  Annual  Dues. 

Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arrears, 
by  payment  of  two  Dollars,  have  use  of  Library  and  Reading  Room,  and 
admission  to  Lectures,  or  Lectures  alone  for  One  Dollar. 

Minors,  holding  a  Share  of  Second  Class  Stock,  by  paying  One  Dollar  and 
Fifty  Cents  per  year,  have  use  of  Library  and  Reading  Room,  and  admis- 
feion  to  Lectures. 

The  Journal  of  the  Franklin  Institute,  Published  Monthly,  subscrip 
tion,  Five  Dollars  per  year,  in  advance.  Members  and  Stockh6lders,  not 
in  arrearp,  can  have  one  copy  at  Three  Dollars  per  year,  in  advance. 


Digitized  by 


Google 


THE    JOURNAL 


OF   THE 


FRANKLIN  INSTITUTE. 


Ddvoted  to  Science  and  the  Mechanic  Arts. 


The  Journal  of  the  Franklin  Institute  is  issued  iu  luoutlily  uumbens, 
of  seventy-two  pages  each,  largely  illustrated,  forming  two  volumes  annually. 

Its  object  is  to  encoui'age  original  research,  and  disseminate  useful  knowledge 
in  all  matters  relating  to  the  practical  applications  of  science,  but  more  esj)e- 
cially  to  engineering  and  the  mechanic  arts. 

The  number  for  December,  1875,  completed  the  one  hundi'edth  volume  of  the 
Journal,  and  closes  the  fiftieth  year  of  its  existence,  and  its  next  volume  will 
commence  under  very  favorable  auspices. 

Tlie  services  of  an  eminent  engineer  as  editor  liave  been  secured,  and  its  list 
of  able  scientists  and  engineers,  as  contributors,  largely  increased,  which  with 
the  fact  that  it  is  the  only  Technological  Journal  i>ublished  in  the  United  States 
without  any  private  pecuniary  interest  is  sufficient  assurance  that  it  will  main- 
tain its  high  position  as  a  leading  organ  of  technology  and  n  standard  work  of 
reference. 

Beside  a  great  variety  of  matter  of  general  interest,  the  Journal  contains  the 
proceedings  of  the  meetings,  and  has  contributed  in  a  very  large  degree  to  the 
usefulness  of  the  Institute,  which  should  especially  commend  it  to  the  support 
of  the  members. 

The  Committee  on  Publication  are  desirous  of  increasing  its  circulation, 
being  ftiUy  assured  that  it  will  more  than  repay  the  small  outlay  required  to 
secure  it. 

As  the  Journal  circulates  extensively  among  scientific  men,  engineers  and 
manufacturers,  advertisers  will  find  it  to  their  advantage  to  avail  themselves  of 
its  advertising  columns. 

SUBSCRIPTION  PRICES. 


To  Members, 

8».00  per  Year. 

MiMirle  C^opiett, 

35  Cento. 

*•    Noil -member* 

,      5.00    " 

*k               tk 

50       •« 

RATES  OP 

ADVERTISING. 

1  Year. 

6  Months. 

3  Months. 

1  Month. 

1  PAGE. 

f»00  oo 

•32  00 

•18  OO 

•10  OO 

S       *• 

:i3  o<» 

JS  00 

14  00 

•  OO 

\i       " 

IS  00 

14  00 

10  00 

4  OO 

Cominuuicatious  for  the  Journal  should  be  addressed  to  the  Editor. 
All  business  letters  to  the  Secretary  of  the  Franklin  Institute,  Philadelphia, 
Pcnna. 


Digitized  by  VjOOQ IC 


Published  Monthly.    Price,  $5  per  annum,  in  advance. 


VOL  Gil.]  [NO.  610. 

THE  JOURNAL 


OF  THE 


FRANKLIN    INSTITUTE 


DEVOTED  TO 


SCIENCE  AND  THE  MECHANIC  ARTS. 


EDITED  BY 

ROBERT   BRIGGS 


Assisted  by  the  Coramittee  on  Pablication. 


PHILADELPHIA :  PUBLISHED  BYTHE  FRANKLIN  INSTITUTE  ATTHEIR  H  ALL     i 


Third  Series.] 


OCTOBER,  1876.  [Vol.  Ixxii,  No.  4. 


CONTENTS. 


ILLUSTRATIONS— Seventeen  Woodcuts. 


EDITORIAL. 

FA01E 

The  Expluslon  on  H.  B.  M.  S.  S.  Thunderer,  217 ;  The  Impruvemcnt  of  Hell  O^ate  Chan- 
nel, New  York,  224;  Thallene,  226;  Boiler  Explosion  on  the  Tuunderer  (1  cut>,  226; 
Donation  of  Valuable  Books,  22':  Cornish  Pumpinir  Engrlnes,  232  :  Fracture  of  Fly- 
Wheel 241 

FRANKLIN  INSTITUTE. 

Froeeedlnsye  of  the  Stated  Meeting,  held  September  20th,  ^ 870 221 

BOOK  NOTICES. 

Notes  on  Buildinji:  Con^trnctiOD,  Part  II 229 

The  New  Encyclopedia  of  Chomlstrj* 232 

CIVIL  AND  MECHANICAL  ENGINEERING. 

lfloohrunou«  Qovernore,  by  A.  K.  Man^tfleld  (5  cuts) 233 

The  Manufacture  of  Steel,  and  Mode  of  Working  It,  by  D.  Cliernofl',  Assistant  Manager 
of  the  Abouchoff  Cast  Steel  Works,  near  St.  Petersburg.  Translated  by  W.  Ander- 
son, M.  Inst.  C.E„  (10  cuts; 242 

The  History  of  the  Steam  Enelne  In  America  d  cut; 263 

Gas  Works  Engineering,  by  Kobert  Briggs,  C  E 268 

CHEMISTRY,  PHYSICS  AND  TECHNOLOCJY. 

On  the  Development  of  tlie  Chemical  Arts  during  the  last  Ten  Years,  by  Dr.  A.  AV. 

Hermann 273 

Physics  of  the  Ether,  by  S.  Tol ver  Preston 278 

Physics  of  the  Eiher,  by  Win.  B.  Taylor 284 

Pure  Yeast:  A  Preliminary  Communication,  by  Moritz  Traubc 288 

Single  Copies,  50  Cents,  ^^^^q^^^i^ 


THE 


SCHOOL  OF  MECHANICAL  ENGINEERING 

Founded  by  the  late  Edwin  A.   Stevens,  at 
HOBOItETV,    IV.  jr. 


Henry  Morton,  Ph.  D.,  .  .  .  .  .         ■  President, 

Alfred  M.  Mayer,  Ph.  D.,  .  .  .  Prof.  Physics, 

Robert  H.  Thurston,  AM.,  C.E.,        .  .  Prof.  Mcch.  Engineering, 

De  Volson  Wood,  C.E.,        .  .  .  Prof.  Math,  and  Mechanics, 

C.  W.  McCoRD,  A.M.,        .....    Piof.  Mech.  Drawing, 
Albert  R.  Leeds,  A.M.,        .  .  .  .  .        Prof.  Chemistry, 

Charles  F.  Eroeh,  A.M.,  .  .  .  .  Prof.  Languages, 

Rev.  Edward   Wall,  A.M.,  ....    Prof.  Belles-lettres. 

The  course  of  the  Stevens  Institute  is  of  four  years'  duration,  and  covei-s  all 
that  appertains  to  the  profession  of  a  Mechanical  Eno^ineer.  By  means  of  work- 
shops provided  with  excellent  machinery,  Physical  Laboratories  whose  appoint- 
ments are  without  an  equal,  and  with  the  flaest  Cabinets  of  Instruments,  every 
opportunity  for  the  aquisition  of  thorough  and  practical  knowledge  is  afforded. 

For  further  particulars,  address  the  President, 

H.  MORTON.,  Hoboken,  N.  J. 


QEO.  ^^TA-LE  &   OO. 

Philosophical  Instmment  Makers  to  the  Stevens  Institute  of  Technology, 

HOBOKEN,  N.  J. 

Manufacture  the  College  Lantern,  for 
which  they  have  received  the  Scott  Legacy 
Preminm  of  the  Franklin  Institute,  and  the 
Silver  Medal  of  the  American  Institute.    See 

also  Report  of  Committee  of  Science  and 
Arts  of  Franklin  Institute,  1875,  November ; 
Vol.  LXX,  p.  301  of  this  Journal. 

Also,  manufacture  the  Vertical  Lantern^ 
the  Experimenter's  Lantern,  and  the  Photo- 
grapher's Lantern,  together  with  Micros- 
copic, Polarizing,  and  various  special  attach- 
ments ;  Spectroscopes  of  various  forms. 

Also,  Non  retreating  Bunsen  Burners^ 

superior  finish,  75  cents  each;  $6  per  dozen. 
Copper  Hater-Baths,  extra  heavy,  5)^  inches, 
diameter,  $1 .50  each ;  $15  per  dozen.  Plat- 
ner's  Blowpipes  and  Apparatus  of  superior 
quality,  nickel  plated,  at  reduced  i-ates. 

Glass  Slides  and  Philosophical  Appar- 
atus generally,  at  low  rates. 

Illustrated  Price  Lists  sent  on 
Application. 


Digitized  by 


Google 


JOURNAL 


OF  THE 


FRANKLIN   INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA, 

FOR  THE 

PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol.  CII.  OCTOBER,  1876.  No.  4. 


EDITORIAL. 


NoncE. — The  publioation  of  the  Journal  is  made  under  the  dlreotion  of  the  Editor 
and  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advocacy  of  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical ;  but  it  must  be  recog- 
niied  that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and 
opinions  advanced  in  its  pages. 


The  Explosion  on  H.  B,  M,  S.  S.,  Thunderer.— Forty-five 

lives  have  been  lost  by  the  explosion  of  a  boiler,  on  the  fourteenth  of 
Jaly  last  on  board  the  British  man  of  war  Thundererj  the  circum- 
stances of  which  are  well  known  to  our  readers  from  other  journals, 
and  will  be  found  briefly  noted  by  the  Secretary  of  the  Institute,  at 
the  meeting  reported  in  this  number  of  the  Journal.  The  coroner  s 
inquest  which  has  resulted  in  a  verdict  of  '^  accidental  death,''  although 
accompanied  with  a  finding  that  all  the  valves  were  stuck  or  closed 
down  so  that  ^Uhe  explosion  resulted  from  excessive  pressure,''  gives 
little  satisfaction  to  any  portion  of  the  English  community.  Accidents 
are  preventible  and  the  end  and  purpose  of  a  coroner's  inquest,  after 
an  accident,  is  to  exhibit  judicially  the  circumstances  of  occurrence 
together  with  the  malice  or  inadvertence  which  had  allowed  the  disaster 
to  ensue.     It  is  the  failure  of  the  inquest  to  show  either  criminal  or 

Wholx  Ko.  Vol.  CIL— (Thibd  BsBisfl^  Vol.  Ixxii.)  10 
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inconsiderate  cause  for  this  accident  that  gives  ground  for  so  universal 
dissatisfaction. 

The  Coroner  seems  to  have  had  the  advice  and  assistance  of  one  of 
the  ablest  of  English  engineers  in  this  line  of  engineering,  and  as  his 
opinion  upon  the  facts  coincided  ivith  the  testimony  of  the  few  witnesses 
examined,  and  especially  with  the  conclusions  of  the  principal  witness, 
F.  J.  Bramwell,  G.  E.,  and  as  all  agreed  in  absence  of  malicious 
intent  or  blamable  neglect,  he  did  not  recognize  the  desirability  if 
not  necessity  of  pursuing  the  inquiry  to  proximate  causes. 

It  sounds  somewhat  like  a  paradox,  to  say  that  it  is  almost  prob- 
able that  any  clear-headed  lawyer,  himself  wholly  uninformed  on  me- 
chanical subjects,  cross-examining  the  witnesses  before  a  jury  who  were 
to  be  instructed  from  the  very  groundwork,  would  have  elicited  more 
information  as  to  the  cause  of  this  disaster  and  the  ways  of  preven- 
tion of  future  accidents,  than  has  come  out  in  this  inquest. 

Admit  all  the  facts  as  given  by  Mr.  Bramwell — and  no  other  witness 
adds  to  them — a  train  of  cross-examination  which  should  have  shown 
what  constitutes  a  safety  valve  ?  what  relation  the  steam  gauge  bore 
to  the  safety  of  the  boiler  ?  what  caused  the  boiler  to  rupture  in  its 
peculiar  way?— a  kind  of  cross-examination  which  an  uninformed 
person,  who  wanted  to  know,  would  have  instituted,  might  have  been 
productive  of  unexpected  results.  Thus  with  regard  to  the  kind  of 
valves  called  in  this  case  safety  valves — which  proved  so  dread- 
fully misnamed,  the  general  and  accepted  use  could  have  been  pleaded 
in  showing  no  particular  negligence  or  exceptional  error  in  judgment 
— ^but  were  they  safety  valves  ?  Upon  such  an  inquiry  it  would  have 
appeared  if  loosely  fitted  in  the  wings  and  easy  in  the  guide  at 
the  head  of  the  long  spindle,  they  would  have  been  likely  to  lift, 
so  long  as  they  stood  upright,  when  the  pressure  in  the  boiler  exceeded 
the  resistance  of  the  load  of  weights.  Under  this  condition  they  would 
preserve  a  definite  pressure  in  the  boiler,  but  in  sea  service  and  with 
a  rolling  ship  the  effect  of  the  weight  would  by  no  means  preserve  a 
definite  pressure — a  large  portion  of  the  load  would  be  carried  by  the 
stems  and  wings.  When  the  vessel  rolled  30^  the  valves  (if  supposed 
to  be  divested  of  frictional  resistance)  would  be  relieved  for  13-4  per 
cent,  of  the  direct  load,  and  at  45^  of  29*3  per  cent*  That  is,  if  the 
maximum  normal  load  were  equal  to  30  lbs.  pressure  per  square  inch, 
the  valve  would  lift  at  26  pounds  pressure  in  the  first  case,  and  21*2 
pounds  in  the  second.    This  difference  of  pressure  would  be  enough  to 
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render  a  steamer  unmanageable,  as  a  man  of  war  inaheavjsea,  althoagh 
it  might  be  tolerable  in  the  merchant  service.  [It  was  admitted  that 
springs  were  substituted  for  weights  in  the  latter  service.]  The  load  of 
weights  on  each  valve  was  about  800  pounds  and  the  weights  were 
strung  upon  a  spindle  of  If  inches  in  diameter  and  about  18  inches 
long  from  the  top  of  valve  seat  to  the  spindle  guide.  The  swinging  of 
this  immense  weight  on  a  slender,  soft  (not  hammer  hardened)  brass 
spindle,  although  in  the  quietest  part  of  the  ship,  cannot  be  regarded 
as  a  desirable  mechanical  arrangement.  But  the  use  of  three  wing 
guides  for  the  valves,  in  the  seats,  would  meet  the  disapproval  of  most 
constructors.  Four  wing  guides  where  there  is  any  sidewise  pressure 
are  much  less  apt  to  bind — the  angle  of  contact  of  the  face  of  the  guides 
with  the  side  of  the  hole  in  the  valve  seat  is  much  more  favorable  for 
four  wings  than  for  three.  But  the  poppet  valve  with  a  pin  guide  is 
admitted  to  be  preferable  to  any  wing  valve,  for  ease  in  lifting.  To. 
carry  these  heavy  weights,  and  to  close  tight  on  the  seats  after  the 
valves  had  once  lifted,  these  valves  had  their  wings  and  the  top  of 
the  spindles  well  fitted.  There  were  two  valves  in  the  same  casting 
and  the  expansion  of  the  pair  of  seats — directly  exposed  on  their 
under  side  to  the  steam  in  the  boiler,  while  the  spindle  guides  at  the 
top  were  comparatively  cool,  seems  to  have  bound  the  wing  guides  in 
seats,  so  that  the  valves  failed  to  operate  at  uU,  until  some  unknown,^ 
excessive  pressure  ruptured  the  boiler.  The  hand  wheel  lifting  con- 
trivance, by  which  one  of  the  two  safety  valves  could  be  forced  up 
from  its  seat,  in  case  it  stuck,  is  a  more  than  doubtful  improvement 
as  a  substitute  for  the  old  lever  and  cord  with  which  the  fireman/?/^ 
the  pressure  in  his  boiler. 

The  best  American  practice  in  safety  valve  construction  is  a  loose 
disc  valve,  without  any  bottom  guides  whatever,  the  contact  of  the 
valve  with  the  seat  being  ensured  by  guiding  the  spindle  above  and 
close  down  to  the  disc.  The  bearing  surface  of  the  disc  is  made  a 
portion  of  a  sphere,  and  the  seat  is  a  narrow  edge  of  conformable 
shape ;  the  disc  is  ground  to  fit  the  seat  by  a  pestle  and  mortar 
movement,  so  as  to  be  tight  in  whatever  position  contact  is  made,, 
within  Eome  limit  of  looseness  of  joijat  between  the  stem  and  the  disc. 
The  lever  bears  upon  the  end  of  the  valve  spindle,  and  is  threaded* 
through  a  loose  bridle  at  the  top  of  spindle,  the  end  of  which  lever 
is  held  by  a  balance  spring,  so  that  the  fireman  can. test;  his  safety 
valve  at  any  moment.     It  is  customary  to  carry  a,  cord  or  chain  froia. 
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the  safety  valve  to  the  engine  room,  to  allow  the  engineer  to  try  the 
safety  valve  for  himself  if  he  chooses. 

The  areas  of  the  safety  valves  for  the  boilers  of  the  Thunderer  were 
in  accordance  with  good  American  practice,  on  the  supposition  of  a 
combustion  of  not  much  over  twenty  pounds  of  coal  per  square  foot 
of  grate  per  hour. 

Some  persons  are  disposed  to  lay  stress  upon  the  negligence  which 
allowed  all  the  steam  valves  of  the  boiler  which  exploded  to  be  or  to 
remain  closed ;  but,  in  an  engineering  point  of  view,  this  condition 
could  not  be  considered  as  the  cause  of  the  disaster.  The  safety 
valves  were  intended  to  meet  just  this  contingency ;  and  if  they  had 
not  been  unreliable  in  the  extreme  they  would,  without  the  least 
question,  have  done  so.  Not  that  the  negligence  can  be  excusable, 
but  that  this  particular  negligence  was  one  of  the  known  chances  of 
operating  boilers,  and  the  accident  arose  from  the  failure  of  the 
provision  of  safety  valves  to  meet  it. 

The  steam  gauge  was  a  snare  and  delusion.  Are  not  all  of  them 
so  ?  If  there  is  an  engineer  who  has  not  stood  in  stupid  helpless- 
ness before  a  row  of  discordant  steam  gauges,  and  has  not  returned 
to  feeling  his  safety  valves  to  find  where  his  steam  was  in  his  boilers, 
that  engineer  is  in  the  British  navy — he  is  surely  not  to  be  found 
elsewhere.  Steam  gauges,  as  well  as  glass  water  level  gauges, 
when  in  order,  have  their  place  in  the  convenience  in  working  of 
boilers,  and,  possibly,  in  the  promotion  of  safety,  in  giving  each  of 
them  one  more  sense  (that  of  sight)  to  the  fireman ;  but  the  safety 
valve  which  can  be  lifted,  and  the  gauge  cocks  which  can  be  blown, 
will  for  all  time  remain,  preeminently,  the  tests  of  reliance. 

The  boilers  were  of  an  antiquated  and  nearly  obsolete  type — unsafe 
at  any  moderate  pressure,  and  unsuited  for  use  with  an  engine  built 
in  accordance  with  good  practice  within  the  past  ten  years.  Their 
broad,  flat  surfaces  invited  accident,  either  from  unavoidable  imperfec- 
tions, or  the  rusting  away  of  the  stays.  These  flat  surfaces  were 
stayed  in  16  inch  quiltings,  by  If  inch  screw  stays  (about  1*22  inches 
at  the  root  of  the  threads),  and  the  stays  broke  off  or  drew  through 
the  ^  inch  thick  plate.  The  load  on  each  of  these  stajs  was  ot 
course  256  times  30  pounds,  =  7680  pounds,  on  117  square  inches  of 
section  of  iron  in  the  bolt,  =  6600  pounds  on  each  square  inch. 
They  would  each,  probably,  have  carried  eight  times  this  load,  sup- 
posing none  of  them  to  have  been  strained  in  threading,  and  no 


Digitized  by 


Google 


Proceedings  of  the  Franklin  Institute.  221 

defect  existed ;  but  the  limit  of  elasticity  is  reached  at  three  times, 
and  in  screwed  bolts  from  iron  of  50,000  pounds  tensile  strength, 
this  point  (20,000  lbs.)  is  where  the  probability  of  failure  from  im- 
pairment or  defect  begins  to  have  definite  value ;  so  that  the  stay 
bolts  could  not,  in  an  engineering  value,  be  taken  as  over  three  times 
in  excess  of  their  strength.  But  this  admission  of  possible  weakness 
in  ever  so  small  a  proportion  of  the  number  of  jthe  stay  bolts  em- 
ployedy  should  be  applied  to  what  happens  when  any  one  of  them 
fails,  and  the  effect  upon  the  adjacent  ones — whether  in  case  of  the 
failure  of  one  stay  bolt,  those  next  to  it  could  carry  its  load.  When 
it  is  considered  that  the  breakage  of  a  defective  bolt  would  be 
sudden,  and  the  effect  on  those  near  it  would  be  of  the  nature  (in 
part)  of  a  blow,  and  that  the  strain  would  not  be  a  fair  one,  but,  with 
a  leverage,  it  is  quite  evident  that  this  wide  spacing  trenched  on 
the  limits  of  safety. 

The  facts  here  given,  and  perhaps  others,  would  have  appeared  in 
evidence  if  the  inquest  had  been  directed  by  any  barrister  without 
predisposition  to  show  not  only  how,  but  why,  this  accident  occurred. 
The  dissatisfaction  with  the  verdict  in  England  is  because  this  im* 
portant  point  was  not  fully  elucidated.  If  this  was  an  accident  pure 
and  simple,  and  if  the  preceding  catastrophes  in  the  British  navy 
were  accidents,  the  belief  that  these  iron-clads  are  very  dangerous 
vessels  will  be  quite  generally  entertained  in  Great  Britain. 


^ranttlft|  |(n8iftnte. 


Hall  op  the  Institdtb,  Sept.  20,  1876. 

The  stated  meeting  was  called  to  order  at  8  o'clock  P.  M.,  Vice- 
President  Chas.  S.  Close  in  the  chair. 

There  were  present  60  members  and  4  visitors. 

The  minutes  of  the  last  meeting  were  read,  and  after  amending 
verbally,  were  adopted. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers,  and 
reported  that  since  the  last  meeting  of  the  Institute,  there  have  been 
14  persons  elected  members  of  the  Institute,  and  the  following  dona- 
tions made  to  the  Library  : 


Digitized  by 


Google 


222  Proceedings  of  the  Franklin  ln$tittUe, 

Sixth  Annual  Report  of  the  United  States  Geological  Survey  of 
the  Territories,  for  1872,  bv  F.  V.  Hayden.  Washington,  1873. 
From  Hon,  Chas-  O'Neill,  Efouse  Rep, 

Minutes  of  Proceedings  of  Institution  of  Civil  Engineers.  Vols.  48, 
44.  Session  187fi-6.  Parts  1  &  2.  London,  1876.  From  the 
Institution. 

British  Patent  Reports,  issued  between  Feb.  19  and  May  13, 1876 

Abridgments  of .  Specifications.  Wearing  Apparel.  Div.  III. 
Foot  coverings.  Ditto.  Harbours,  Docks,  etc.,  1617-1866.  Alpha- 
betical Index  of  Patentees  and  Applicants  for  Patents,  for  1873. 
From  British  Patent  Office. 

[List  of  Donations  to  the  Library  will  be  continued  in  next  number.] 

From  the  Committee  on  Library,  the  Secretary  presented  and 
read  the  following : 

Phila.,  Sept.  15,  1876. 
Mr.  Jacob  B.  Knight,  Secretary, 

Dear  Sir : — I  send  by  bearer  a  collection  of  old  volumes,  chiefly  on 
chemistry,  numbering  about  eighty,  which  it  is  my  purpose  to  present 
to  the  Franklin  Institute ;  as  also  those  I  have  heretofore  deposited 
with  the  Institute,  either  bearing  my  name  or  that  of  my  late  father, 
Adam  Seybert.  Very  truly  yours, 

426  Walnut  Street.  Hbnrt  Sbybert. 

Mr.  Bullock,  Chairman  of  the  Committee  on  Library,  presented 
the  following: 

The  donation  of  books  made  by  Mr.  Seybert  numbers  over  500 
volumes,  and  is  a  valuable  and  acceptable  gift.  Some  of  the  volumes 
belong  to  scientific  serials,  and  serve  to  complete  the  sets  to  which 
they  belong,  now  in  the  Library.  The  Committee  on  Library, 
desiring  to  properly  acknowledge  the  substantial  character  of  the 
donation,  offers  the  following  resolutions : 

Hesolvedj  That  the  thanks  of  the  Franklin  Institute  be  and  are 
hereby  presented  to  Mr.  Henry  Seybert,  for  his  valuable  gift  of  the 
books  heretofore  deposited  with  us;  as  also  for  the  additional 
volumes  lately  received. 

Resolved,  That  the  Secretary  of  the  Institute  be  directed  to  for- 
ward a  copy  of  these  resolutions  to  Mr.  Seybert. 

On  motion  the  resolutions  were  unanimously  adopted. 

The  Secretary  reported  from  the  Committee  on  Sciences  and  the 
Arts,  that  at  its  last  meeting  it  recommended  the  award  of  the  Scott 
Legacy  Premium  and  Medal  to  Chambers,  Bros.  &  Co.,  for  their 
brick-making  machine.    . 

The  Secretary  presented  his  report,  which  embraced  a  new  relay 
sounder  for  electro  telegraphing,   invented    by  Professors  E.   J. 
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Houston  and  E.  Thompson,  of  this  city ;  a  steam  canal-boat,  the 
invention  of  Jos.  W.  Dilks,  of  Philadelphia ;  a  grid-iron  stage  and 
depositing  dock  for  docking  vessels,  the  invention  of  Messrs.  Clark 
and  Stanfield,  London,  England ;  and  an  illastrated  account  of  the 
causes  leading  to  the  explosion  of  one  of  the  boilers  on  the  British 
turret  ship  Thunderer  ;*  and  also  a  description,  bj  Mr.  R.  Briggs, 
of  a  remarkable  curve  on  Southern  Pacific  B.  B.,  at  Tehichipa  Pass, 
California. 

The  Secretary  announced  that  the  usual  session  of  the  Drawing 
School  will  commence  on  Monday,  Oct.  2,  prox.,  under  the  direction 
of  Prof.  L.  M.  Haupt :  that  Mr.  D.  S.  Holman  will  open  a  class  in 
Phonography,  under  the  auspices  of  the  Institute,  on  the  same  date, 
and  also,  that  the  lectures  during  the  coming  winter  will  consist  of 
two  courses  of  sixteen  lectures  each,  one  being  elementary  lectures 
on  such  subjectb  as  are  likely  to  be  useful  to  apprentices  and  artisans; 
and  the  other  course,  the  usual  illustrated  scientific  lectures — one  of 
each  course  to  be  given  each  week,  beginning  about  the  first  of 
Kovember.  He  called  attention  to  the  fact  that  the  expenditure  by 
the  Institute  for  these  lectures  is  very  large,  and  appealed  to  the  mem- 
bers to  give  them  the  hearty  support  which  they  deserved. 

Under  the  head  of  Deferred  Business  was  taken  up  the  resolutions 
of  Mr.  Jones,  offered  at  the  May  meeting,  relating  to  the  adoption 
of  the  Majority  Beport  on  the  Metric  System  of  Weights  and 
Measures,  when,  on  motion,  the  further  consideration  of  the  subject 
was  postponed  to  the  stated  meeting  in  October  next. 

Mr.  Chabot  moved  that  the  meeting  do  now  take  up  the  resolution 
of  Mr.  Orr,  relative  to  the  construction  of  a  ship  canal  across  the 
great  American  isthmus,  offered  at  the  last  meeting,  and  laid  on  the 
table.    The  motion  was  lost. 

The  Secretary  read  a  letter  from  the  Society  of  Arts  of  Geneva, 
Switzerland,  accompanying  and  presenting  to  the  Institute  an  ex- 
ample of  the  medal  struck  in  commemoration  of  the  one  hundredth 
anniversary  of  the  foundation  of  that  society.     On  motion  it  was 

Resolvedy  That  the  medal  be  accepted,  and  the  Secretary  be 
directed  to  return  a  proper  letter  of  acknowledgment. 

Mr.  J.  J.  Weaver  offered  the  following  as  an  amendment  to  Art 
VII,  sec.  2,  of  the  By-laws,  and  it  was  seconded  by  Mr.  Jas.  Eccles  : 
"  He  shall  notify  the  members  of  the  Institute  of  the  monthly  meet- 

*  See  page  226. 


Digitized  by 


Google 


224  Improvement  of  Sell  Gate. 

ings  by  postal  card,  stating  the  nature  of  the  business  to  be  brought 
before  it." 

On  motion  of  Mr.  J.  J.  Weaver  it  was 

Hesolvedj  That  we  respectfully  request  the  Board  of  Managers  to 
send  notices  for  each  monthly  meeting,  to  all  members  in  good 
standing. 

On  motion,  the  meeting  adjourned. 

J.  B.  Knight,  Secretary. 


The  Improvement  of  Hell  Gate  Channel,  Kew  York. — 

The  final  explosion  at  Hallett's  Point  occurred  on  Sunday,  the  24th 
inst.,  at  2.50  P.M.,  and  was  an  exceedingly  successful  event.  Some- 
what more  than  50,000  pounds  of  explosive  material,  mostly  dynam- 
ite, were  charged ;  and  the  explosion  of  the  whole,  so  far  as  observation 
or  report  was  an  indication,  was  nearly  instantaneous.  At  this  time  the 
completeness  of  the  explosion  has  not  been  fully  ascertained,  but  there 
is  every  reason  to  believe  that  every  portion  of  the  explosive  was  dis- 
charged. Observations  over  the  surface  of  the  water  in  different 
directions  showed  the  extent  of  explosion  reached,  as  indicated  by  the 
disturbance  and  foam,  in  each  direction,  out  to  the  limits  of  the  mines. 
At  these  limits  the  water  appeared  to  lift  three  or  four  feet,  and  this 
lifting  seemed  over  the  whole  surface,  which,  after  a  momentary 
interval,  broke  and  spurted  up  in  columns,  variously  estimated  at  from 
twelve  to  twenty  feet  high,  followed  by  the  cloud  of  black  steam  which 
is  formed  by  hot  vapor  laden  with  condensed  moisture.  No  report 
accompanied  the  explosion — a  stifled  thud  and  slight  shock  to  the  ground 
was  the  tuole  outward  exhibition  beyond  the  disturbance  of  the  water.  On 
the  Point  itself  a  wave  of  water  must  have  run  up  some  eight  or  ten  feet, 
but  the  commotion  did  not  extend  to  neighboring  shores,  although 
some  of  them  were  not  over  1000  feet  distant,  except  as  a  heavy  wash 
of  a  foot  or  two.  Not  a  fragment  of  rock  was  thrown  out  of  water, 
and  yet  the  whole  surface  of  over  100,000  square  feet  of  rock,  ten 
feet  in  thickness,  was  lifted,  rent  and  dropped  into  the  mines  beneath. 
No  masses  of  rock  were  displaced,  and  as  the  explosion  was  timed  for 
slack-water  at  full  tide,  no  obstruction  was  made  in  the  regular 
channel  and  the  navigation  of  the  Sound  has  not  been  in  the  least 
interrupted.  Twelve  to  fifteen  feet  of  water  now  exist  where  the 
rocks  were  previously  exposed  at  low  tide,  and  after  removal  of 
shattered  material  there  will  be  twenty-six  feet  depth  at  the  sam  e 
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point.  The  explosion  leaves  from  80,000  to  90,000  tons  of  loose 
rocks  to  be  removed.  The  accomplishment  of  this  enginering  feat 
without  disaster,  and  with  so  successful  a  result,  is  an  enviable  record 
for  General  Newton,  U.  S.  Engineer,  who  has  charge  of  the  Hell 
Gate  improvement. 


Thallene. — A  communication  to  the  Editor,  from  Prof.  Henry 
Morton,  President  of  the  Stevens  Institute,  referring  to  the  article 
of  Doct.  Tweddle  in  the  Journal  (this  volume,  page  204),  claims 
that  the  impression  given  bj  Doct.  Tweddle's  language  as  to  the 
isolation  of  the  hydro-carbon,  to  which  Prof.  Morton  gave  the  ap- 
propriate name  of  Thallene,  is  in  some  respects  erroneous.  Doctor 
Tweddle  wrote :  '^  this  substance  was  examined  by  Prof.  Morton,  to 
whom  I  sent  some  for  examination."  Prof.  Morton  writes  that  while 
he  was  engaged  in  1872  in  the  study  of  fluorescent  substances,  he 
was  furnished  by  Prof.  Horrford,  with  about  two  ounces  of  tarry  re- 
siduum from  petroleum  distillate,  which  residuum  he  had  obtained  in 
Pittsburgh.  From  this  Prof.  Morton  extracted  a  gram  or  two  of 
a  gum  solid — the  quantity  was  entirely  too  small  for  study  or  anal- 
ysis. On  application  to  Prof.  Horrford  for  more  of  the  crude  distillate 
"he  referred  me  to  Doct.  Tweddle,  upon  whom  I  called  in  New 
York."  "  I  called  upon  this  gentleman,  explained  what  I  had  done 
and  asked  a  further  supply  of  the  tar,  which  was  then  and  after- 
wards promised,  but  I  have  never  received  an  atom  of  the  substance 
from  him.  Subsequently  I  obtained  an  abundant  supply  from  the 
works  of  Mr.  John  Truax,  of  Pittsburgh  (from  whom  the  first  tar  on 
which  I  experimented  was  derived),  with  which  the  researches  ending 
with  the  isolation  of  'Thallene'  were  made."  An  account  of  these 
researches,  descriptive  of  the  methods  employed  in  isolation  and  of 
some  of  the  properties  of  thallene  will  be  found  in  the  Chemical 
NewSy  1872,  Vol.  XXVII,  p.  272,  and  in  other  chemical  and  philo- 
sophical journals  of  the  same  date.  The  investigations  of  Prof.  G. 
F.  Barker,  of  the  University  of  Pennsylvania,  and  of  Doct.  Tieman, 
of  Berlin,  indicate,  that  Thallene  has  the  same  composition  as 
Anthracene,  viz.,  G^^  H^^  while  the  chistalline  form,  solubilities  and 
fusing  points,  and  the  chemical  combinations  with  bromine,  chlorine, 
etc.,  show  that  it  is  unlike  that  body.  Prof.  Morton  objects  to  the 
use  of  the  name  Thallene  as  given  to  a  mere  product  of  distillation, 
by  Doct.  Tweddle  (see  page  207)  when  it  has  been  appropriately 
associated  with  a  definite  separate  carbon  compound. 
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Among  the  exhibits  of  the  Steven's  Institute  of  Technology  at  the 
Centennial,  Main  Building,  T  76,  will  be  found  the  following  speci- 
mens, the  latest  of  which  were  prepared  by  Prof.  Morton,  two  years 
ago: 

No.  1. — Crude  thallene,  washed  with  benzine,  prepared  in  1872. 

No.  2. — Crude  thallene,  washed  with  benzine  and  hot  alcohol,  pre- 
pared as  above. 

No.  3. — Thallene,  by  repeated  crystallization,  prepared  as  above. 

No.  4.— Thallene  C.  P. 

No.  5. — Thallene  chinone. 

No.  6. — Thallene  bromide. 

No.  7.— Thallene  chloride. 

No.  8. — Thallene  picrate. 

No.  9.— Sublimed  Thallene. 

No.  10. — Solarized  Thallene,  or  petroUucene. 


Boiler  Explosion  on  the  Thunderer. — Several  explosions  have 
quite  recently  occurred  on  board  English  naval  vessels,  resulting  in 
loss  of  life,  and  have  called  forth  some  severe  criticisms  from  the 
leading  English  engineering  journals.  The  most  important  of  these 
as  regards  loss  of  life  and  property,  and  the  peculiar  circumstances 
attending  it,  was  that  on  board  the  Thunderer^  which  occurred  on  July 
14th,  1876 — the  explosion  of  one  of  eight  main  boilers  with  which  she 
was  fitted,  and  resulting  in  the  death  of  47  persons. 

The  Thunderer  is  a  twin-screw  turret  ship,  and  was  built  some 
three  years  ago,  and  had  made  her  trial  trip,  but  had  not  run  the 
measured  mile  as  required  to  determine  her  speed,  and  at  the  time  of 
the  explosion  was  steamed  up  for  the  purpose  of  making  that  trial. 

The  boilers  were  of  the  rectangular  multitubular  type,  about  15 
feet  wide  (front),  13  feet  high,  and  lOJ  feet  deep  (length  of  tube), 
such  as  have  been  in  use  in  the  English  navy  for  many  years.  The 
explosion  carried  away  nearly  the  whole  of  the  front  top  plate,  about 
15  feet  long  by  4  feet  3  in.  wide. 

The  evidence  shows  that  the  boiler  which  exploded  was  fitted  with 
two  steam  stop-valves,  one  10^  in.  diameter  leading  to  the  main 
steam  pipe  and  thus  connecting  with  the  other  boilers,  and  the  other 
valve,  6  in.  diameter,  connecting  with  the  auxiliary  steam  pipe,  and 
also  with  two  safety  valves,  5§  in.  diameter;  these  four  valves  being  the 
only  outlets  for  steam. 
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The  safety  valves  were  of  the  three  wing  type,  with  guide  spindle, 
reaching  to  top  of  valve  box  and  loaded  with  lead  rings,  both  being 
set  in   one  cast  iron  casing  or  box,  as  shown  in   the   illustration. 

One  valve  in  each  valve  box*  was 
fitted  with  a  lifting  screw  under- 
'  neath,  by  which  it  could  be  lifted 
so  as  to  relieve  the  pressure  in 
the  boiler.  A  pipe  was  attached 
to  the  valve  box  for  conducting 
away  the  escaping  steam  in  such 
a  manner  that  it  could  not  be 
seen  in  the  stoke  hole. 

This  boiler  (like  all  the  others) 
was  also  fitted  with  a  Bourdon 
steam  gauge,  marked  to  a  pres- 
sure of  85  lbs.,  the  working  pres- 
sure being  30  lbs. 

At  the  time  of  the  explosion 

bath  the  steam  etap  valves  were 

elasedj  as  shown  very  positively  by  the  evidence;  and  very  little 

effort  seems  to  have  been  made  to  ascertain  who  was  responsible  for 

this  blunder. 

On  the  day  of  the  accident,  when  steam  had  been  raised  to  26  lbs. 
pressure,  as  indicated  by  the  gauges  on  the  other  boilers,  and  the 
engines  were  working  slowly,  it  was  observed  that  the  gauge  on  this  one 
showed  no  pressure.  A  workman  was  sent  to  ascertain  what  was  the 
difficulty,  and  was  told  to  break  the  glass  and  work  the  hand,  which 
he  did,  and  the  hand  rested  on  the  15  lb.  mark.  An  examination  of 
the  gauge  after  the  explosion  showed  that  at  a  pressure  of  about  60 
lbs.,  or  anything  above  that  amount,  the  hand  would  be  carried  around 
to  the  wrong  side  of  the  zero  pin,  and  indicate  no  pressure,  but  if 
in  the  breaking  of  the  glass  and  working  the  hand  it  should  acci- 
dentally be  carried  over  the  pin,  the  hand  would  pass  on  to  about 
the  15  lb.  mark,  where  it  would  be  thrown  out  of  gear  and  the  pres- 
sure could  be  raised  to  any  point,  without  the  gauge  indicating  more 
than  15  lbs.  Experiments  made  after  the  explosion,  show  that  this 
action  did  take  place  in  the  gauges  attached  to  the  other  seven 
boilers,  at  pressures  ranging  from  52*94  lbs.  to  62*07  lbs. 

The  safety  valve  box  was  bolted  to  the  front  plate  of  the  boiler  at 
its  top  edge,  and  was,  consequently,  carried  away  by  the  explosion, 


Digitized  by 


Google 


228  Bailer  JEzploHon  on  the  Thunderer. 

and  much  injared ;  but  a  careful  examination  showed  no  evidence  of 
its  having  been  tampered  with,  and  both  valves  turned  freely  in  their 
seats,  although  the  fit  of  the  wings  was  very  close.  It  was  suspected 
that  the  valve  might  stick  from  the  difference  in  the  expansion  of  the 
brass  valve  and  seat  and  the  cast-iron  case,  and,  accordingly,  a  valve 
box  from  one  of  the  other  boilers  was  tested  with  steam  a  consider- 
able number  of  times,  when  it  was  found  that  one  of  the  valves, 
weighted  to  30  lbs.  per  sq.  inch,  required  from  40  to  even  60  lbs.  to 
lift  it  on  first  heating,  although  perfectly  free  in  its  seat  when  cold. 

The  decision  arrived  at  as  to  the  cause  of  the  explosion  is  em- 
bodied in  the  following  extract  from  the  testimony  of  Mr.  F.  J.  Bram- 
well,  one  of  the  leading  scientific  witnesses,  and  seems  to  have  been 
acted  on  by  the  coroner's  jury  in  forming  their  verdict  of  accidental 
death : 

He  '^  could,  therefore,  only  suppose,  unlikely  as  undoubtedly  it 
appears,  that  both  safety  valves  of  the  exploded  boiler  on  being  first 
heated  as  they  were  from  cold  water  in  the  boilers,  on  the  morning  of 
the  14th  of  July,  remained  stuck  down  in  their  seats,  and  the  stop 
valves  being  shut  there  was  accumulated  that  heavy  pressure  which 
the  bulging  of  the  sides  of  the  smoke  box  and  of  other  parts  of  the 
exploded  boiler  proves,  must  have  prevailed  there ;  an  excessive  pres- 
sure also  consistent  with  the  behavior  of  the  pressure  gauge,  and 
with  the  marks  of  the  spindle  of  the  safety  valves." 

This  difficulty  with  close  fitting  safety  valves  set  in  iron  chambers, 
has  long  been  known  and  acted  on  in  this  country,  but  seems  not  to 
have  been  observed  in  the  English  navy,  although  so  thoroughly 
established  by  experiment  after  this  explosion.  The  writer  has  often 
met  with  this  trouble  in  the  valves  of  hot  water  pumps  and  safety 
valves,  where  they  were  of  brass  set  in  iron  chambers. 

This  difficulty  may  also  be  developed  after  several  days'  use.  Each 
time  the  valve  is  heated  the  brass  seat  has  the  tendency  to  expand 
more  than  the  iron  case  or  chamber,  but  is  prevented  from  doing  so 
by  the  surrounding  iron,  and  is,  therefore,  slightly  compressed  in 
diameter,  and  after  this  is  repeated  several  times  the  permanent 
reduction  may  become  more  than  the  original  clearance  of  the  valve 
in  its  seat. 

It  is  quite  common  for  such  valve  seats  to  become  quite  loose,  and 
when  not  fastened  in  place  otherwise  than  by  the  friction  of  the  fit, 
have  been  known  to  adhere  to  and  raise  with  the  valve.  K. 
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Donation  of  Valuable  Books. — As  will  be  seen  by  the  Secre- 
tary's report  of  the  Sept.  meeting  of  the  Institute,  an  exceedingly 
valuable  donation  of  books  has  been  made  to  the  Library  by  Henry 
Seybert,  Esq.  The  list  in  all  numbers  over  500  works,  mostly  on 
chemistry  and  subjects  relating  thereto,  and  forms  a  valuable  addi- 
tion, greatly  adding  to  the  completeness  of  the  Library  in  essential 
books  of  reference.  These  books  formed  a  portion  of  the  professional 
collection  of  the  late  Dr.  Adam  Seybert,  the  father  of  the  donor,  and 
their  present  deposition  will  continue  their  usefulness  as  an  entire 
collection  to  succeeding  generations.  In  the  changes  which  years 
bring  in  families,  it  frequently  happens  that  accumulations  of  technical 
books  of  the  highest  estimation  and  immediate  value  to  the  collector 
or,  generally,  to  professional  men,  become  of  lesser  importance  to 
those  who  remain ;  and  if  such  collections  can  be  placed  where  their 
utility  will  be  demonstrated,  as  this  one  has  been,  they  become  a 
memorial  of  the  attainments  of  a  life-time,  and  at  the  same  time,  they 
continue  to  be  available  in  the  promotion  of  those  interests  of  science 
to  which  they  were  originally  dedicated.  This  particular  selection  of 
books  is  remarkable  from  its  variety  and  value,  and  the  acquisition  is 
highly  appreciated,  as  is  testified  by  the  thanks  of  the  Institute  to 
Henry  Seybert,  Esq. 
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Notes  on  Building  Construction,  Part.  II.  Commencement  of 
second  stage  or  advanced  course,  arranged  to  meet  the  require- 
ments of  the  Syllabus  of  the  Science  and  Art  Department  of 
the  Committee  of  Council  on  Education,  South  Kensington.  8vo, 
pp.  236.  Rivington,  London,  Oxford  and  Cambridge.  For  sale 
by  J.  B.  Lippincott  &  Co. 

Part  I  of  this  work  was  favorably  noticed  in  the  Journal,  vol.  C, 
p.  24.  This  second  part  is  chaptered  and  paged  in  sequence  with  the 
first  part,  so  that  the  two  parts  will  together  form  one  volume.  In  the 
notice  of  Part  I  the  reviewer  made  some  exception  to  it,  as  exhibiting 
details  of  building  construction  not  always  of  the  most  approved 
modern  designs  or  according  to  the  best  practice  in  this  country  but 
still  it  was  recommended  to  readers  or  students  as  containing  in  inter- 
esting form  much  useful  and  important  information.  This  second  part 
goes  over  little  new  ground,  but  simply  essays  to  add  further  knowl- 
edge of  details  to  what  had  been  previously  presented  under  the  same 
head.  Most  of  its  contents  should  properly  have  been  given,  if  the 
building  processes  were  to  have  been  shown  in  relative  completeness,  in 
connection  with  the  former  part.    Admitting  the  incompleteness  of  the 
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first  description,  the  second  one  woald  have  supplied^  at  least  in  part, 
the  deficiencies,  although  the  arrangement  of  the  subjects  would  be 
somewhat  confused  by  the  supplementary  information  for  chapter  I, 
appearing  as  chapter  XIII.  But  the  defects  noticed  in  Part  I  in  its 
failure  to  exhibit  modern  or  even  workmanlike  practice  are  exaggerated 
in  Part  II.  It  is  desirable  that  such  a  book  should  as  a  book  of  refer- 
ence or  of  study  be  above  the  implication  of  being  useful  only  to  those 
who  know  better  than  to  trust  to  it. 

Exceptions  here  and  there  to  a  statement  of  general  or  particular 
character,  a  failure  to  exhibit  the  several  methods  of  manipulation  in 
workmanship,  or  the  choice  of  possibly  not  the  best  method  out  of 
several,  and  the  omission  of  others,  might  be  admissible  in  a  book  of 
this  kind;  but  the  preponderance  of  mistaken  information  or  even  its 
frequency  is  seriously  derogatory  to  the  usefulness  of  a  technical 
book.  As  it  is,  in  this  second  part  of  notes  on  building  construciion, 
there  is  scarcely  a  description  of  any  procedure  in  building  which  can 
be  allowed  to  pass  without  some  objection  or  qualification. 

Take  the  first  subject  treated  upon  :  *^  Brickwork  and  Masonry." 
"  Compound  Walls." 

The  section  of  face-brickwork.  The  uniform  practice  of  face- brick- 
work to-day,  both  in  this  country  and  in  England,  is  to  show  a  face  of 
stretchers  on  the  entire  face  front.  For  heavy  warehouses  or  similar 
buildings  a  Flemish  bond  of  alternate  header  and  stretcher  is  some- 
times adopted,  and  a  wall  of  no  great  strength  results  from  the  inti<- 
mate  connection  of  the  close-jointed  front  with  tlie  full-jointed  back 
work.  Such  a  wall  generally  bulges  out  ^  to  ^  an  inch  between  the 
floors  of  the  several  stories. 

The  practical  bond  of  the  face  with  the  back  of  the  wall  for  the 
usual  stretcher  front  is  a  dog-tooth  bond  course,  every  five  or  seven 
courses.  This  is  effected  by  clipping  the  back  corner  of  the  face  bricks 
at  both  ends — allowing  the  faces  to  show  as  whole  stetchers — and 
laying  a  course  of  diagonal  bricks  (headers)  in  the  back  wall,  the 
projecting  corners  of  which  lock  into  the  face  work.  Now  this  face- 
brick  work  is  not  a  sham  as  might  be  implied ;  it  is  a  necessity  of 
economical  construction.  The  body  of  the  wall  is  built  of  compara- 
tively inexpensive  material — of  common  bricks  and  mortar — stability 
of  structure  has  called  for  twice  or  thrice  the  thickness  of  wall  as 
compared  with  its  height  over  what  was  required  to  sustain  the  mere 
weight  of  the  building.  Under  these  conditions  the  use  of  a  skin  of 
face-bricks — bricks  made  with  extra  care,  of  extra  solidity,  laid  with 
the  thinnest  of  joints — the  whole  comparatively  impervious  to  moisture, 
becomes  a  legitimate  application  of  materials. 

The  notes  on  splays  for  window  jambs  and  bonds  in  corners  exhibit 
a  complete  want  of  knowledge  of  what  constitutes  good  workmanship 
and  are  specially  calculated  to  mislead  a  student.  In  the  splays  there 
is  not  the  slightest  objection  to  having  some  of  the  joints  at  the  angles, 
if  these  joints  are  locked  or  overlaid  by  a  brick  with  a  clipped  head  on 
the  next  course  or  come  within  two  or  three  courses ;  while  in  the 
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angles  of  outside  or  show  brick  work,  overlapping  ends  will  make 
bond  enough  to  admit  a  clipped  stretcher  next  to  them  if  necessary, 
without  use  of  notched  bricks. 

Tne  notes  on  brick  arches  are  not  only  bad  in  methods  exhibited, 
but  although  some  qualifications  are  made  in  the  text,  yet  they  are 
likely  to  mislead  the  student  on  the  subject.  Half-brick  rings  in 
arches  arc  never  good^  neither  are  double  rings  of  any  number  of 
bricks.  Heavy  brick  arches  can  only  be  trusted  when  built  as  vous- 
soirs — separate  blocks  of  close  laid,  cut  bonded  bricks — except, 
possibly,  by  use  of  hydraulic  cement,  whose  tenacity  so  approxi- 
mates to  the  strength  of  the  bricks  that  the  arch  becomes  a  concrete 
mass. 

Hoop  iron  band  is  discussed,  and  every  precaution  described  to 
render  it  iiieifective.  Hoop  iron  laid  in  mortar  will  not  rust  or 
decompose.  A  film  of  oxide  of  iron  with  a  silicate  of  lime  may  form 
on  the  surface  of  the  hoop,  but  after  that  the  rusting  ceases.  A 
piece  of  hoop  iron  No.  20  to  22,  laid  in  a  joint  three  feet  long,  will, 
after  the  mortar  has  well  set,  part  before  it  can  be  drawn  out.  Hoop 
iron  ought  not  to  be  heavier  than  No.  20,  so  that  the  brick-mason 
can  cut  it  with  his  trowel,  and  so  that  it  will  lay  flat  in  a  joint.  It 
should  not  be  "  tarred,  sanded,"  or  otherwise  precluded  from  contact 
with  the  mortar.    .It  should  not  be  ^^  bent  up  into  joints." 

Chimney  withes  may  be  built  as  described,  but  good  work  every- 
where does  not  follow  such  practice.  A  Flemish  bond  each  third  or 
fifth  course  with  stretchers  for  the  rest  is  good  work. 

So  much  room  has  been  taken  in  noticing  the  brick  work  only. 
Roofs,  Joinery,  Stairs,  Riveting,  Fire-proof  Floors,  Iron  Roofs, 
Plastering,  etc.,  follow.  Of  these  ^'  notes  on  building  construction," 
the  only  thing  to  be  said  is  that  the  information  given  is  unreliable 
in  degree ;  and  it  would  be  possible  to  discuss  all  or  any  of  them, 
and  exhibit  the  same  deficiency  of  accurate  knowledge.  Not  only  is 
the  information  unreliable,  but  it  is  incomplete ;  and  for  a  text  book 
or  a  hand  book  incompleteness  which  is  not  constantly  set  forth  may 
be  even  more  dangerous  than  error. 

The  work  purports  to  deal  with  methods  and  ways  of  construction, 
but  the  attempt  at  separation  of  these  details  for  the  purposes  to 
which  they  are  supposed  to  be  applied — the  establishing  an  entire 
distinction  between  how  to  do  anything  and  why  it  is  to  be  done  at 
all — is  certain  to  produce  disastrous  results.  The  object  which  the 
pupil  should  have  in  acquiring  the  knowledge  of  how  the  skilled 
workman,  in  the  several  occupations  of  building,  performs  his  ta^ks, 
what  are  his  materials  of  work,  is  that  such  knowledge  shall  be 
available  in  his  practice  as  a  constructor  at  some  subsequent  time.  If 
it  is  pleaded  that  the  pupil  is  supposed  to  have  acquired,  or  to  be  in 
the  act  of  acquiring,  the  knowledge  of  the  strength  of  materials — of 
the  theory  of  construction — as  a  supplement  to  these  studies,  then 
there  should  have  been  an  acknowledgment  in  the  commencement  of 
the  Work  that  it  is  but  a  partial  view,  and  each  paragraph  should 
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have  stated  where  the  essential  complementary  information  was  to  be 
found.  As  the  two  parts  now  stand,  it  may  be  asserted  that  the 
student  in  the  advanced  course  of  the  Science  and  Art  Department 
at  South  Kensington  will  have  much  to  unlearn,  as  well  as  much 
more  to  learn,  before  he  becomes  proficient  as  a  builder. 

The  New  Encyclopedia  op  Chemistry.  Lippincott  &  Co.,  Phila., 
1876.  Issued  in  40  parts  (Parts  XI  to  XY  now  received),  at 
50  cents  each. 
The  five  parts  in  continuation  of  those  previously  noticed  (Vol.  CI, 
p.  892),  fully  sustain  the  character  then  given  to  this  new  Encyclo- 
pedia. Since  the  time  of  the  original  work  of  Muspratt,  no  book  on 
chemistry  applied  to  the  arts  of  equal  value  to  this  has  been  pub 
lished.  The  practical  character  of  the  first  book,  in  exhibiting  pro 
cesses  in  actual  use  at  the  time  in  the  fullest  degree,  has  been 
maintained  in  the  present  work ;  so  that  it  will  become  at  once  an 
almost  indispensable  source  of  reference  to  the  manufacturer  or 
chemist.  It  should  be  recognized  in  chemical  processes,  as  in 
mechanical  ones,  change,  both  of  method  and  of  product,  is  ot 
constant  occurrence,  so  that  a  description  of  the  best  methods  or 
most  desirable  products  of  to-day  would  omit  a  large  portion  of  f 
book  like  this ;  but,  on  the  other  hand,  a  full  .record  of  what  was 
once  the  best  method  or  product,  if  much  more  voluminous,  possesses 
in  its  extent  alone  a  higher  value  for  other  applications  than  the 
restricted  practice  of  the  moment  will  afford.  All  the  chemical  pro 
cesses  which  once  gave  good  results,  although  they  may  now  be  dis- 
used, should  be  considered  and  weighed  in  the  advancing  stepL 
towards  new  accomplishments.  This  Encyclopedia  of  Chemistry,  of 
1876,  is  a  fifty  years'  compendium  of  applied  chemistry,  as  complete 
as  could  possibly  be  expected  to  the  date  of  its  issue. 


Cornish  Pumping  Engines. — From  The  Mining  Journal^  Sept 
9th,  1876. — The  number  of  pumping  engines  reported  for  July  is  29. 
They  have  consumed  2177  tons  of  coal,  and  lifted  16,200,000  tons  o 
water  10  fms.  high.  The  average  duty  of  the  whole  is,  therefore, 
50,100,000  lbs.  lifted  1  ft.  high,  by  the  consumption  of  112  lbs.  oi 
coal.     The  following  engines  have  exceeded  the  average  duty : 

Crenver  and  Wheal  Abraham — Stuart's  90  in.  Millions  55-1 

do.                    do.               — Willyam's  70  in.  .       61-9 

West  Basset— Thomas'  60  in.           .            .  .            60  2 

West  Tolgus— Richard's  70  in.  .            .            .  .       61*7 

do.        —Taylor's  60  in.           •            .  •            61-3 

West  Wheal  Seton— Harvey's  85  in.       .            .  .       66*2 

do            —Rule's  70  in.       .            .  .            60-6 

Wheal  Unity  Wood— 70  im       .            •            .  .      700 
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ISOCHRONOUS    GOVERNORS. 
By  A.  K.  Mansfield. 

The  office  of  a  governor  or  regulator  is  to  prevent  deviation 
from  a  constant,  uniform  velocity  of  the  machine  governed, 
within  certain  limits.  That  no  governor  can  retain  this  velocity 
absolutely  constant  is  generally  understood,  from  the  fact  that  all 
governors  are  first  called  into  action  after  a  change  of  velocity  has 
taken  place.  The  amount  of  change  required  to  call  the  governor 
into  action  is  a  measure  of  its  sensitiveness.  The  governor  having 
begun  to  act,  it  is  in  most  cases  desirable  that  it  should  prevent 
further  change  of  velocity ;  also  that  it  should  restore  the  true  normal 
velocity^  and  that  as  quickly  as  possible.  That  most  governors  now 
used  fail  to  perform  these  offices  as  well  or  as  quickly  as  may  be, 
will  appear  from  the  following  discussion,  which  treats,  however,  of 
centrifugal  governors  only,  since  the  majority  of  governors  in  use  are 
of  this  kind,  and  since  this  may  be  considered  the  type  of  governors 
in  general. 

Fig.  1  is  a  diagram  of  a  Porter  governor,  which 

I  differs  from  the  ordinary  Watt's  governor,  or  re- 
volving pendulum,  in  having  a  heavy  weight  attached 
to  the  lower  ends  of  the  links.  Let  Q-  represent  the 
weight  of  one  of  the  balls,  6?'  the  additional  weight, 

I I  the  length  of  an  arm  from  the  point  of  suspension 

to  the  centre  of  gravity  of  the  ball,  V  the  length  of  a  link,  also  of 

that  portion  of  an  arm  intercepted  by  the  link,  a  the  distance  from 

the  axis  to  the  point  of  suspension  of  an  arm,  also  to  the  points  of 

support  of  the  weight  Q\  a  the  angle  of  an  arm,  also  of  a  link  with 

the  axis,  and  G  the  centrifugal  force  of  one  of  the  balls  when  the 

angular   velocity   is   w.     If    the    governor   is   in   equilibrium,    the 

resultant  moment  of  the  forces  6',  G  and  \  G'y  about  the  point  of 

suspension,  is  equal  to  zero.     The  moment  of  (7  is  Ql  cos  a,  of  (7, 

/  cos  (90  —  2a) 
—  (7  Z  sin  a,  and  of  }  (?',  —  J  G'  ^^ -y  being  the  com- 

Whole  No.  Vol.  CII.— (Thibd  Skbiks,  Vol.  Ixxii.)  17   . 
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ponent  in  the  direction  of  the  link  of  the  vertical  force  ^  G'  times 
the  perpendicular  distance  of  the  link  from  the  point  of  suspension. 
We  have,  therefore, 

CZ  cos  a  —  (7  Z  sin  a  —  i  G'  ^ =  0, 

*  cos  a  ' 

or,  since  from  mechanics  C  =^  Mu^  r  =^  G  —  (Z  sin  +  a),  (where  g 

=  gravity) ;  and  cos  (90  —  2  a)  £=  sin  2  a  =  2  sin  a  cos  a,  we  have 

by  substitution,  and  after  dividing  both  members  by  (?  Z  sin  a, 

w"  (?'  V 

—  (Z  cos  a  +  a  cot  a)  =  1  +    >r,  i  » 
g^  '  Gl 

But  the  quantity  in  parentheses  is  the  vertical  distance  of  the  balls  from 

the  intersection  of  the  arm  produced,  with  the  axis,  which  distance 

we  will  call  A.     Writing  this  in  the  form  of  an  equation,  we  have 

A  =  Z  cos  a  -f  a  cot  a  .         .         .         •     (I) 

and  substituting  in  above 

a  G'  V\ 

This  IS  the  equation  of  equilibrium  of  the  Porter  governor.     If  G' 

=  0,  this  becomes  «;*  ==  t,  which  is  the  corresponding  equation  of 

the  Watts  governor. 

These  equations  show  that  different  values  of  h  correspond  to 
different  values  of  w;  therefore,  if  the  governor  is  so  constructed 
that  h  remains  constant  for  all  positions  of  the  balls,  w  will  also  be 
constant,  and  the  governor  is  isoehronotM, 

The  action  of  isochronous  and  non-isochronous  governors  is  shown 
graphically  by  Fig.  2.  We  suppose  the  governor  in  each  case  to  be 
direct  acting,  that  is,  that  the  vertical  movements 
of  the  balls  are  communicated  directly  to  the  valve 
or  other  regulating  apparatus.  0  is  the  origin  of 
co-ordinates  of  the  curves  of  force  P  and  resistance 
By  acting  on  any  point  of  the  machine  designed  to 
move  uniformly ;  and  0'  is  the  origin  for  the  curve 
of  velocity  of  the  same  point.  Horizontal  co-ordi- 
nates are  distances  traversed  by  the  point.  Suppose  the  point  to 
have  moved  uniformly  from  0  to  A  At  its  normal  velocity  v^,  and  at 
A  the  resistance  to  be  suddenly  decreased  to  R^,  Then,  on  account 
of  the  accelerating  force  P  —  -B^,  the  velocity  begins  to  increase, 
j.he  balls  of  the  governor  to  rise,  the  valve  to  close,  and  P  to  de- 
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crease.  This  continues  until  P  is  reduced  to  Biy  when  the  velocity 
has  reached  its  maximum  v^y  and^  if  the  governor  is  not  isochronous, 
the  machine  continues  to  move  uniformly  at  this  velocity.  If,  how- 
ever, the  governor  is  isochronous,  the  balls  can  be  in  equilibrium  at 
only  one  velocity  Vq  ;  therefore,  after  P  is  reduced  to  Bi^  since  the 
velocity  is  greater  than  Vq,  the  balls  continue  to  rise,  the  valve  to 
close,  and  P  becomes  still  less,  until;  on  account  of  the  retarding 
force  Bi — P,  the  velocity  is  again  reduced  to  Vq,  when  the  balls  are 
at  their  highest  position. 

Since  P  is  now  less  than  B^y  the  velocity  continues  to  decrease, 
the  balls  begin  to  fall,  the  valve  to  open,  and  P  to  increase.  In  this 
way  a  series  of  vibrations  of  velocity  on  each  side  of  v^,  and  of  force 
on  each  side  of  Bi,  take  place,  until  the  normal,  uniform  velocity  is 
restored.  Unless  the  governor  is  isochronous,  therefore,  it  does  not 
restore  the  normal  velocity,  but  only  prevents  its  increase  or  de- 
crease beyond  certain  limits,  depending  on  the  variations  of  resist- 
ance in  the  machine. 

The  maximum  change  of  velocity  following  any  given  change  of 
resistance,  is  also  less  with  the  isochronous  than  with  the  non- 
isochronous  governor;  for  in  the  former  case  a  slight  change  of 
velocity  causes  the  balls  to  move  continually  farther  from  their  first 
position,  until  equilibrium  between  P  and  B  is  restored ;  while  in  the 
latter  case  a  slight  change  of  velocity  corresponds  to  only  a  slight 
change  in  the  position  of  the  balls,  and,  therefore,  of  the  valve. 

As  before  stated,  if  h  is  constant  for  every  position  of  the.  balls, 
ihe  governor  is  isochronous.  To  make  h  constant  the  balls  must  be 
guided  in  a  curve,  not  an  arc  of  a  circle,  which  may  be  called  the 
curve  of  isochronism.  In  case  Cr'  =  0  this  curve  is  a  parabola,  but, 
otherwise,  it  is  a  curve  having  a  complicated  equation,  the  co-ordi- 
nates of  which  are  a  combination  of  those  of  a  parabola  and  a  circle. 
To  guide  the  balls  in  either  of  these  curves  necessitates  complicated 
mechanism,  which  makes  the  construction  impractical.  The  points 
of  suspension  and  length  of  arms  may,  however,  be  so  chosen  that 
the  arcs  of  circles  in  which  the  balls  move  vertically  shall  more 
nearly  coincide  with  the  curve  of  isochronism,  than  is  the  case  in  the 
ordinary  construction  of  Fig.  1.  The  best  approximation  of  this 
kind  is  made  by  choosing  the  length  and  middle  position  of  the  arms, 
to  coincide  with  the  radius  of  curvature  of  the  curve  of  isochronism 
at  that  point.  In  this  case  the  points  of  suspension  would  be  on 
opposite  sides  of  the  axis  from  the  balls,  which  makes  it  necessary  to 
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cross  the  arms.  A  more  oonyenient  construction  is  that  of  Dr.  R. 
ProU,*  in  which,  crossing  the  arms  is  obviated  by  attaching  the  balls 
.to  the  links  produced  beyond  their  intersections  with  the  arms. 

The  approximately  isochronous  construction  is,  without  doubt,  the 
iest  for  indirect  acting  governors,  or  those  which,  when  the  balls  are 
not  in  their  middle  position,  permit  some  other  mechanism  to  act  on 
the  valve,  etc.  On  account  of.  the  lost  motion  caused  by  imperfect 
fitting  of  the  links  and  levers,  which  transmit  the  vertical  movements 
of  the  balls,  their  middle  position  is  not  absolutely  fixed.  Within 
the  limits  of  this  lost  motion,  the  governor  should  be  isochronous. 
This  is  the  case  with  a  well  constructed  approximately  isochronous 
governor,  which  for  a  short  distance  each  side  of  the  actual  middle 
position  is,  practically,  isochronous,  but  beyond  this  is  non-isoch- 
ronous. 

The  advantage  of  this  construction,  when  indirect  acting,  over  the 
truly  isochronous,  will  be  seen  from  the  following : 

The  dotted  curves  of  Fig.  2,  which  illustrate  the  action  of  a  direct 
acting  isochronous  governor,  show  also  the  action  of  indirect  acting 
governors  in  general.  If,  however,  the  indirect  acting  governor  is 
isochronous,  the  balls. continue  to  rise  after  the  driving  force  has  been 
reduced  to  iJj ;  or,  as  long  as  the  velocity  is  greater  than  the  normal, 
and  reach  their  highest  position  when  the  velocity  is  again  equal  to 
the  normal.  The  action  on  the  valve  is,  therefore,  greatest  at  this 
point.  In  the  non-isochronous  governor  the  balls  reach  their  highest 
position  when  the  velocity  is  a  maximum,  and  the  action  on  the  valve 
is,  as  it  should  be,  greatest  at  the  point.  It  will  be  seen  from  this 
that  the  approximately  isochronous  governor  combines  the  advan- 
tages of  both  the  other  classes  when  it  acts  indirectly,  but,  as  shown 
above,  the  truly  isochronous  construction  is  to  be  preferred  when 
acting  directly. 

A  truly  isochronous  governor  has  been  invented  by  Prof.  Rankine,t 
in  which,  in  place  of  making  h  constant,  V  (the  distance  from  point 
cof  suspension  to  point  of  connection  of  the  arm  with  the  link)  is  made 
Tto  vary  in  such  a  way  as  to  counteract  the  variation  of  A.  An  ob- 
jection to  this  arrangement  is  the  resistance  to  motion,  and  conse- 
quent lack  of  sensitiveness,  caused  by  the  sliding  collars  at  the  ends 
of  the  links. 

*  For  a  complete  disousaion  of  the  theory  of  this  ingenious  governor,  see  *<  Der 
Civilingenieur,"  Frieberg,  1872. 

+  See  Rankine's  "  Mills  and  Mill-work,"  {  368. 
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Still  a  third  method  of  making  centrifugal  governors  isochronous^ 
is  to  make  G'  vary  in  such  a  way  that  it  shall,  in  connection  with  the 
weight  of  the  balls,  just  balance  the  centrifugal  force  due  to  the 
normal  velocity  at  every  position  of  the  balls.  This  method,  in- 
vented by  the  writer,  only  necessitates  a  slight  alteration  of  the 
ordinary  non-isochronous  construction.  It  is  an  approximate  method 
in  which,  however,  the  approximation  may  be  made  as  close  as 
desired.  It  has,  therefore,  the  advantages  of  truly  and  of  approxi- 
mately isochronous  governors. 

Fig.  3  represents  one  form  of  this  construc- 
tion. It  consists  of  an  ordinary  Porter  gov- 
ernor, having  the  usual  lever  A  B  0  to  trans- 
mit the  vertical  movements  of  the  balls.  This 
lever  has  an  additional  arm  B  2),  carrying  the 
weight  Cy".  If  jB  represents  the  length  of  the 
arm  A  J5,  R'  that  of  -B  2),  J5  the  angle  be- 
tween these  arms,  )9  the  angle  between  A  B  and  the  vertical,  and  F 
the  vertical  force  at  A  due  to  the  weight  G^",  then 

^  a"iJ'sin(5— ^)  G''R     ,       r.f  r. 

To  make  the  governor  isochronous,  this  force  must  be  equal  at 
every  position  of  the  balls,  to  the  difference  between  the  actual 
weight  0-'  and  the  value  that  this  weight  should  have  at  the  normal 
velocity,  as  found  from  eq.  II ;  in  other  words,  the  resultant  of  (7^ 
and  F  should  vary  in  such  a  way  as  to  make  the  second  member  of 
eq.  II  constant. 

0'  is  the  weight  corresponding  to  the  height  A.  If  we  represent 
by  Cr\  the  actual  weight,  corresponding  to  the  height  A^,  of  the  balls 
in  any  particular  position,  then  O-'q  —  0-'  is  the  value  that  F  should 
have  to  make  the  velocity  the  same  for  any  other  position.  Solving 
eq.  II  for  Cr',  and  especially  for  O-'^y  and  taking  the  difference  of  the 
equations  thus  found,  we  have 

flt',_G^'  =  (3ty^(A,_A)     ...    (2) 

Noticing  the  value  of  the  variable  h  in  eq.  I,  it  will  be  seen  that 
eq.  (2)  does  not  vary  in  the  same  manner  as  eq.  (1) ;  therefore,  F 
cannot  be  equal  to  G-^  —  G^  in  every  position.  The  best  approxi- 
mation will  be  made  by  putting  F^=^  G'q  —  G'y  and  d  F=  d  (0^^ 
—  G')  at  the  middle  position.     This  gives  the  following  equations  : 
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R  lu^ 

(?"  -g  sin  B  (cot  fi  —  cot  B)  =  a  J,-  {h^  —  h) .    .    (3) 

^„  fi'  sin  J5  ,  ^       ^lu^  ,,  ,-v 

R  am*  p     '^  Vg  ^  ' 

Dividing  eq.  (3)  by  eq.  (4),  and  assumbg  ^  :=  90**,  and  A  =  A^  at 

the  middle  position,  we  have 

dB 
cot-B  =  — (A^  — Ai)^         .        .        .     (5) 

and  from  eq.  (4) 

&  I  Ru^       dh 

^    -gV  RsmB  dp         '        '        *    ^""^ 
Since  the  vertical  movements  of  the  end  A  of  the  arm  A  B  are 
twice  as  great  as  those  of  the  connecting  points  of  the  links  and 
arms,  therefore  the  relation  between  the  angles  a  and  j9  may  be  ex- 
pressed as  follows : 

d{RcoB^)  =  —  2d  {V  cos  a), 
from  which 

2  r  sin  a  d  a 

^P  = B~^~ 

and  from  eq.  I 

dh  =  —  /smaaa  —  -:-•—. 
sin'  a 

Substituting  these  valaes  in  equations  (5)  and  (6),  remembering 

that  for  the  middle  position  sin  )9  =  1,  and  a  =  a^^  these  equations 

become 

T^  .  ,         ,  N      2  i'  sin*  a.  ,^^^, 

cot  ^  =  —  (  Ao  —  Ai)  p.,    .  3 — '-—         .    (Ill) 

^  ^         '^  5  (Z  sm'  fli+a  ^      ' 

aiRw^ll  sin*  a,  +  a) 

and  a"  =  V    7/2  p.        p    -  3        •         •         •     (IV) 

2  ^  Z'^  5'  sm  B  sm*  a  ^     ^ 

We  will  now  distinguish  three  methods  of  applying  the  weight  0-"^ 
viz.,  so  that  the  force  ^is  zero  (1)  near  the  upper,  (2)  at  the  middle, 
and  (3)  near  the  lower  position  of  the  balls.  In  each  of  the  cases 
we  will  assume  a  =  0,  or  the  upper  and  lower  joints  of  the  governor 
to  be  in  the  axis,  and  )9  =  90°  for  the  middle  position.  The  equa- 
tions for  the  solution  of  these  cases  then  become  as  follows  : 

A  =  Z  cos  a (I*) 

a\  =  al{~'-i)      .     .     .  (IP) 
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Cot  B  =  -{h,-h,)^[   .        .        .    (IIP) 

The  quantity  h^  is  that  valae  of  h  corresponding  to  the  apper, 
middle  or  lower  position,  according  as  the  equations  are  applied  to 
the  1st,  2d  or  8d  cases,  while  A,  is  in  all  cases  the  height  corre- 
sponding to  the  middle  position. 

The  conditions  to  be  fulfilled  to  make  F  vary  as  G\  —  G'  are 
expressed  in  eq.  (4).  If  the  above  values  of  d  /9  and  d  A,  for  the 
case  a  =  0,  be  substituted  in  this  equation,  it  will  be  found  that  the 
requirement  is  that  sin^  )9  be  a  constant.  This  will  be  more  nearly 
fulfilled  the  less  the  difference  between  the  maximum  and  minimum 
values  of  /9,  and  this  difference  will  be  less  the  greater  R,  It  will  be 
found  that  when  i2  =:  1*5  2  to  2  {,  which  is  a  convenient  length  the 
approximation  is  very  close.  Since  a,  when  not  zero,  is  usually 
small  compared  with  Z,  the  approximation  is  nearly  as  close  in  this 
case. 

Ciwe  1. — The  force  -Facts  downward  in  all  positions,  and,  there- 
fore, assists  the  weight  G^-  This  is  perhaps  the  best  arrangement 
for  newly-designed  governors  for  ordinary  purposes,  since  the  sum  of 
the  weights  is  least. 

Ca%e  2. — Since  F  is  zero  at  the  middle  position,  this  arrangement 
may  be  applied  to  governors  already  constructed.  The  necked  joint 
at  the  point  of  action  of  F  should  be  made  carefully,  to  prevent  lost 
motion  at  that  point. 

Case  3. — F  acts  upward  in  every  position.  This  arrangement  has 
a  very  unique  application  in  delicate  machinery,  which  may  be 
regulated  by  the  variations  of  the  moment  of  friction  at  the  point  of 
action  of  F.  The  energy  required  of  the  governor,  or  the  work  to  be 
performed  by  it,  in  regulating,  is  here  reduced  to  a  minimum.  The 
fulcrum  on  which  the  lever  turns,  may  be  a  knife  edge.  The  point 
of  action  of  F  has  a  horizontal  motion  equal  to  the  versed  sine  of  half 
the  arc  traversed  by  that  point ;  but  the  arm  A  B  may  be  made  so 
long  that  this  motion,  and,  therefore,  the  resistance,  at  that  point 
will  be  unappreciable.  Also,  if  the  construction  is  carefully  made, 
BO  that  the  balls  have  equal  weight  and  centrifugal  force,  and  the 
resultant  centrifugal  force  of  G'  is  zero,  there  will  be  no  pressure  of 
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that  weight  against  the  shaft,  and  the  friction  at  that  point  will  not 
be  appreciable.     We  have,  then,  to  consider  only  the  resistance  at 

I  the  four  joints  of  the  governor.    This  resistance  is  due  to 
the  friction  caused  by  the  components,  in  the  direction  of 
the  links  and  arms,  of  the  forces  C  and  Q-.    These  forces^ 
I  I 

reduced  to  the  points  b  6,  become  (? ,,  and  Q-y.  Represent- 
ing the  sum  of  the  former  components  by  aS,  and  of  the  latter  by  /8", 
we  have,  as  may  be  seen  from  Fig.  4, 


s'^.y^^      ^^ 


2  V  sin  a  2  V  cos  a 
S  represents  the  pressure  on  the  pivots  a,  and  S'  that  on  the 
pivots  a^  and  b  b.  Let  p  be  the  common  radius  of  the  pivots,  and/ 
the  co-efficient  of  friction ;  and  let  0  —  O^he  the  increase  of  centrif- 
ugal force  necessary  to  move  the  balls  from  their  position.  This 
force  acts  with  the  lever  arm  A,  while  the  resistance  of  friction  acts 
with  the  arm  />.  The  angular  motion  being  twice  as  great  at  b  as  at 
a  and  a^,  we  have 

{C-0,)h  =  pf{S+SS% 

f2Mw^rl         a  I    \ 
or  {Mw'r  —  Mw,^r)h  =  pf[—,^ —  —  ,-^ \; 

reducing,  this  becomes 

^2  —  < PZ (O ^\ 

2  Wq  2  V  sin  a  cos  a  V*'       w^  h) ' 

Dividing  numerator  and  denominator  of  the  first  member  hjw  + 
tr^  2wq  being  considered  approximately  equal  to  t£^  +  ^o'  ^^^  substi- 
tuting for  Wq^  h  its  value  from  eq.  II,  and  reducing,  this  becomes 

w—w,  ^    pf    r2a^v+ak 

The  ratio  (to  —  w^) :  Wq  is  the  coefficient  of  lack  of  senaitiveness  of 
the  governor.  This  equation  shows,  therefore,  that  while  the  sensi- 
tiveness is  increased  by  making  p  and  /  small,  it  is  also  increased  by 
making  V  and  sin  2  a  large.  Sin  2  a  is,  however,  a  maximum  when 
a  =z  45°;  therefore  this  angle  is  the  most  favorable  for  the  middle 
position  of  the  balls.  The  equation  also  shows  that  if  Gr'  is  infinitely 
small  compared  with  Q-y  the  sensitiveness  is  twice  as  great  as  if  G  i& 
infinitely  small  compared  with  Q-'.     The  sensitiveness  is  therefore 
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greater  the  less  the  ratio  G'  to  (?,  and  is  a  maximum,  as  far  as  (7'  is 
concerned,  when  that  quantity  is  zero.  In  this  construction  G'q  ,  or 
that  value  of  G'  corresponding  to  the  lower  position  of  the  balls,  may 
be  made  very  small,  except  when  the  variations  of  resistance  to  be 
regulated  by  the  governor  are  too  great.  A  small  value  of  G'  cor- 
responds to  a  small  velocity  tv,  and  eq.  (4)  shows  that  dF  is  propor- 
tional to  tu^ ;  therefore  the  less  (?'  the  greater  the  changes  in  the 
position  of  the  balls  to  compensate  given  changes  of  resistance  in  the 
machine. 

The  quantities  />  and  /  will  be  made  very  small  if  pointed  pivot 
screws  are  used  at  the  joints ;  and  where  extreme  sensitiveness  is  re- 
quired, agate  bearings  may  be  employed. 

The  governor  may  be  adjusted   in    the   manner 
illustrated  by  Fig.   5.      A  movable   weight    W  is 
placed  on  the  arm  B  (7,  the  weight  being  made  about 
heavy  enough  to  balance  the  lever,  without  the  weight 
G'\  in  the  middle  position.     The  virtual  weight  Cr" 
is  the  entire  weight  of  the  lever,  and  may,  therefore,  be  considered  as 
concentrated  at  the  resultant  centre  of  gravity  of  the  weights  G^\  Tf , 
and  the  weight  of  the  arms.     Moving  the  weight  W  on  the  arm  B  C 
therefore  changes  the  angle  B,  which  is  the  adjustment  to  satisfy  eq. 
Ill ;  and  moving  the  weight  (?"  on  the  arm  B  J)  changes  iJ'  so  as  to 
satisfy  eq.  IV. 

It  is  thought  that  this  governor  may,  in  some  cases,  take  the  place 
of  the  ordinary  pendulum  with  advantage,  for  variations  in  the  resis- 
tance of  the  atmosphere  cannot  affect  its  correct  action,  variations  of 
temperature  can  affect  it  but  little,  and  it  may  be  made  almost  abso- 
lutely isochronous. 

Fracture  of  Fly- Wheel. — The  London  Engineer  states  that 
recently  a  fly-wheel  three  tons  weight,  nine  feet  in  diameter,  cast  in 
one  piece,  having  worked  for  years  as  part  of  a  steam  engine,  was  laid 
horizontally  on  two  balks  of  timber  in  the  yard  of  the  West  Hartlepool 
cement  works,  Eng. ;  the  wheel  was  left  perfect  at  night,  and  was 
found  next  morning  fractured  in  several  places,  no  person  having 
touched  it.  The  day  previous  the  sun's  rays  had  heated  the  rim 
considerably,  and  the  night  being  cold,  the  arms  having  retained  but 
little  heat,  contracted  too  rapidly,  snapping  from  the  boss  and  rim  of 
the  wheel. 
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THE  MANUFACTURE  OF  STEEL  AND  MODE  OF 
WORKING  IT. 


By  D.  Ohernoff,  Assistant  Manager  of  the  Abouchoff  Cast  Steel 
Works,  near  St.  Petersburg.     Translated  by  W.  Ander- 
son, M.  Inst.  O.E. 

Ck)mmunicatioii  to  the  Russian  Technical  Socibtt,  1868. 

[From    The  Engineer,   July   7th,    1876.] 

[Continued  from  Vol.  cii,  page  186.] 

From  what  has  been  said  above,  you  must  have  perceived  that 
the  whole  point  lies  in  the  structure  of  the  steel,  and  that  for  success- 
ful forging,  the  heated  ingot,  after  it  is  taken  out  of  the  furnace,  must 
be  forged  as  quickly  as  possible,  so  as  to  leave  no  spot  untouched  by 
the  hammer,  no  spot  in  which  the  steel  might  crystallize  quietly, 
because,  as  I  have  said,  the  heated  piece  of  steel  must  be  considered 
in  an  analogous  condition  to  a  saturated  solution  of  strongly  crystal- 
lizing salt,  which,  the  moment  it  is  allowed  to  cool  quietly  developes 
large  crystals.  I  repeat  that  this  has  reference  to  temperatures 
higher  than  b. 

To  show  you  how  great  is  the  tendency  to  crystallization  in  steel 
heated  up  to  a  high  temperature,  and  allowed  to  cool  quietly,  even 
for  a  short  time,  I  have  brought  some  specimens  by  which  you  can 
judge  of  this  tendency.  The  larger  specimen  was  obtained  under 
the  following  circumstances :  An  ingot  of  soft  steel  prepared  for 
forging  was  allowed  to  remain  in  the  furnace  for  half  an  hour  after  it 
had  been  heated  to  a  bright  orange  heat,  because  the  hammer  was 
occupied  by  another  forging.  But,  in  order  not  to  overheat  the 
ingot,  the  smith  reduced  the  temperature  of  the  furnace,  and  grad- 
ually let  down  that  of  the  work  to  a  bright  red.  If  you  will  now 
call  to  mind  what  I  have  said  about  the  tendency  of  steel  to  crystal- 
lize in  cooling  between  the  temperatures  c  and  6,  you  will  readily 
believe  that  during  this  half  hour  the  ingot  had  time  to  change  its 
internal  structure  from  the  amorphous  to  the  crystalline,  a  change 
which  was  greatly  assisted  by  the  extreme  softening  it  had  undergone 
at  the  higher  temperature,  which  presented  favorable  conditions  for 
the  movements  of  the  particles  within  the  mass.  As  soon  as  the 
hammer  was  at  liberty,  the  ingot  was  taken  out  of  the  furnace,  and 
placed  on  the  anvil ;  with  the  very  first  blow  on  its  middle,  the  end 
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of  the  ingot  tumbled  off  from  the  effects  of  the  concussion ;  the  form 
of  the  fracture  you  can  see  on  the  first  specimen  before  you.  The 
remaining  samples  are  taken  from  other  ingots  under  similar  circum- 
stances, and  they  all  show  how  strongly  the  crystals  have  developed 
themselves ;  and,  moreover,  each  crystal  seems  to  have  formed  itself 
in  an  independent  manner,  with  so  little  cohesion  to  the  neighboring 
crystals  that  one  shock  was  sufficient  to  separate  them,  and  allow  the 
overhanging  piece  to  detach  itself  by  its  own  weight.  The  specimens 
show  that  fracture  has  taken  place  only  along  the  surfaces  of  the 
crystals,  and  nowhere  through  the  body  of  them. 

It  might  be  concluded  from  the  incident  above  described  that  the 
ingot  was  completely  spoiled,  and  could  not  be  forged  again.  But 
such  a  conclusion  would  be  quite  erroneous.  It  is  true  that  the 
higher  the  temperature  of  the  steel,  the  more  susceptible  is  it  to  the 
action  of  the  furnace  gases,  and  the  quicker  it  changes  its  chemical 
condition,  so  that  if  kept  to  a  high  temperature  in  the  furnace  it  will 
gradually  lose  its  carbon  and  be  slowly  converted  into  iron,  burning. 
The  example  I  have  cited,  however,  is  only  a  case  of  overheating ; 
and  in  order  to  know  how«  to  correct  the  mistake  made,  we  must  turn 
to  the  conditions  of  crystallization. 

•  Let  us,  again,  take  the  beaker  of  melted  alum.  Suppose  the 
melting  point  to  be  t^^  and  that  the  solation  was  further  heated  up 
to  t^  under  which  operation  it  would  continue  liquid.  Let  the  tem- 
'  perature  fall  gradually,  keeping  the  solution  perfectly  quiet,  then 
we  shall  find  that  at  some  temperature  t  between  t  and  t^  the  salt  will 
begin  to  crystallize;  but  it  is  only  nece^ary  to  shake  up  the 
solution  to  make  the  crystals  dissolve  again  at  the  same  tem- 
perature t  We  shall  notice,  also,  that  there  is  scarcely  any 
cohesion  between  the  separate  crystals  so  formed,  and  if  we  do 
not  wish  to  disturb  their  mutual  relations,  we  shall  have  to 
allow  the  crystallizing  solution  to  cool  below  the  temperature  t^^  and 
then  by  a  second  heating  up  to  t^  we  should  again  receive  a  fluid 
mass.  The  same  result  would  be  obtained  by  a  simple  single  increase 
of  temperature ;  the  difference  lies  in  this,  that  the  liquid  produced 
from  the  destruction  of  the  incipient  crystals  in  the  three  cases  stated 
has  three  distinct  temperatures.  Applying  this  reasoning  to  steel,  it 
is  easy  to  see  that,  in  the  case  cited,  the  temperature  of  the  ingot 
should  have  been  raised  again  before  forging,  so  as  to  impart  to  it  an 
amorphous  structure ;  it  should  then  have  been  quickly  and  unceas- 
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ingly  forged  all  over  its  extent,  while  the  temperature  was  lowering 
somewhat,  and  the  tendency  to  crystallization  decreasing.  Or  the 
particles  that  had  commenced  to  crystallize  might  have  been  brought 
into  a  motion  corresponding  to  the  shaking  of  the  beaker,  but  very 
carefully,  so  that  the  crystals  formed  should  not  fall  to  pieces,  in 
other  words,  hammered  with  the  very  lightest  blows ;  and  the  tem- 
perature being  higher  than  6,  the  crystals  would  have  run  into  each 
other,  the  ingot  would  have  assumed  the  amorphous  condition,  after 
which  it  might  have  been  worked  like  a  piece  of  wax.  It  is,  of  course, 
better  under  such  circumstances  to  allow  the  overheated  ingot  to  cool 
quietly,  then  to  heat  it  again,  taking  care  not  to  allow  the  tempera- 
ture to  rise  too  high  and  give  the  mass  an  opportunity  of  again 
changing  the  restored  amorphous  condition  to  a  crystallized  one  ;  the 
forging  will  then  not  require  any  special  precautions,  and  the  ingot 
will  not  tumble  to  pieces.  I  now  present 
you  with  one  of  many  instances  of  the  a/L-^^|'. 
spoiling  of  large  steel  ingots  from  the  i!^ 
causes  I  have  been  explaining,  and  pro- 


ceeding from  a  thorough  ignorance,  on  our  part,  of  the  material  with 
which  we  are  working. 

On  cutting  off  of  the  end  of  a  shaft  25  in.  diameter,  the  shake  a  b 
was  met  with  in  the  position  indicated  on  the  sketch.  The  dotted 
lines  show  the  form  of  the  forging  before  the  neck  was  turned.  Th  e 
walls  of  the  cavity  were  lined  with  large  well-developed  crystals,  the 
size  of  some  of  which — as  you  may  see  by  the  specimen  before  you — 
reached  half  an  inch,  and  between  the  large  crystals  were  interposed 
smaller  ones  about  one-tenth  of  an  inch  diameter ;  the  crystals 
projected  only  half  their  height  into  the  cavity,  and  on  breaking  the 
sample  at  right  angles  to  the  crystalline  surface,  the  prolongation  of 
the  crystals  into  the  mass  of  steel  could  not  be  traced ;  the  fracture, 
though  crystalline,  was  of  a  totally  different  nature  from  that  forming 
the  surface  of  the  cavity,  and  similar  to  that  of  the  mass  of  the  ingot 
in  the  same  neighborhood.  The  surface  of  the  wall  of  the  cavity 
had  a  clear  unoxidized  metallic  appearance,  with  a  silvery  lustre,  as 
you  see  by  the  specimen.  The  ingot  out  of  which  this  shaft  was 
forged  was  overheated  in  the  manner  I  have  described,  and  taken  out 
of  the  furnace  when  the  crystals  had  already 
begun  to  form.  At  the  first  blows  of  the 
hammer  on  its  end  the  part  c  which  received 
the  full  force  of  the  blow  was  separated  from 
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the  mass  on  account  of  the  want  of  cohesion  caused  by  the  crystalli- 
zation, and  formed  the  internal  inclined  plane  a  b ;  and  as  the  forging 
proceeded,  the  outer  layers,  being  more  acted  on  by  the  blows,  were 
more  extended,  and  the  cavity  considerably  increased.  The  fact  that 
on  striking  the  end  of  an  ingot  the  force  of  the  blow  is  taken  up  by  the 
wedge-shaped  piece  e  may  be  easily  demonstrated  to  the  eye,  because 
in  those  places  where  swelling,  compression,  or  tension  follows  the  blows 
of  a  hammer,  a  dark  shade  is  soon  produced  by  the  partial  detachment 
of  thin  plates  of  scale.  The  same  result  will  be  arrived  at  by  an  analyt- 
ical investigation  of  the  effect  of  a  blow  on  c.  The  appearance  of 
the  crystallized  surface  of  the  specimen  is,  as  you  see,  completely 
analogous  to  that  of  every  other  specimen  of  overheated  steel ;  the 
difference  lies  only  in  this,  that  the  surface  is  not  oxidized  because 
the  air  could  not  penetrate  into  the  cavity  while  the  shaft  was  in  a 
heated  state. 

It  is  worthy  of  remark  that  if  a  piece  of  steel  be  so  greatly  over- 
heated as  to  assume  a  strongly  crystalline  structure,  and  become 
liable  to  destruction  at  the  least  shock,  and  is  allowed  to  cool  quietly ; 
then  the  separate  crystals,  if  they  have  not  been  separated  by  exter- 
nal forces  while  in  a  heated  state,  become  so  joined  or  grown  together 
that  the  fracture  of  the  cold  piece  takes  place,  not  along  the  surfaces 
of  the  separate  crystals,  but  indifferently  through  their  mass,  though 
the  junctions  of  the  fractures  of  individual  crystals  generally  take 
place  along  tbeir  planes  of  adhesion,  owing  to  which,  such  fracture  is 
always  very  sparkling.    From  this  it  is  evident  that  the  close  contact 
of  two  surfaces  of  metals  of  the  same  nature  heated  to  a  higher  tem- 
perature than  I  is  sufficient  to  produce  union.     This  is,  in  fact,  weld- 
ing; and  if,  in  welding,  hammering  is  always  necessary,  it  is  only 
because,  in  the  first  place,  it  is  very  difficult,  without  hammering, 
to  press  two  pieces  one  against  the  other ;  and,  secondly,  that  it  is 
otherwise  difficult  to  free  the  surfaces  to  be  welded  from  the  slag 
which  alone  protects   them  from  oxidation   during  the   heat.      Of 
course  the  more  homogeneous  or  analogous  the  structure  of  the  two 
pieces  the  more  perfect  will  be  the  union ;  but  one  of  the  first  condi- 
tions is  that  there  should  be  the  fullest  contact  between  the  un- 
oxidized  metallic  surfaces. 

Up  to  the  present  we  have  been  discussing  the  forging  of  steel  only 
at  temperatures  higher  than  the  point  i,  and  we  have  stated  that  the 
aim  of  the  forge-master  must  be  to  change  the  form  of  his  ingot  in 
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such  manner  as  to  keep  all  its  particles  in  constant  motion,  and  so 
hinder  the  formation  of  crystals,  which  materially  lower  the  tenacity 
of  the  steel.  Let  us  now  see  what  circumstances  arise  in  forging 
below  the  temperature  b.  The  fracture  of  a  piece  of  cast  steel 
presents  a  rough  surface  consisting  of  groups,  as  it  were,  of  crystalline 
debris — so-called  grains — piled  one  on  another,  and  generally  of  a 
very  irregular  form.  Under  the  microscope  it  is  easy  to  see  consid- 
erable interstices  between  the  groups  of  grains,  and,  on  more  minute 
examination,  spaces  may  be  observed  between  the  grains  themselves, 
which  form  with  each  other  various  interlacings  and  combinations. 
In  a  word,  steel,  under  the  microscope,  has  a  more  or  less  porous 
structure,  at  first  sight,  destructive  of  any  belief  in  the  tenacity 
ascribed  to  it.  Time  will  not  permit  me  to  enter  into  details  relating: 
to  the  appearance,  size,  and  arrangement  of  the  grains ;  it  answers^ 
my  purpose  simply  to  direct  attention  to  the  fact  that  among  the 
grains  of  steel  there  are  numerous  vacant  spaces — pores.  The  ques-^ 
tion  arises — what  becomes  of  these  pores  when  the  steel,  being  heated 
up  to  the  temperature  i,  acquires  the  amorphous  condition  ?  In  all 
probability,  during  the  rise  of  temperature  from  o  to  i,  the  expansion 
of  each  individual  grain,  formerly  in  itself  a  compact  body,  goes  oa 
incomparably  faster  than  the  increase  of  the  external  dimensions  of 
the  piece  of  steel,  so  that  the  period  at  which  it  assumes  the  amorphous 
condition  coincides  with  the  momient  when  the  atoms  composing  the 
individual  grains,  moving  away  from  each  other  under  the  influence- 
of  heat,  fill  up  these  spaces ;  it  is,  therefore,  conceivable  why  steel 
becomes  at  this  stage  incompressible — why  it  is  impossible  to  increase 
its  density  by  hammering,  no  matter  how  heavy  the  blow  may  be. 

It  is  evident,  from  the  above  reasoning,  that  if  we  wish  to  increase 
the  density  of  steel,  to  approach  its  component  grains  to  each  other 
and  so  bring  them  to  a  more  energetic  cohesion,  we  must  do  so  when 
not  opposed  by  the  force  of  heat,  that  is  only  at  temperatures  below 
the  point  6.  Thus,  forging  at  temperatures  below  the  amorphous 
condition  has  the  important  advantages  we  are  in  the  habit  of  ascribing 
to  it.  We  never  forge  large  ingots  below  the  temperature  of 
amorphous  structure,  and  guns  never  were  and  never  are  forged 
below  that  point,  because  for  gun  steel,  the  temperature  of  amor- 
phous structure  lies,  as  I  have  already  stated,  at  a  dull  red  heat, 
that  is,  within  limits  below  which,  we  can  produce  no  effect  on 
large  st^el  masses,  with  the  mechanical  means  at  our  disposal.     It. 
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woald  be  necessary  to  forge  small  ingots  under  our  largest  ham- 
mers, and  what  an  exhibition  of  inadequate  iua 
mechanical  appliances  would  be  presented  if 
a  4-pounder  gun  were  forged  under  a  35- ton 
hammer !  The  practice  now  is  to  forge  the 
4-pounders  tinder  the  S-ton,  and  sometimes 
the  5- ton  hammer,  while  the  35- ton  hammer  ^iqi 
is  used  for  the  6  in.,  8  in.,  and  9  in.  guns,  in 
which  the  diameter  of  the  cast  ingot  reaches 
up  to  40  in.;  but  if  jou  picture  to  yourself 
such  a  large  mass  of  steel  heated  to  a  non- 
sparkling  red  heat,  you  will  perceive  that  the 
utmost  efforts  of  the  heaviest  hammer  will 
remain  inoperative — it  would  be  impossible 
to  forge  it.  Forging  is  carried  on  at  points 
below  the  amorphous  condition,  but  it  is  only 

in  very  small  pieces,  and  by  those  who  have  the*%dV  or2^yitJ''S  JtSS 
some  knowledge  of  the  influence  of  heat  on  Ug^iflSS*"^  umeSf °*'*^^*'^''~ 

^*^®*'  Fig.   2.— Qroups    of  orysUls 

If  a  cast  ingot  of  any  given  structure  is  ^f^^iT^tS^onilTJ^t 
heated  not  higher  than  the  point  6,  then  in  -teaiingot-magnifted  375  time.. 

its  heated  state  it  will  retain  its  structure.     If  it  was  crystalline,  then 

in  a  heated  state  it  would  be  composed  of  the  same  crystals,  which, 

Fia,3  however,  would  be  considerably  softened.     If  the 

piece  of  steel  be  forged  in  this  condition,  then  its 

crystals  or  grains,  being  driven  against  each  other, 

will  change  their  shapes,  becoming  elongated  in 

one  direction  and  contracted  in  another,  and  the 

increase  of  density  becomes  so  considerable  that  I 

have  found  the  specific  gravity  rise  as  high  as 

eight,  which  I  have  never  yet  found  in  steel  forged 

App«aranoe  of  a  trans-  at  temperatures  higher  than  b.    This  comparatively 

parent    rabstanoe    that       ,  ,    «       .  .  ,  , 

crysuiiiBes  In  six-sides  cold  toTsms  communicates   to  the   metal   irreat 

plates  on  the  surftce  of  /^  .  .     .  -i  t      i 

cavities  formed  by  con-  clearness  of  rinff,  it  IS  uo  longer  so  easily  worked 

traction  in  steel  ingots—  ,       /•,  ,  ,  , 

magnified  82  times.  ^ith  the  file.  Weak  sulphunc  acid  produces  hardly 
any  effect  on  it,  and  so  on.  With  regard  to  its  absolute  tensile  strength, 
I  regret  very  much  that  I  have  been  unable  to  make  any  experiments  ; 
but  there  can  be  no  doubt  that  it  is  very  high.     The  fracture  of  such 
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steel  has  a  silky  lustre,  and  under  the  microscope  it  is  very  difficult 
to  trace  the  limits  of  the  individual  grains ;  they  present  the  appear- 
ance of  waxy  little  balls  squeezed  together  under  a  powerful  press. 
If  you  cut  off  and  polish  the  surface  of  a  piece  of  steel  so  treated, 
and  then  immerse  it  in  weak  sulphuric  acid,  after  a  time  a  pattern 
will  form  on  the  surface,  which  presents  the  appearance  of  an  irregular 
interlacing  of  crooked  lines,  the  size  of  the  network  depending  on 
the  original  size  of  the  crystals,  the  manner  of  forging,  and  so  on. 
I  have  already  stated  that  the  tendency  to  crystallization,  as  well  as 
the  form  of  the  crystals  and  their  relative  positions,  depends  on  the 
purity  of  the  steel,  and  the  conditions  under  which  the  cast  ingots  are 
poured  and  cooled.  In  the  higher  qualities  of  boulat,  the  tracery 
developed  by  acid  is  of  remarkable  beauty  and  regularity. 

The  cause  of  the  patterns  appearing  is 
the  various  groupings  of  the  crystals 
(luring  their  formation.  These  crystals 
have  not  the  same  chemical  composition  ; 
the  lighter  parts  of  the  tracery  contain  , 
much  more  carbon  than  the  darker  parts  , 
— a  fact  which  I  have  demonstrated — and 
consequently,  simultaneously  with  the 
frrouping  of  the  crystals  or  grains,  there     .  ^  ..       ^     ,. 

o        ^     °  *^  ^  *  Arborescent  growth  on  the  sides 

ifi  a  segregation   of  like    chemical  com- »/ ca^^^y  f<>™ed  V  8»f  on  contr»c- 

I^    »        &     o  tlon  In  oast  steel  ing^ot-magrniflo*) 

pounds.     If  you  heat  the  piece  of  steel  ^  **™®'- 

thus  marked — damascened — up  to  the  tem- 
perature J,  or  a  little  higher,  and  allow  it  to 
cool  again,  you  will  no  longer  be  able  to 
obtain  any  pattern  by  the  action  of  acids. 
From  what  has  been  already  baid,  the  cause 
^  of  this  must  be  quite  plain,  and  I  need  not 
dwell  on  it  any  longer.  In  conclusion,  I 
will  show  in  what  manner  the  properties  of  a 

crystals  on  the  surface  of  a  ^^'^  ®^^^'  '°g^^  "^^7  ^"^  ^^«'  ^^'^^^  advantage 

""^^iiS^'^l^^xlt^^i^l^  ^f-  With  respect  to  forging  at  temperatures 
^  "™®'-  below  the  amorphous  condition,  we  can  only, 

as  I  have  already  stated,  make  the  smallest  guns  under  the  largest 
hammers.  We  have  at  present  no  mechanism  capable  of  dealing  with 
large  masses  at  low  temperatures ;  but  if  it  were  possible,  there  can 
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be  no  doubt  that  guns  so  forged  would  be  of  fl*-** 

the  very  best  quality,  and  their  reception 
into  the  service  would  be  facilitated  by  the 
appearance  of  the  patterns  brought  out  by 
weak  acids,  because  of  the  close  connection 
which  exists  between  the  quality  and  the 
appearance  of  the  steel  so  treated. 

To  adapt  ourselves  to  the  means  possessed 
by  our  steel  works,  we  must  strive  to  obtain  aft?rd"Moiv?n|^*Seli"n  *iuHc 
our  material  as  much  as  possible  of  a  fine-  ^  —^^«^  «        ™«8. 
gained  structure ;  and  with  this  view  it  is  n^.r 

necessary,  as  we  have  s^lready  seen,  to  heat 
the  ingots  to  a  high  temperature,  and  to  keep 
forging  them  until  they  cool  down  below  the 
temperature  J,  because,  by  so  doing,  we  shall 
be  giving  the  work  the  required  form,  and 
at  the  same  time  prevent  its  structure  be- 
coming   crystalline,    but    rather    make    it 

,       ,  ,  , .   .  T%       -n     Two  grains  ftrom  the  fracture  of 

approach    the   amorphous  condition.       But  if  an  ingot  of  cast  steel  l  in,  forged 

'^^  .  ,         .  1.  ,       diameter  of  0-027  In.— Magnified 

we  examine  the  circumstances  attending  the  i6o  times. 
practical  application  of  this  rule  to  the  forging  of  ingots  intended  for 
heavy  guns,  we  shall  find  that,  in  many  cases,  it  will  be  impossible  to 
carry  it  out,  and  a  forging  will  be  obtained,  the  structure  of  which  is 
far  from  uniform,  and  more  likely  to  be  coarse  crystalline  than  fine- 
grained. We  shall  attain  our  object  more  easily,  and  with  more 
certainty,  if  after  having  given  the  forging  the  desired  shape,  we  alter 
its  structure  to  the  homogeneous  amorphous  condition  by  heating  it, 
and  then  fix  that  condition  by  rapid  cooling  to  a  temperature  lower 
than  b.  For  this  purpose,  it  is  of  course  necessary  to  surround  the 
ingot  after  heating  by  some  rapidly  cooling  medium. 

From  what  has  been  said  above,  it  is  evident  that,  with  the  same 
rate  of  cooling,  we  shall  fix  the  amorphous  condition  of  the  steel  with 
the  greatest  certainty  when  we  exceed  the  temperature  b  as  little  as 
possible ;  and  for  that  reason  it  is  well  to  determine  that  temperature 
for  each  ingot  beforehand.  Having,  therefore,  heated  the  finished 
forging,  or  better  still,  the  rough  turned  and  bored  gun,  to  a  temper- 
ature somewhat  higher  than  b — a  point  which  ought  to  be  determined 
by  the  pyrometer — let  it  then  be  plunged  as  quickly  as  possible  into 
the  cooling  medium,  be  it  water,  oil,  or  what  not,  and  having  reduced 
Wbole  No.  Vol.  CIL— (Third  Sbribs,  Vol.  Ixxii.)  Ift 
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the  temperature  of  the  work  to  below  the  point  i,  allow  it  to  finish 
cooling  gradually,  so  as  to  prevent,  as  far  as  possible,  internal  strains 
due  to  sudden  and  unequal  contraction.  To  show  you  what  changes 
may  be  produced  in  the  structure  of  steel  by  the  operations  described, 
I  lay  before  you  three  specimens.  They  are  all  broken  from  the  same 
piece  of  steel.  The  first  specimen  exhibits  the  coarsely  crystalline, 
porous  structure  that  characterized  the  ingot,  notwithstanding  that 
it  was  well  worked  under  the  35-ton  hammer.  The  second  sample 
was  heated  to  a  little  above  a  bright  red  non-sparkling  heat,  and  then 
allowed  to  cool  in  the  open  air.  Comparing  the  fractures  of  these 
two  pieces,  you  perceive  the  structure  is  totally  different,  though 
offering  one  surface  to  the  other  proves  by  the  fit  that  the  two  pieces 
were  at  one  time  united,  and  that  neither  piece  has  been  touched  by 
the  hammer  since  they  were  broken  asunder.  The  third  fragment  of 
the  same  piece  was  heated  to  a  bright  red  heat,  and  then  quickly 
plunged  into  water,  and  left  till  the  temperature  sank  to  a  reddish- 
brown  heat ;  it  was  then  taken  out  and  allowed  to  cool  in  the  open 
air.  The  fracture  shows  that  on  the  external  surfaces,  for  a  depth 
of  0*1  in.  the  amorphous  condition  has  been  completely  preserved. 
In  the  centre  of  the  piece  the  mean  diameter  of  the  grains,  as  meas- 
ured by  the  microscope,  is  0*0004  in.,  while  the  mean  diameter  in  t  .e 
first  piece  was  0*15  in.,  and  in  the  second  0*005  in.  To  this  I  may 
add  that  to  break  the  first  piece  one  blow  of  a  hand-hammer  was  suf- 
ficient, to  break  the  second  required  five  such  blows,  and  the  third 
piece  had  to  be  broken  under  a  steam  hammer,  because  the  strength 
of  the  smith  was  inadequate  for  the  work. 

A  similar  experiment  was  made  with  the  tire  of  a  railway  wagon 
wheel.  A  piece  of  an  ordinary  tire  was  broken  by  a  5-ton  hammer 
into  three  pieces.  One  of  them  was  heated  to  a  light  red,  and  then 
thrown  on  the  floor  to  cool  in  the  open  air  to  the  ordinary  tempera- 
ture. It  was  then  put  under  the  5  ton  hammer,  and  required  four 
heavy  blows  to  break  it,  whereas  the  first  piece  broke  under  one  blow 
of  the  same  hammer.  The  third  piece  I  heated  to  a  bright  red  heat,- 
plunged  it  quickly  into  water,  and  took  it  out  again  when  cooled  to  a 
reddish-brown  heat,  and  then  found  that  it  required  five  heavy  blows 
of  the  5-ton  hammer  to  break  it.  Therefore,  I  say,  that  in  order  to 
fix  the  amorphous  condition,  and  thereby  to  increase  the  tenacity  of 
steel,  it  is  necessary  to  plunge  it,  after  heating,  into  water.  It  may 
be  cooled  in  oil,  but,  in  the  first  place,  this  is  expensive,  and,  in  the 
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next,  namerous  precautions  have  to  be  taken  to  prevent  the  oil 
•catching  fire.  With  respect  to  cooling  in  water,  I  must  add  that  the 
conductivity  of  hot  metal  is  very  small,  and  that  although  the  external 
visible  parts  soon  show  the  desired  fall  of  temperature,  yet  the  central 
portions  remain  very  much  hotter ;  it,  therefore,  requires  care,  expe- 
rience, and  many  precautions  to  avoid  the  too  rapid  cooling  of  the 
outer  layers,  and  the  consequent  development  of  severe  internal 
strains.  Time  will  not  permit  me  to  treat  this  subject  in  greater 
detail.  I  can  only  state  my  opinion  that  not  only  should  every  gun 
be  subjected  to  treatment  above  described,  but  also  every  article 
made  of  steel,  as,  for  example,  tires,  axles,  shafts,  etc.'*' 

It  follows,  from  the  principles  laid  down,  that  any  steel  article 
having,  from  constant  work  and  concussion,  lost  its  original  strength, 
that  is,  assumed  a  crystalline  structure,  as  happens  to  wagon  axles, 
engine  shafts,  etc.,  can,  by  the  help  of  the  process  above  described, 
be  completely  restored  by  having  communicated  to  it,  if  not  an  amor- 
phous structure,  at  least  one  so  finely  grained  as  to  be  nearly  equal 
to  it,  and,  at  the  same  time,  a  compactness  and  tenacity  it  very  likely 
did  not  possess  when  newly  taken  into  service.     I  trust  that  you  will 
now  find  it  easy  to  understand  the  circumstances  and  facts  which  I 
brought  under  your  notice  at  the  commencement  of  this  paper.    I  have 
heard  with  pleasure,  from  a  friend  just  returned  from  England,  that 
at  the  Woolwich  Arsenal  they  have  adopted  the  practice  of  heating 
their  steel  gun  linings,  afcer  forging  and  rough  turning,  and  plunging 
them  into  oil ;  he  was  unable  to  give  me  any  details  of  the  operation, 
as  he  only  noticed  it  in  passing,  but  the  object  of  the  treatment  was, 
he  ascertained,  to  give  the  steel  greater  tenacity.     It  is  possible  that 
I  may  soon  obtain  information  as  to  the  reasoning  which  led  to  the 
adoption  of  this  practice,  and  I  shall  be  exceedingly  pleased  if  I  find 
it  is  based  on  theories  similar  to  those  I  have  had  the  honor  of  laying 
before  you  this  day.     With  respect  to   the   doctrines  I  have  been 
advocating,  I  have  been  accused  of  being  too  bold  in  my  conclusions, 
but  I  am  prepared  to  take  a  still  more  decisive  step,  and  to  announce 
the  opinion,  resulting  from  my  observations,  that  '^  future  investiga- 
tion into  the  question  of  forging  steel  will  not  deviate  from  the  path 
into  which  we  have  this  day  directed  it." 


*  1875.     A  wagon  axle  treated  in  the  above  manner,  and  cooled  in  water,  withstood 
twenty-two  blows  of  I  ton  weig^ht  falling  14  ft  ,  and  remained  unbroken. 
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APPENDIX. 

The  following  notes  of  microscopical  observations  have  never  yet 
been  published.  The  drawings  annexed  were  made  under  the  micro- 
scope, with  the  assistance  of  Hartnack's  camera  lucida,  in  the  yearn 
1868  and  1869.  Figs.  1,  2,  and  3  are  especially  remarkable.  They 
represent  the  efflorescence  appearing  in  the  cavities  of  hard  tool  steel, 
melted  in  a  crucible,  and  allowed  to  cool  extremely  slowly  in  its 
furnace.  The  ingot  on  cooling  exhibited  cavities  caused  by  contrac- 
tion and  by  bubbles,  and  these  have  on  their  walls  or  faces  arborescent 
growths,  and  on  the  surfaces  of  these  growths  I  found  microscopic 
crystals,  composed  of  extremely  thin  transparent  plates,  having  a  high 
refractive  power,  and  extremely  hard,  so  that  they  scratched  glass. 
The  regular  hexagonal  form  of  these  crystals  led  me  first  to  suppose 
that  they  belonged  to  the  regular  hexagonal  system ;  but  on  passing 
polarized  light  through  them  I  was  unable  to  detect  any  traces  of 
polarizing  power,  and  I  am  inclined  to  think,  therefore,  that  these 
crystals  belong  to  the  regular  system,  and  present  the  very  common 
case  of  the  distortion  of  the  regular  octahedron  by  the  abnormal 
development  of  two  of  its  opposite  sides,  by  which  a  regular  hexagonal 
plate  may  be  produced.  Similar  distortion  is  frequently  observable 
in  alum  and  nitrate  of  lead.  What  this  substance  may  be  I  am  unable 
to  state.  I  was  able  to  collect  but  a  very  small  quantity,  and  that 
under  the  microscope,  with  the  aid  of  a  needle.  I  have  the  specimens 
still  sealed  between  glass  plates,  and  I  would  gladly  intrust  them  to 
any  one  who  would  undertake  the  analysis.  Fig.  1  represents  one 
such  crystal,  which  cost  two  entire  days'  labor  to  secure,  because  it 
was  necessary  to  suppress  breathing  while  fishing  for  it,  as  the  least 
current  of  air  would  blow  it  from  the  needle's  point,  and  then  it  would 
be  most  difficult  to  find  again.  The  crystals  seldom  occur  isolated, 
but  for  the  most  part  in  groups,  as  in  Fig.  2.  In  the  places  marked 
a,  i.  A,  the  crystals  are  heaped  several  deep,  and  of  very  indistinct 
and  irregular  form.  In  the  spots  6,  (?,  «,  g^  on  the  other  hand,  there 
is  but  one  layer,  and  it  is  clearly  seen  that  they  are  six-sided  plates. 
The  dimensions  given  in  Fig.  1  show  how  small  the  crystals  are,  but 
their  thinness  is  still  more  remarkable,  because,  under  a  magnifying 
power  of  550,  it  was  impossible  to  measure  their  thickness.  Fig.  3 
represents  a  portion  of  the  surface  of  the  growth  on  the  walls  of  the 
honeycombs,  and  on  this  is  seen  a  kind  of  sweat  or  stream  of  a  trans- 
parent substance,  which  may  be  the  same  as  that  which  has  been 
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epoken  of  above,  or  may  be  different ;  it  is  not  easy  to  determine. 
Fig,  4  represents  the  form  of  cavities  caused  by  contraction  or  bub- 
bles, in  which  I  have  often  found  the  six-sided  plates.  Fig.  5  repre- 
sents the  appearance  of  the  growths  occurring  in  the  central  con- 
traction cavities  of  cast  ingots  of  hard  steel.  All  these  growths 
appear  to  have  a  smooth  polished  surface  like  that  of  a  looking-glass. 
Fig.  6  represents  the  residuum  remaining  after  dissolving  steel  in 
weak  nitric  acid.  The  substance  remaining  is  probably  silica  ;  it  is 
of  a  yellowish-brown  color.  The  particles  have  the  appearance  of 
little  plates,  and  a  general  appearance  similar  to  the  fracture  of  the 
steel  dissolved.  The  study  of  such  residuum  is  extremely  interesting, 
and  may  lead  to  the  elucidation  of  many  problems  concerning  the 
structure  of  steel.  Fig.  7  represents  two  grains  appearing  in  the 
fracture  of  well-crystallized  hard  cast  and  unforged  steel. 


THE  HISTORY  OF  THE  STEAM  ENGINE 
IN  AMERICA. 

The  chronicle  of  the  steam  engine  in  this  country  has  received 
from  two  sources,  some  valuable  additions  which  have  proceeded  from 
the  Centennial  Exhibition.  The  first  of  these  is  a  letter  written  by 
Judge  Joseph  P.  Bradley  (U.  S.  Supreme  Court),  which  accompanies 
the  exhibit  of  a  portion  of  the  cylinder  casting  of  a  Newcomen  Engine, 
which  is  stated  to  have  been  in  use  in  1763  near  Newark,  N.  J. 
And  the  second  source  is  a  paper  written,  and  illustrated  by  drawings, 
by  Fred.  Graff,  C.E.,  descriptive  of  the  Engines  and  Boilers  for  the 
Waterworks  of  Philadelphia,  from  the  commencement  of  the  water 
supply  in  this  city  in  the  year  1800,  down  to  the  year  1822.  The 
previous  reliable  information  which  we  have  possessed  as  to  the  early 
use  of  the  steam  engine  before  the  year  1803,  has  been  founded  on 
a  "First"  Report  of  Benjamin  Henry  Latrobe,  member  of  the  Amer- 
ican Philosophical  Society  of  Philadelphia,  at  the  meeting  of  the 
Society,  May  20th,  1803,  and  published  in  their  transactions,  vol.  vi 
(1809  on  the  title  page),  in  answer  to  the  inquiry  of  the  Society  of 
Rotterdam,  "  Whether  any,  and  what  improvements  have  been  made 
in  the  construction  of  Steam  Engines  in  America  ?  "  [The  second 
report  does  not  appear  to  have  been  made  at  all.]  By  collating  and 
grouping  together  the  data  afforded  by  these  several  authorities,  with 
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some  little  additions  from  general  history,  an  intelligible  account  may 
now  be  presented. 

The  report  of  Mr.  Latrobe  gives  the  priority  of  erection  of  an 
engine  to  that  at  the  Schuyler  copper  mine  on  the  eastern  bank  of 
the  river  Passaic,  a  few  miles  above  Newark,  New  Jersey.  This 
engine  is  the  one  referred  to  in  Judge  Bradley's  letter.  It  was 
built  by  the  Hornblowers,  and  one  of  the  sons  came  to  this  country 
with  it,  and  is  of  peculiar  interest  as  being  the  production  of  the 
celebrated  engineers,  who  were  identified  with  the  construction  of  the 
first  practical  engine  ever  built. 

The  family  of  Hornblower  went  through  three  generations  as  steam 
engine  builders,  and  the  recurrence  of  the  name  seems,  now,  not  a  little 
confusing  to  the  reader  of  history.  The  earliest  record  is  that  of 
Joseph  Hornblower,  of  Bromsgrove,  Worcestershire,  near  Birmingham, 
who,  in  1712,  was  an  engine  builder  in  Wolverhampton ;  and  thirteen 
years  later,  in  1725,  he  left  Staffordshire  and  went  to  near  Redruth  in 
Cornwall,  and  superintended  (probably  built)  the  engine  at  Wheal 
Rose  mine.  There  were  but  two  engines  in  Cornwall  in  1720,  one 
finished  that  year,  and  one  built,  prior,  in  1714,  and  the  Wheal  Rose 
engine  was  probably  the  third.  Joseph  Hornblower  had  two  sons, 
Jonathan  and  Josiah  (if  not  others),  who  followed  the  business  of 
the  father.  According  to  Judge  Bradley,  this  American  Engine  was 
the  production  of  their  hands,  about  the  year  1750,  (possibly  the 
father  yet  continued  in  active  business) ;  "  and  Josiah  Hornblower,. 
then  in  his  twenty-fifth  year,  came  to  this  country  with  it."  "  Mr. 
Hornblower  expected  to  return  as  soon  as  the  engine  was  in  successful 
operation.  But  the  proprietor  of  the  mine  (Col.  Schuyler)  induced 
him  to  remain,  and  within  the  time  of  two  years  he  married  Miss 
Kingsland,  whose  father  owned  a  large  plantation  adjoining  that 
of  Col.  Schuyler.  The  late  Chief  Justice  Hornblower,  of  New  Jersey, 
was  the  youngest  of  a  large  family  of  children,  who  resulted  from 
this  marriage." 

Jonathan,  the  brother  of  Josiah,  continued  as  an  engine  builder  in 
Cornwall,  and  in  1770,  Smeaton  names  the  principal  makers  of  the 
atmospheric  engine  as  Jonathan  Hornblower  the  elder,  and  John 
Nancarrow.  [John  Nancarrow  subsequently  came  to  this  country  and 
his  descendants  are  yet  resident  in  Philadelphia.]  Jonathan  had  a 
numerous  family  of  children,  all  brought  up  as  engine  builders  and 
engine  men. 
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Jonathan,  Jesse,  Jethro,  Jabez  Carter  (the  order  of  age  not  being 
certain),  with  possibly  others,  constituted  the  male  portion  of  Jona- 
than the  elder*s  children.  The  family  were  one  and  all  possessed  of 
high  mechanical  ability,  and  under  ordinary  circumstances  would  have 
thriven  in  their  occupation.  Their  education  from  childhood  had 
befitted  them  for  leaders  of  men — directors  of  work,  but  on  reaching 
the  age  when  their  talent  would  have  been  most  productive  of  results, 
they  found  the  patents  of  Watt  had  closed  every  door  of  entrance  upon 
engine  construction  on  them.  The  very  constructive  ability,  manipu- 
lations, and  implements  which  the  family  had  evolved  in  half  a 
century  of  intelligent  labor,  was  absorbed  with  their  business  into  the 
workshop  of  Boulton  and  Watt,  while  for  themselves  there  was 
neither  tolerance  nor  endurance,  as  foremen  or  workmen,  in  engine 
construction.  Jonathan  here  named  was  the  inventor  and  patentee 
of  the  compound  engine,  the  history  of  which  in  the  lawsuits  with 
Watt  is  well  known  and  subsequently  he  is  said  to  have  been  an 
esteemed  engineer  of  mines  in  Cornwall,  and  died  1812-13. 

Jabez  Carter  was  the  writer  of  the  history  of  the  steam  engine  for 
the  *'  Mechanics  for  Practical  Men,"  of  Doct.  Olinthus  Gregory, 
which  history  appeared  complete  in  the  first  edition  only,  being 
partly  suppressed  in  the  subsequent  editions,  not  without  Doct. 
Gregory's  protest.  He  died  1814,  and  with  him  the  prominent  con- 
nection of  the  family  with  the  steam  engine,  after  100  years,  appears 

to  have  ceased. 

There  will  be  found  as  the  exhibit  of 
David  M.  Meeker,  Esq.,  of  Newark,  N. 
J.,  in  the  Machinery  Hall,  column  B, 
76,  a  cylindrical  casting  as  shown  on  the 
accompanying  sketch,   which  has  been 
prepared  to  the  scale  of  one-half  an  inch 
to  the  foot.     Together  with  this  casting 
there  is  the  descriptive  letter  of  Judge 
Bradley.    It  is  a  portion  of  the  cylinder  with  the  lower  flange  remain- 
ing upon  it,  while  the  upper  end  has  been  cut  ofi*,  apparently  in  the 
lathe,  as  the  edge  is  very  straight  and  true.     The  interior  surface  is 
tolerably  cylindrical  and  straight,  with  a  few  recesses,  of  perhaps  an 
inch  in  one  (the  longest)  direction  across,  and  less  than  a  sixteenth  in 
depth,  but  the  surface  is  otherwise  generally  even.     It  has  been  com- 
pletely scaled  by  rust  since  it  was  in  use,  although  now  showing  a  coat- 
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ing  of  paint  on  evidently  clean  but  much  pitted  iron.  The  rusting  has 
effectually  removed  all  indications  of  wear,  so  that  it  presents  no  marks 
of  former  work,  and  its  identification  as  a  ^^ relic*'  at  all,  rests  upon  its 
traditional  authentication.  There  are  12  bolt  holes  of  If  inches  diam- 
eter, equally  spaced,  in  the  lower  flange — these  holes  were  originally 
cast  in  the  flange — not  drilled.  The  nozzle  (which  has  its  flange  broken 
off  irregularly)  was  probably  the  injection  nozzle,  and  the  steam,  drain 
and  snift  openings  must  have  been  in  the  bottom  casting,  an  arrange- 
ment shown  in  drawings  of  Newcomen's  engines,  as  of  not  unusual 
occurrence.  This  description  of  the  casting  is  given  with  so  much 
detail,  rather  for  record  with  the  facts  presented  by  Judge  Bradley, 
than  for  the  instruction  to  be  derived  from  the  relic  itself.  If  the  usual 
proportions  of  Newcomen's  engines  were  followed  in  this  case,  there 
must  have  been  about  two  and  a  half  feet  more  length  for  the 
cylinder,  with  a  square  flange  near  to  the  place  where  the  cut  was 
made.  This  supposition  would  make  the  original  engine,  about  6 
feet  stroke  by  2  feet  lOJ  inches  diameter. 

Crude  and  imperfect  as  these  Newcomen  engines  are  popularly 
regarded,  they  have  done  in  their  day  a  great  deal  of  work,  and  a 
few  of  them  are  yet  to  be  found,  not  merely  as  neglected  relics,  but 
actually  at  work  at  the  present  time  as  they  have  continued  to  work 
for  a  century  or  more,  in  parts  of  England.  In  Dudley,  South 
Staffordshire,  near  Birmingham,  one  instance  is  quoted  to  the  writer 
of  this  article  by  Mr.  J.  C.  Hoadley,  of  Lawrence,  Mass.,  of  an 
engine  he  saw  running  as  recently  as  the  year  1863. 

Quoting  Judge  Bradley's  letter  to  Mr.  Meeker  :  "  The  steam 
engine  of  which  you  possess  a  relic  was,  »s  you  suppose,  the  first  ever 
erected  on  this  continent.  It  was  imported  from  England,  in  the 
year  1753,  by  Col.  John  Schuyler,  for  the  purpose  of  pumping  water 
from  his  copper  mine  opposite  Belleville,  near  Newark,  New  Jersey. 
The  mine  was  rich  in  ore,  but  had  been  worked  as  deep  as  hand  and 
horse  power  could  clear  it  of  water.  Col.  Schuyler,  having  heard  of 
the  success  with  which  steam  engines  (then  called  fire  engines)  were 
used  in  the  mines  of  Cornwall,  determined  to  have  one  in  his  mine. 
He  accordingly  requested  his  London  correspondents  to  procure  an 
engine,  and  to  send  out  with  it  an  engineer  capable  of  putting  it  up 
and  in  operation. 

"  After  1760  the  Schuyler  mine  was  worked  for  several  years  by 
Mr:  Hornblower  himself.     The  approach  of  the  war,  in  1775,  caused 
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the  operations  to  cease.  Work  was  resumed,  however,  in  1792,  and 
was  carried  on  for  several  years  by  successive  parties.  It  finally 
ceased  altogether  early  in  this  century,  and  the  old  engine  was 
broken  up  and  the  materials  disposed  of.  The  boiler,  a  large  copper 
cylinder,  standing  upright,  eight  or  ten  feet  high,  and  as  much  in 
diameter,  with  a  flat  bottom  and  a  dome-shaped  top,  was  carried  to 
Philadelphia.  The  relic  in  your  possession  was  a  portion  of  the 
cylinder,  and  was  purchased  by  some  person  in  Newark. 

"In  1864,  I  met  an  old  man  named  John  Van  Emburgh,  then  a 
hundred  years  old,  who  had  worked  on  the  engine  when  it  was  in 
operation  in  1792.  He  described  it  very  minutely  and,  I  doubt  not, 
accurately.  It  is  from  his  description  that  I  happened  to  know  the 
kind  of  engine  it  was;  although,  from  the  date  of  its  construction, 
and  the  use  to  which  it  was  put,  there  could  have  been  but  little  doubt 
on  the  subject.'* 

Passing  from  this  authenticated  example  of  an  engine,  the  next 
reference  beyond  question  is  that  of  Mr.  Latrobe  (which  reference 
is  used  by  Mr.  Graff  for  some  of  his  assertions).  Mr.  Latrobe  says: 
"  Steam  engines  on  the  old  construction  were  introduced  in  America 
above  40  years  ago.  Two,  I  believe,  were  put  up  in  New  England 
before  the  revolutionary  war,  and  one  (which  I  have  seen)  at  the 
copper-mine  on  the  river  Passaic,  in  New  Jersey,  known  by  the  name 
of  the  Schuyler  mine.  All  the  principal  parts  of  these  engines  were 
imported  from  England.  With  the  Schuyler  mine  engine,  Mr.  Horn- 
blower,  the  uncle  of  the  younger  Hornblower,  came  to  America.  He 
put  up  the  engine,  which  at  different  times  has  been  at  work  during 
the  last  thirty  years,  and  which,  notwithstanding  its  imperfect  con- 
struction, and  the  faulty  boring  of  its  cylinder,  effectually  drained 
the  mine. 

"  The  only  engines  of  any  considerable  power,  which  as  far  as  I 
know,  are  now  at  work  in  America  are  the  following :  1st,  at  New 
York,  belonging  to  the  Manhattan  Water- Company,  for  the  supply 
of  the  city  with  water.  The  Manhattan  Company's  engine  is  upon 
the  principle  of  Boulton  and  Watt's  double  engine  without  any  varia- 
tion. It  has  two  boilers,  one  a  wooden  one  upon  the  construction  of 
that  first  put  up  in  Philadelphia,  the  other  of  sheet  iron  on  Boulton 
and  Watt's  construction.  The  fly  wheel  is  driven  by  a  sun  and  planet 
motion  and  the  shaft  works  three  small  pumps  with  common  cranks. 
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"  2d,  one  at  New  York,  belonging  to  Mr.  Roosevelt,  employed  to 
saw  timber.  [Mr.  Latrobe  gives  no  intelligible  description  of  this 
engine.] 

^'3d,  two  at  Philadelphia,  belonging  to  the  corporation  of  the  city, 
for  the  supply  of  the  city  with  water ;  one  of  which  also  drives  a  roll- 
ing and  slitting  mill.  [There  is  no  description  given  by  Mr.  Latrobe 
of  these  engines.] 

"4th,  one  at  Boston,  of  which  I  am  only  generally  informed, 
employed  in  some  manufacture.'' 

Mr.  Latrobe  then  adds  that  in  his  second  report  (never  given),  he 
proposed  to  describe  some  improvements  made  on  an  engine  erected 
in  New  York...  if  it  be  found  to  answer  the  intended  purpose  :  "Nor 
ought  I  to  omit  the  mention  of  a  small  engine,  erected  by  Mr.  Oliver 
Evans,  as  an  experiment,  with  which  he  grinds  Plaister  of  Paris ; 
nor  the  steam-wheel  of  Mr.  Briggs.'* 

Mr.  Graffs  narration  now  supplies  a  good  description  of  the  Phila- 
delphia water  works  engine,  and  is  accompanied  with  drawings. 

These  drawings  of  Mr.  Graff  are  derived  from  the  papers  of  his  father. 
The  senior  Frederick  Graff  was  engaged  as  draughtsman  for  the 
Philadelphia  Water  Works  in  1799.  These  Water  Works  when  first 
built  had  B.  Henry  Latrobe  as  engineer,  John  Davis  as  clerk  of  works 
and  Fred'k  Graff,  draughtsman.  Mr.  Latrobe's  connection  ceased 
with  the  erection  in  1801  (or  1803  at  the  furthest),  his  agreement 
requiring  him  to  direct  their  completion.  They  then  remained  in 
charge  of  John  Davis ;  but  in  1805  Mr.  Davis  went  to  Baltimore,  and 
Mr.  Graff,  who  had  been  actively  employed  in  an  oflScial  capacity 
upon  the  Water  Works  until  that  time,  became  Superintendent.  He 
remained  in  charge  until  his  death  in  1847,  when  he  was  succeeded 
as  engineer  of  the  works,  by  his  son,  the  present  writer. 

The  construction  of  the  first  engines  for  the  Philadelphia  water 
works  were  commenced  in  the  year  1800.  They  were  built  at  the 
Soho  works  of  Mr.  Nicholas  J.  Roosevelt.  The  Soho  works  were 
situated  on  Second  River,  three  quarters  of  a  mile  west  (or  N.  W.) 
of  the  Passaic  (the  Schuyler  mine  was  on  the  opposite  side  of  the 
Passaic,  quite  near  this  place).  The  location  will  now  be  found  in 
Belleville  or  Bloomfield,  about  four  miles  from  Newark.  Messrs. 
Smallman  and  Staudinger  appear  in  the  transaction,  according  to 
Mr.  Latrobe,  to  have  been  the  mechanics ;  and  Mr.  Roosevelt  the 
capitalist  and  owner  of  works,  or  foundry. 
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Mr.  Graff  gives  the  following  extract  taken  from  the  minutes  of  the 
committee  on  water  works,  dated  July  4,  1800 ;  being  a  report  made 
by  Thomas  P.  Cope,  Esq.,  who  was  sent  to  examine  the  work  upon 
the  engines  erecting  at  the  time :  this  extract  will  give  a  good  idea  of 
the  progress  of  eteam  engineering  at  that  time,  and  serve  as  a  measure 
of  the  advance  made  since : 

'•  Took  passage  (from  Philadelphia)  in  the  stage  for  Soho  Works, 
near  Newark,  New  Jersey,  on  the  morning  of  the  3d  of  July,  1800  ; 
and  arrived  there  about  noon  of  the  next  day. 

"  Soho  is  named  after  the  works  of  Boulton  and  Watt,  in  England, 
and  is  situated  about  three-quarters  of  a  mile  northwest  of  the  Pas- 
saic, on  a  small  stream  called  Second  River. 

"  The  works  consist  of  a  smith-shop  90x40  feet,  with  six  fires  and 
two  air  furnaces ;  next  to  this  is  a  room  30x20,  in  which  is  the  fire, 
for  heavy  work  ;  four  wooden  bellows  play  into  a  regulator  15x15 
feet,  with  pipes  to  the  forge,  and  four  furnaces  for  melting  and  re- 
fining copper.  Then  there  is  a  stone  building  20x24,  two  stories  high, 
with  six  stampers  for  preparing  loam  for  the  furnaces ;  next  to  this 
is  a  fitting  shop  with  large  lathe  and  drilling  machine,  and  a  water- 
wheel  20  feet  diameter,  to  bore  cannon ;  next  to  this  is  a  shop  with  a 
water-wheel  30  feet  diameter  for  boring  large  cylinders ;  this  is  now 
boring  a  small  cylinder  for  a  steamboat,  which  belongs  to  Roosevelt, 
Chancellor  Livingston,  and  others. 

"  Higher  up  the  stream  is  the  furnaces,  60x50  feet,  with  two  air 
furnaces  capable  of  melting  40  cwt.  of  metal  each,  two  blast  furnaces 
for  melting  and  refining  copper,  with  a  coal  house  and  pattern  shop, 
with  two  foot  lathes ;  all  are  stone  buildings ;  the  stream  affords  a 
head  and  fall  of  16  to  18  feet. 

"  The  large  cylinder  for  the  engine  to  be  used  on  the  banks  of  the 
Schuylkill  at  the  water  works  was  cast  in  two  pieces,  and  united  by 
copper,  the  joint  being  secured  externally  by  a  strong  band  of  cast- 
iron,  eighteen  inches  broad,  weighing  1,200  pounds.  Seven  thousand 
five  hundredweight  of  metal  was  used  for  the  cylinder ;  it  is  six  and 
one-half  feet  long,  and  about  thirty- eight  and  one-quarter  inches  in 
the  bore ;  about  f-inch  throughout  was  at  first  to  be  cut  away ;  one- 
half  inch  has  been  accomplished ;  two  men  are  required  ;  one  almost 
lives  in  the  cylinder,  with  a  hammer  in  band  to  keep  things  in  order, 
and  attend  to  the  steelings  (cutters);  the  other  attends  the  frame  on 
which  the  cylinder  rests,  which  is  moved  by  suitable  machinery ;  these 
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hands  are  relieved,  and  the  work  goes  on  day  and  night;  one  man  is 
also  employed  to  grind  the  steelings;  the  work  is  stopped  at  dinner 
time,  but  this  is  thought  no  disadvantage,  as  to  bore  constantly  the 
cylinder  would  become  too  much  heated ;  the  work  also  stands  whilst 
the  steelings  are  being  changed,  which  required  about  ten  minutes* 
time,  and  in  ten  minutes*  more  work  they  were  dull  again  ;  I  examined 
some  of  them  and  found  them  worn  an  eighth  of  an  inch  in  that  time. 
Three  of  these  steelings  (or  cutters),  about  three  and  one-half  inches 
on  the  edge,  are  fixed  in  the  head  piece  at  one  time.  The  head  piece 
is  a  little  less  than  the  diameter  of  the  cylinder,  and  six  inches  thick, 
secured  upon  a  rod  of  iron  eight  inches  in  diameter,  which  forms  the 
shaft  of  a  water  wheel. 

^'  The  workmen  state  that  the  boring  was  commenced  on  the  ninth 
of  April,  and  had  been  going  on  ever  since,  three  months,  and  about 
six  weeks  more  will  be  required  to  finish  it. 

*'  The  wrought  iron  for  the  flue  of  the  boiler  over  the  fire  will  be 
imported  from  England,  and  is  in  sheets  38  by  32  inches.  That  yet 
made  in  this  country  is  clumsy  stuff  of  different  sizes,  the  largest 
being  36  by  18  inches,  with  rough  edges  which  have  to  be  cut  smooth 
by  the  purchaser. 

^'July  4,  1800.  Signed  (Tnos.  P.  Cope)." 

The  engine  for  which  the  above  described  cylinder  was  being  made 
was  that  put  up  at  the  water  works  on  the  Schuylkill,  at  the  foot  of 
Chestnut  Street. 

"  The  cylinder  was  38|  inches  diameter  and  six-feet  stroke,  and 
drove  a  double  acting  pump  17  J  inches  in  diameter  and  six  feet 
stroke." 

**The  engine,  at  Centre  square,  built  about  the  same  time,  and  at 
the  same  place,  had  a  steam  cylinder  32  inches  diameter  and  six  feet 
stroke,  and  worked  a  double  acting  pump  of  18  inches  diameter  and 
six  feet  stroke,  raising  the  water  into  tanks  about  51  feet  high.** 

^'  In  both  these  engines  the  lever  beams,  the  arms  and  shafts  of  the 
fly  wheels,  the  bearings  upon  which  the  fly  wheels  were  supported, 
the  hot  wells,  the  hot  and  cold  water  pumps,  the  cold  water  cistern, 
and  even  the  external  shell  or  outside  of  the  steam  boilers,  were 
all  made  of  wood.** 

'^  The  boilers  were  rectangular  chests,  made  of  white  pine  planks  five 
inches  thick;  they  were  nine  feet  square  inside  at  the  ends,  and 
fourteen  feet  long  in  the  clear ;  braced  upon  the  sides,  top,  and  bottom 
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with  oak  scantling  ten  inches  square,  the  whole  securely  bolted 
together  by  one  and  a  quarter  inch  rods  passing  through  the  planks. 
Inside  of  this  chest  was  placed  an  iron  fire  box  twelve  feet  six  inches 
long,  six  feet  wide,  and  one  foot  ten  inches  deep,  with  vertical  flues, 
six  of  fifteen  inches  diameter  and  two  of  twelve  inches  diameter ; 
through  these  the  water  circulated,  the  fire  acting  around  them  and 
passing  up  into  an  oval  flue  situated  just  above  the  fire  box,  carried 
from  the  back  of  the  boiler  to  near  the  front,  and  returned  again  to 
the  back,  where  it  entered  the  chimney.  This  fire  box  and  flues  appear 
to  have  been  at  first  made  entirely  of  cast-iron ;  then  a  wrought-iron 
fire  box  was  made,  the  flues  still  being  of  cast-iron ;  this  not  being 
satisfactory  on  account  of  the  unequal  contraction  and  expansion  of 
the  two  metals  causing  leakage,  eventually  wrought-iron  flues  were 
also  put  in," 

"  Great  advantage  was  at  the  time  supposed  to  be  gained  by  the  non- 
conducting powers  of  the  wood,  and  also  by  the  vertical  flues  in  the 
fire  bpx." 

"By  experiments  made  with  the  engines  when  the  above  described 
wooden  boiler  was  in  use,  it  was  recorded  that  the  engine  at  Chestnut 
Street,  on  the  Schuylkill,  whilst  lifting  the  water  to  the  height  of 
thirty-nine  feet,  and  running  at  a  speed  of  sixteen  revolutions  per 
minute,  raised  1,474,500  ale  gallons  of  232  cubic  inches  each,  in 
twenty-four  hours,  with  a  consumption  of  seventy  bushels  of  Virginia 
coal.  And  the  engine  at  Centre  Square,  raising  the  water  fifty- one 
feet,  pumped  962,520  ale  gallons  in  twenty-four  hours,  with  a  con- 
sumption of  fifty-five  bushels  of  the  same  kind  of  coal ;  the  pressure 
of  steam,  in  both  cases,  being  two  and  one-half  pounds  to  the  square 
inch."  Taking  the  weight  of  a  bushel  of  Virginia  coal  to  be  100  lbs., 
these  figures  give  the  duty  of  the  Chestnut  Street  engine  as  4,790,000 
lbs.  of  water  raised  one  foot  high  per  100  lbs.  (one  bushel)  of  coal ;  and 
the  duty  of  the  Centre  Square  engine,  4,091,000  foot-lbs.  The  duty 
of  an  ordinary  steam  pumping  engine  to-day  is  about  80  millions, 
while  the  average  duty  of  the  best  may  possibly  rise  to  90  millions. 
The  great  gain  has  arisen  from  the  use  of  higher  pressure  of  steam 
than  was  practiced  by  Watt. 

*'The  engine  at  the  Schuylkill  was  started  December  22, 1800,  and 
that  at  Centre  Square,  January  27,  1801.  The  contract  for  them 
both  was  made  March  21,  1799,  the  cost  to  be  $30,000.  The  con- 
tractor claimed  that  they  cost  him  $77,192." 
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Mr.  Latrobo  now  furnishes  a  description  of  the  wooden  boilers : 

"  Wooden  boilers  have  been  applied  in  America  to  the  purpose  of 
distilling  for  many  years.  Mr,  Anderson,  whose  improvements  in 
that  art  are  well  known,  appears  to  have  first  introduced  them 
in  America.  But  it  was  found  that  the  mash  had  a  very  injurious 
effect  upon  the  solidity  of  the  wood  :  for  while  the  outside  retained 
the  appearance  of  soundness,  and  the  inside  that  of  a  burnt,  but  hard 
surface,  the  body  of  the  plank  was  entirely  decayed.  It  was  however 
still  to  be  tried  whether  simple  water  and  steam  would  have  the 
same  effect :  and  upon  the  hint  of  Chancellor  Livingston,  our  present 
Ambassador  in  France,  Messrs.  Roosevelt,  Smallman  and  Staudinger 
contrived  the  wooden  boiler,  which  has  been  used  for  all  the  engines 
in  New  York  and  Philadelphia ;  and  not  without  its  great,  though 
only  temporary,  advantages.  The  construction  of  the  wooden  boiler, 
will  be  best  understood,  by  reference  to  the  plan  and  section  of  the 
new  boiler  of  the  engine  in  Centre  Square,  Philadelphia,  which  is  by 
far  the  best  of  those  which  have  been  made.  It  is  in  fact  only  a 
wooden  chest  containing  the  water,  in  which  a  furnace  is  contrfved, 
of  which  the  flues  wind  several  times  through  the  water,  before  they 
discharge  themselves  into  the  chimney.'* 

A  plan  and  two  sections — one  longitudinal  and  one  cross  section — 
of  this  boiler  are  given  in  the  Plate  II — the  three  uppermost  views 
**  from  1801  to  1815.'*  It  will  be  seen  that  it  had  a  flat  fire  chamber 
back  of  the  fire  box,  the  sides  of  which  one  stayed  by  short  tubular 
castings,  forming  water  tubes,  and  from  the  back  end  of  which  an 
oval  up-take  smoke  flue  passed  off — this  oval  smoke  flue  was  carried 
by  a  bend  and  a  return  bend  forward  and  back,  below  the  water  line. 
The  grate  was  3  ft.  long  X  5  ft.  wide  =  15  square  ft.,  while  the 
heating  surface  was  nearly  360  square  ft.  (estimating  top  and  bottom 
of  chjimber). 

*'  This  boiler  differs  from  the  others  \jic.  from  those  previously 
built?]  in  the  addition  of  the  upright  cylinders  of  the  fire-bed,  and 
in  the  elliptical  form  of  its  flues.  The  merits  of  this  boiler  are — that 
as  the  wood,  in  which  the  water  is  contained,  is  a  very  slow  conductor 
of  heat,  a  great  saving  of  fuel  is  thereby  effected ;  especially  as  an 
opportunity  is  afforded,  by  means  of  the  cylindrical  heaters  and  of 
the  length  of  the  flue,  to  expose  a  very  large  surface  of  iron  containing 
water  to  the  action  of  the  fire.  An  idea  of  this  saving  may  be  formed, 
by  the  quantity  of  coal  consumed  by  the  engine  in  the  Centre  Square, 
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which  is  a  double  steam-engine,  the  diameter  of  whose  cylinder  is  82 
inches.  The  power  of  this  engine  is  calculated  to  answer  the  future, 
as  well  as  to  supply  the  present  wants  of  the  city ;  it  is  therefore  kept 
irregularly  at  work,  filling,  alternately,  the  elevated  reservoir,  and 
stopping  during  the  time  which  is  occupied  by  the  discharge  of  the 
water  into  the  city.  It  may,  however,  be  fairly  rated  to  go  at  the 
rate  of  12  strokes,  of  6  feet,  per  minute,  for  16  hours  in  24,  during 
which  time  it  consumes  from  25  to  83  bushels  of  Virginia  coals  of  the 
best  sort.  Of  the  amount  of  the  saving,  I  cannot  venture  to  make  an 
estimate ;  on  account  of  the  great  variety  of  coal  with  which  we  are 
supplied,  much  of  which  is  of  a  very  indiflferent  quality.  That  there 
is  a  great  saving  is  certain ;  and  while  the  wooden  boilers  continue 
steam-tight  (for  that  part  which  contains  the  water  gives  no  trouble), 
they  are  certainly  equal,  if  not  superior,  to  every  other.  The  wood, 
however,  which  is  above  the  water,  and  is  acted  upon  by  the  steam, 
seems  to  lose  its  solidity  in  the  course  of  time ;  and  steam-leaks  arise 
in  the  joints,  and  wherever  a  bolt  passes  through.  The  joint-leaks 
may  for  a  considerable  time  be  easily  stopped,  by  screwing  up  the 
bolts  that  hold  the  planks  together ;  but  it  is  not  so  easy  to  cure  the 
bolt-leaks ;  for  the  bolt,  when  screwed  up,  bends  the  top  or  the  sides 
inwards,  and  forces  new  leaks,  either  along  the  corners,  or  at  some 
other  bolt-hole.  I  do  not,  however,  believe,  that  everything  has  as 
yet  been  done,  which  could  be  done,  to  obviate  these  defects.  A 
conical  wooden  boiler  hooped  would  not  be  subject  to  some  of  them  : 
such  a  one  has  been  applied  by  Mr.  Oliver  Evans  to  his  small  steam- 
*engine.  During  two  years,  which  have  elapsed  since  the  boilers  of 
the  public  engines  have  been  erected,  much  has  been  done  to  improve 
them.  Whether  the  last  boiler  will  prove  as  perfect  in  its  wood-work, 
as  it  is  in  its  furnaces  and  flues,  is  still  to  be  ascertained  by  expe- 
rience.    At  present  nothing  can  work  better. 

**  I  will  only  mention  one  other  circumstance,  the  knowledge  of 
which  may  prevent  similar  mischief. — In  the  first  boiler  erected  in 
Philadelphia,  oak  timber  was  used  to  support  the  sides,  bottom,  and 
top  of  the  boilers,  the  plank  of  which  was  white  pine,  4  inches  thick. 
In  less  than  a  year  it  was  discovered,  that  the  substance  of  the  pine 
plank,  to  the  depth  of  an  inch,  was  entirely  destroyed  by  the  acid  of 
the  oak.  Means  were  then  used  to  prevent  its  further  action,  by  the 
intervention  of  putty  and  pasteboard;  and  in  most  cases  by  substitu- 
ting pine  timbers  in  the  room  of  those  of  oak.'' 
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As  might  be  expected,  great  difficaltj  was  experienced  in  keeping 
these  boilers  steam  tight ;  accordingly,  on  December  1,  1801,  a  boiler 
with  cast-iron  shell,  as  well  as  flues,  was  put  np,  and  another  one, 
also  of  cast-iron,  but  of  different  form,  was  pat  in  use  March 
10,  1803. 

The  first  was  erected  at  Centre  Square.  It  had  a  semi-circular 
top,  the  ends  being  flat ;  the  fire  passed  under  the  boiler  around 
heaters  of  peculiar  construction  and  through  one  flue  of  serpentine 
plan  to  the  front  of  the  boiler.  This  boiler  had  two  sheets  of 
wrought-iron  upon  the  bottom,  just  over  the  fire,  all  the  rest  being 
cast-iron. 

The  second  of  these,  which  was  erected  at  the  works  on  the  Schuyl- 
kill, is  described  by  Mr.  Latrobe  in  the  following  language : 

^'  Within  the  last  few  months,  a  cast-iron  boiler  has  been  put  up, 
at  the  lower  engine,  which  hitherto  exceeds  the  expectation  I  had 
formed  of  the  facility  with  which  steam  is  raised  and  supported  by  it. 
The  engine  is  a  double  steam-engine,  of  40  inches  cylinder,  and  6  feet 
stroke.  The  boiler  has  straight  sides,  and  semicircular  ends ;  it  is 
17  feet  long,  and  8  feet  wide  at  the  bottom ;  and  nineteen  feet  long, 
and  10  feet  wide  at  the  height  of  5  feet  7  inches.  At  this  height,  it 
is  covered  by  a  vault ;  which,  in  its  transverse  section,  is  semicircular ; 
and  in  its  longitudinal  section  exhibits  half  of  its  plan.  The  bottom 
is  concave  every  way;  rising  one  foot  in  the  centre.  The  fire  place 
is  6  feet  long,  and  at  an  average  4  feet  wide ;  and  is  under  one 
extreme  end  of  the  bottom.  The  fire-bed  is  arched,  parallel  with  the  ^ 
bottom,  leaving  a  space  of  one  foot  high,  for  the  passage  of  the  flame. 
At  the  end  opposite  to  the  fire-place,  the  flame  descends  along  the 
bottom  of  the  boiler,  and,  passing  under  an  arch  of  fire-bricks,  which 
protects  the  flanch  of  the  bottom,  strikes  the  side  of  the  boiler  at  its 
extreme  end.  Here  it  enters  a  flat  elliptical  flue,  which,  passing  into 
the  boiler,  follows  its  form,  returning  again  and  coming  out  near  the 
place  at  which  it  entered.  The  entering  part  of  the  flue  is  separated 
from  the  returning  flue,  by  a  partition  of  fire-bricks.  The  flue,  on 
coming  out  of  the  boiler,  turns  short  round,  and  is  carried  round  the 
whole  boiler  until  it  enters  the  chimney ;  *'  as  will  be  more  clearly 
shown  by  referring  to  Plate  II,  where  the  three  lowermost  views  give 
the  plan  and  two  sections. 

"  The  whole  boiler  is  tied  together  internally  by  numerous  braces, 
which  are  forked  and  bolted  together  upon  the  flanches,  and  are 
indispensable  to  prevent  the  boiler  from  bursting. 
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^'  The  boiler  is  composed  of  70  plates  of  iron,  cast  with  flanches, 
and  bolted  together,  so  that  the  flanch  and  bolts  are  within  the  water 
of  the  boiler  wherever  the  flame  touches  it ;  otherwise  they  would  be 
burned  off  in  a  few  days.  The  pieces  are  so  contrived  as  to  be  of 
only  12  different  patterns.  This  boiler  consumed  50  bushels  of  coal, 
and  \  a  cord  of  wood,  while  rolling  iron  12  hours,  at  20  strokes  per 
minute,  and  pumping  water  6  hours,  at  12  strokes  per  minute. 

*^  I  will  only  further  observe,  that  this  boiler  requires  a  very  active 
fireman ;  and  it  is  my  opinion,  that  if  it  were  3  feet  longer,  a  more 
moderate  fire  would  raise  the  same  steam  and  consume  less  fuel.  The 
permanence  of  this  boiler  renders  it  very  superior  to  the  wooden  one ; 
and  the  difference  of  the  consumption  of  fuel  in  each,  in  proportion  to 
the  size  of  the  engine,  is  not  great." 

According  to  Mr.  Graff,  "  The  boilers  heretofore  described  remained 
in  use  at  Chestnut  Street,  Schuylkill,  and  at  Centre  Square,  until 
the  steam  pumping  works  were  started  in  Fairmount  in  1815,  at 
which  time  both  the  Chestnut  Street  and  the  Centre  Square  pumping 
stations  were  discontinued." 

"  In  October,  1807,  a  new  wooden  fly  wheel  shaft  was  put  into  the 
Schuylkill  engine,  and  also  that  at  Centre  Square ;  the  latter  engine 
at  the  same  time  had  a  new  wooden  lever  beam  made,  the  old  ones 
being  found  rotten.  This  latter  engine  had  a  fly  wheel  of  20  feet 
diameter  substituted  for  the  wheel  of  16  feet  diameter,  first  used. 
Neither  of  the  jmrnps  were  originally  provided  with  air  chambers ; 
such  an  appliance  was  put  to  the  Centre  Square  engine,  June,  1810." 

Mr.  Latrobe  says  that  the  want  of  a  valve  on  the  main,  or  of  an 
air  vessel,  '^has  these  disadvantages — as  long  as  the  engine  makes  only 
11  or  12  strokes  per  minute,  no  inconvenience  whatever  is  perceived 
in  working  the  pumps.  But  in  the  engine  in  Centre  Square,  which 
raises  the  water  (in  an  18  inch  pipe)  51  feet,  the  attempt  to  work 
faster  than  12  strokes  per  minute  is  in  vain,  .  •  .  giving  the  engine 
shocks  which  seem  to  endanger  every  part  of  it." 

Mr.  Graff  reports,  ^^  The  expense  of  keeping  the  engines  running 
in  1809  is  reported : 

96,254.86  for  the  Schuylkill  engine, 
and  7,552.87  for  the  Centre  Square  engine. 

(13,807.28  together. 
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'^  The  engine  and  pump  first  pat  in  at  Fairmount,  which  was  started 
to  supply  the  city  September  7,  1815,  was  almost  similar  to  those  at 
Schuylkill  and  Centre  Square  works,  except  that  the  lever  beam  and 
fly  wheel  arms  and  shafts  were  made  of  cast-iron.  They  were  all  on 
the  Boulton  and  Watt  style  of  that  period,  with  poppet  valves  worked 
by  hand  gear  and  tappets. 

'^  The  dimensions  of  this  engine  were :  steam  cylinder  43|  inches 
diameter,  and  six  feet  stroke ;  lever  beam,  cast  in  two  leaves,  was  23 
feet  9  inches  long,  between  centres ;  the  pump  was  double  acting,  20 
inches ■  diameter  and  6  feet  stroke;  the  water  was  raised  102  feet 
above  low  tide;  the  boiler,  as  before  stated,  was  cast-iron." 

"  The  castings  for  the  engine  were  made  by  Samuel  Richards,  at 
Weymouth  Furnace,  and  at  a  foundry  then  situated  within  a  fourth 
of  a  mile  of  Fairmount.  The  price  paid  was,  for  the  cylinder  castings, 
$160  per  ton ;  for  lever  beam,  $120 ;  for  fly  wheel  and  shaft,  $100 ; 
and  for  the  cast-iron  boiler  plates,  $90  per  ton ;  the  weight  of  the 
latter  was  16  tons  12  hundredweight  and  39  pounds." 

"  The  founder  reported  that  the  castings  of  the  cylinder  (which  had 
to  be  cast  with  the  nozzles  for  the  side  pipes  separate)  took  all  the 
metal  that  the  *  Eagle  Works  '  would  hold,  viz.,  35  hundredweight. 

^*  This  engine,  with  steam  at  2\  pounds  above  the  atmosphere,  raised 
2,116,382  United  States  gallons,  with  the  consumption  of  seven 
cords  of  oak  wood ;  the  run  was  for  twenty-four  hours,  but  after  the 
first  eight  hours  it  was  found  difficult  to  keep  the  steam  up  to  2^ 
pounds  pressure,  and  the  engine  finally  stopped  for  want  of  steam  ; 
the  chimney  flue  was  afterwards  enlarged,  and  then  steam  was  carried 
up  to  4  pounds  to  the  square  inch ;  the  engine  cost  $54,341.'* 

^'  The  boiler  at  Fairmount  was  of  cast  iron,  and  of  the  same  plan 
and  internal  arrangement  as  shown  in  the  drawings,  Plate  II,  for 
the  wooden  boiler  of  original  use  at  the  Centre  Square.  Externally 
the  shell  had  a  semi-cylindrical  top,  the  whole  exterior  being  of  cast- 
iron.  This  boiler  continued  in  use  from  the  day  of  commencing  to 
pump  by  steam  at  this  station  (September  7,  1815,  to  January  14, 
1822),  when  steam-power  was  discontinued  and  water-power  waa 
substituted." 

"  At  this  Fairmount  station  Oliver  Evans  erected  the  first  large 
high  pressure  engine  made  by  him." 

^^  It  had  a  steam  cylinder  20  inches  diameter  and  five  feet  stroke, 
with  a  rotating  steam  valve,  worked  by  bevel  gear  wheels,  driven 
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from  the  main  shaft ;  it  had  a  doable  acting  pump  20  inches  diameter 
and  5  feet  stroke ;  the  beam  was  made  of  wood,  and  was  suspended 
at  one  end  upon  vibrating  standards,  the  piston  rod  being  attached 
to  the  other  end  of  the  beam.  The  boilers  were  wrought-iron,  27  feet 
long,  27  inches  diameter,  and  4  in  number,  upon  which  steam  was  at 
times  raised  to  220  pounds  to  the  square  inch." 

"  A  trial  or  test  of  this  engine  of  Oliver  Evans,  for  the  purpose  of 
ascertaining  if  it  would  work  in  conformity  with  requirements  of  con- 
tract^ was  made  on  the  15th  of  May,  1817.  Report  states  that  the 
result  was  not  altogether  satisfactory.  The  actual  performance, 
however,  was  that  it  run  twenty-three  and  a  half  hours ;  filled  the 
reservoir  9  feet  5  inches  deep,  being  equal  to  3,666,021  United  States 
gallons,  maintained  steam  from  194  to  200  pounds  to  the  square 
inch,  and  burned  13  cords  of  oak  wood,  running  at  a  speed  of  22 
revolutions  per  minute," 

"  The  Oliver  Evans  boilers,  with  their  high  pressure,  certainly  did 
not  give  acceptable  final  results.  They  burst  twice — first,  June  20, 
1818,  when  three  men  were  killed  by  the  explosion ;  and  again,  Oct. 
12,  1821,  this  time  without  loss  of  life." 

^'  The  use  of  both  these  Fairmount  engines  was  discontinued  when 
water  power  was  substituted.  They  remained  standing  in  the  build- 
ing (yet  in  existence  at  Fairmount)  until  May  10,  1832,  when  they 
were  sold,  and  soon  after  broken  up  and  removed." 

'^  The  distributing  pipes  at  first  used  in  Philadelphia,  and  which 
continued  in  use  generally  until  1819,  were  made  of  bored  spruce 
pine  logs,  faucet  and  spiggot  ends,  with  the  faucet  end  wrought  iron 
banded.  Although  it  is  probable  that  cast  iron  pipe  was  used  to 
some  extent  before  the  date  given,  for  on  Plate  III  *  is  shown  the 
standard  sizes  adopted  at  that  time,  as  established  by  Frederick 
Grafi*,  Sr.,  then  Chief  Engineer  of  the  Water  Works,  and  is  also 
shown  the  old  stops  used  with  the  wooden  logs,  which  it  will  be  seen 
is  in  general  arrangement  much  like  the  *  globe  valves  '  of  the 
present  day." 

**  And  also  the  fire-plugs  and  stop-cocks  designed  by  Mr.  Graflf  in 
1803  and  1822;  no  fire-plug  or  stop  has  been  invented  since  (to  my 
knowledge)  that  does  not  contain  the  general  principle,  and  almost 
the  mechanical  form,  of  these  early  hydraulic  appliances." 

*  In  the  American  editions  of  "  Nicholson's  Operative  Mechanic,"  1830-31,  will  be 
found  a  table  of  thicknesses  of  iron  in  the  body  and  weights  per  yard  of  pipes,  made 
after  the  scale  shown  on  Plate  III ;  the  scale  itself  is  here  published  for  the  first  time. 
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^^  The  first  of  the  large  water  mains  was  cast  at  the  charcoal  blast 
furnaces  of  Mr.  Samuel  Richards ;  one  of  the  yery  earliest  of  them 
is  to  be  seen  in  the  section  of  the  American  Society  of  Civil  En- 
gineers, at  the  Centennial  Exhibition.  [Attached  to  this  pipe  is  the 
following  inscription :  '^  One  of  the  first  cast  iron  water  mains  made 
in  America,  cast  by  Samuel  Richards,  laid  at  Broad  and  Market 
Streets,  Philadelphia,  June,  1820.  In  constant  use,  53  years ;  made 
according  to  the  specifications  and  system  of  mains,  established  by 
Frederick  Grafi*,  Sen.,  January  26th,  1819.  The  price  paid  for 
these  mains  was  (^-f^  per  lineal  foot,  about  5  cents  per  pound ; 
weight,  each  9  ft.  given  length,  about  1400  pounds."]  It  exhibits 
the  state  of  the  founder's  art  at  the  time  when  it  was  cast,  and  also 
shows  how  durable  such  pipes  are,  when  conveying  the  water  of  the 
Schuylkill,  or  resisting  external  corrosion  from  the  action  of  the  soil 
of  Philadelphia.*' 


GAS    WORKS    ENGINEERING. 


By  Robert  Bkigos,  C.  E. 


[Continued  from  Vol.   cii,   page   199.] 

'^  It  should  be  stated  that  the  figures  and  dimensions  of  parts  of 
apparatus  at  the  Market  street  works  are  from  recollection  of  state- 
ments of  the  foreman  of  the  works,  and  from  memory  of  the  obser- 
vations by  me,  which  were  gathered  in  two  visits  to  the  works,  of 
about  one  hour  each,  and  they  are  not  to  be  accepted  as  accurate 
data,  but  only  as  conveying  to  the  mind  the  relative  idea  of  magnitude, 
within  close  limits,  to  the  facts. 

"  [§  §  Four.'\  It  next  will  be  proper  to  show  what  is  the  approved 
and  best  practice  in  purifying  gas  at  the  present  time  for  the  purpose 
of  comparison  with  that  employed  at  the  Market  street  works. 

''As  noticed  in  the  first  part  of  this  affidavit,  the  earliest  succeas- 
ful  attempt  to  purify  gas  was  by  means  of  lime-water,  and  except  for 
the  difficulty  of  disposing  of  the  foul  water,  it  would  probably  have 
never  been  superseded. 


Digitized  by 


Google 


Oa9  Works  Engineering.  269 

*^  The  wet-lime  process  consisted  in  passing  the  crude  gas  in  small 
streams  or  broad,  thin  sheets  through  a  mixture  of  lime  and  water  of 
the  consistency  of  the  well-known  white-wash. 

'^  The  spent  material  had  (and  has  yet  when  used)  all  the  filthiness 
of  foul-lime  as  usually  made,  iconcentrated  by  about  twice  the  proper^ 
tion  of  objectionable  substances,  added  to  which  is  the  absorbed  am^ 
monia  in  the  watery  portion,  and  the  whole  is  liquid,  so  that  it  must 
be  run  oflF  from  the  works. 

**  The  labor  attending  the  purifying  of  the  gas,  however,  after  the 
stirrers,  yats,  etc.,  are  once  established,  is  quite  as  little  as  is  de- 
manded by  the  later  process  of  dry  lime,  and  the  purified  gas  result- 
ing is  excellent.  Although  the  dry-lime  process  was  introduced  in 
England  as  early  as  1815,  it  was  quite  thirty  years  before  it  super- 
seded generally  the  wet-lime  one  in  the  United  Kingdom ;  and,  in 
1850,  in  this  country,  the  opinion  of  most  the  gas-works  managers 
(then  comparatively  few  in  number)  was  as  decidedly  against  the 
feasibility  of  purifying  by  dry  lime,  as  a  similar  opinion  was  against 
oxide-of-iron  processes  in  1850. 

"  Professor  Chandler  says  the  wet-lime  process  is  yet  in  use  at 
Cork,  Ireland,  and  it  is  probably  also  in  use  in  a  few  other  places  in 
the  kingdom. 

^'  In  this  country,  I  think  that  it  is  only  at  Boston  that  it  continues 
to  be  used,  and  the  managers  of  the  works  are  yet  well  satisfied  with 
the  resulting  quality  of  the  gas.  I  learn  from  Mr.  W.  W.  Greenough, 
the  agent  and  treasurer  of  the  Boston  Gas-Works,  ^  that  the  foul- 
lime  water  after  use  in  the  purifiers  is  run  into  a  close  tank,  without 
any  exposure  to  the  air,  where  it  is  allowed  to  settle  and  the  water 
drained  off  into  a  dock  or  tank,  where  it  is  again  retained  and  still 
further  clarified,  almost  all  the  lime  remaining  in  the  dock.'  It  can 
be  averred,  without  much  exaggeration,  that  the  discharge  of  any  foul 
water  into  the  harbor  of  Boston  will  not  materially  increase  its  vile- 
ness. 

^^  The  invention  of  Hills',  of  oxide  of  iron  as  a  purifying  agent, 
was  at  once  seized  upon  by  British  gas-makers;  some  paid  the  claimed 
royalties,  others  used  the  material  and  defended  themselves,  and 
many  an  expensive  lawsuit  followed.  Hills  had  the  satisfaction  Of 
winning  and  obtaining  some  remuneration,  and  at  the  expiration  6i 
his  patent  his  method  was  so  well  established  that  none  of  the  larger 
gas-works  neglected  to  adopt  it,  and  since  that  time  no  considerable 
works  have  been  built  in  Great  Britain  using  lime  purification  alone. 
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It  always  happens  that  during  the  existence  (life)  of  any  original 
patent  no  improvement  is  apparently  made.  This  fact  arises  from  the 
want  of  interest  by  those  who  use  the  patent,  in  the  publication  of 
what  they  individually  are  accomplishing,  or  improving  upon,  in  their 
practice ;  and  it  followed  in  this  case,  as  in  others,  that  when,  in 
1863,  Hill's  patent  expired,  there  was  little  record  available  in  this 
country,  describing  the  details  of  its  use,  although  the  process  had 
met  nearly  universal  adoption.  I  was,  therefore,  in  1866,  glad  to 
avail  myself  of  the  opportunity  to  see  how  far  the  oxide  of  iron  pro- 
cess succeeded,  and  to  examine  the  methods  of  use.  Taking  one  of 
the  larger  works  in  the  kingdom,  under  management  of  the  highest 
reputation,  for  an  example ;  I  found  at  the  Pagoda  works  of  the 
Birmingham  and  Staffordshire  Gas-Light  Company,  Mr.  Hugh  Young, 
manager,  the  process  of  purification  was  as  follows : — First,  5  a  single 
purifier  with  one  wooden  screen  only,  on  which  was  two  inches  of 
sawdust  wet  with  weak  sulphuric  acid.  After  this  the  ammonia  test 
was  perfect ;  a  paper  each  month  [constantly  exposed]  being  taken 
to  show  for  that  month  of  exposure  at  the  meter  no  ammonia  was 
present  [had  been  passed].*  *Next  followed  for  the  removal  of 
sulphur,  a  set  of  four  purifiers,  three  of  the  number  being  in  use  for 
the  purpose  at  any  one  time ;  each  of  these  purifiers  had  two  trays 
of  oxide  of  iron,  each  seven  inches  deep,  [the  oxide]  lasting  one  week 
without  changing  [any  one  of  the  purifiers  being  thus  changed  each 
three  weeks,]  and  then  requiring  three  days*  exposure  for  revivifica- 
tion, the  oxide  of  iron  answering  for  three  or  four  months  before 
chemical  change  to  sulphate  [?]  is  effected  to  so  great  an  extent  as  to 
impair  its  action,  it  is  then  sent  to  the  chemical  works  to  be  used  in 
the  manufacture  of  sulphuric  acid.  In  the  bottom  of  these  purifiers 
is  placed  one  tray  of  two  inches  of  hydrate  of  lime  [dry  lime  as 
ordinarily  used],  which  in  the  same  time  becomes  snow-white  carbon- 
ate by  affinity  with  carbonic  acid,  this  lime  improves  the  gas  two 
candles.' 

"This  was  my  first  personal  observation  of  the  use  of  oxide  of  iron, 
and  my  time  being  limited,  I  visited  no  other  works ;  but  after  my 
return  to  America  in  March,  I  made  it  a  matter  of  great  urgency 
upon  managers  of  works  in  this  country,  to  adopt  the  same  or  a  similar 
process ;  both  to  avoid  nuisance  and  reduce  the  cost  of  purifying — 
without  success,  however. 
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^*  In  January,  1870,  I  again  visited  thesam^  works  and  found  some 
-changes,  which  I  communicated  to  my  friends  in  this  country,  as  fol- 
lows : — '  The  purification  is  oxide  of  iron  (red  hematite  ore  from  the 
hank  crushed  to  powder,  with  one-third  its  bulk  of  sawdust) ;  one  ton 
of  ore  is  used  for  each  five  millions  of  gas.  Surface  of  oxide  in  puri- 
fiers, one-half  what  I  use  for  lime  purification,  and  the  duration  be- 
fore revivification  four  to  six  times  as  long  as  is  usual  for  the  lime  to 
become  foul.  The  layers  of  oxide  used  are  six  inches  to  eight  inches 
deep  in  the  boxes,  but  the  oxide  must  be  spread  about  two  or  three 
inches  thick  on  the  revivifying  floor.  No  offensive  odor  is  exhaled 
at  any  time  by  the  oxide  of  iron.  Of  course,  the  pressure  on  the 
purifiers  is  heavy — fourteen  inches  of  water  column  in  all.  The  seals 
of  the  boxes  are  two  feet  deep  and  the  boxes  four  feet  three  inches 
deep,  and  three  layers  of  oxide  are  used. 

"  '  The  arrangement  is  a  pair  of  ammonia  purifiers,  16'  by  16'  by 
3'  or  4  feet,  one  of  which  is  used  alternately  for  removal  of  ammonia 
from  the  gas,  giving  to  two  sets,  of  four  each,  oxide  purifiers,*  20'  by 
20'  by  4'  3"  (of  these  oxide  purifiers  only  three  of  each  operate  at 
once),  and  the  gas  from  these  two  sets  to  one  (of  a  pair  of)  carbonate 
purifiers  16'  by  16'  by  3'  or  4'.  In  the  ammonia  purifier,  sawdust, 
damped  with  sulphuric  acid,  was  used ;  one.  of  them  is  emptied  once 
in  three  weeks.  With  this  precaution  the  ammonia  test  is  absolutely 
perfect.  The  sawdust  is  supplied  and  removed  for  nothing.  A  lime- 
purifier  is  changed  each  three  or  four  weeks,  and  the  removal  of  car- 
bonic acid  was  nearly  perfect  at  all  times.  The  lime  could  be  re- 
burned,  but  the  farmers  took  it  away  at  prices  which  paid  for  new- 
burnt  lime.  The  sulphur-test  was  below  inspection  allowance  always, 
and  the  gas  was  sixteen  candles.  There  is  no  secret,  mystery  or 
trouble  with  oxide-of-iron  purification.' 

^^  These  works  are  about  half  the  size  of  the  Philadelphia  works. 
There  are,  or  were,  two  companies  in  Birmingham ;  but  the  district 
of  the  Birmingham  and  Staffordshire  Gas  Company  is  down  in  my 
notes  as  thirty  miles  extreme  length,  and  ten  miles  extreme  width, 
with  three  principal  works,  and  a  make  of  one  thousand  millions  per 
annum ;  and  with  over  three  hundred  miles  of  connected  mains. 

^^  In  the  Paris  6as  Works,  at  La  Yillette,  the  material  known  as 
^  Laming  process '  is  in  use,  being  a  mixture  oi  prepared  oxide^^ihKt, 
is,  oxide  of  iron  made  from  copperas  (sulphate  of  iron),  wood  cut- 
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tings  from  a  planing  machine,  and  slaked  lime  in  proper  proportions* 
I  find  notes  of  this : —  *  *  *  4  r^\^^  revivifying-room  was  strong 
with  pure  ammonia,  but  there  was  not  the  least  offensive  smell  in  all 
the  works.*     *     * 

"  It  would  be  possible  for  me  to  quote  from  my  notes  the  process 
and  a  description,  with  proportions  of  the  apparatus  for  purifying,  at 
several  works,  in  London  particularly,  but  it  would  only  exhibit  a 
repetition  of  the  same  general  facts,  and  it  is  sufficient  to  say  here 
that  all  my  observation,  with  the  best-known  works,  failed  to  impress 
me  any  more  favorably  than  those  at  Birmingham  did.  Since  1870, 
the  progress  of  coal-gas  making  has  changed  very  little,  but  numer- 
ous publications  have  been  made,  in  which  the  actual  practice  of  gas 
purification  with  oxide  of  iron  and  its  adjuncts  has  been  well  described ; 
accompanied,  to  be  sure,  by  more  brilliant  notices  of  schemes,  which 
make  it  difficult  for  a  practical  man  to  distinguish  between  real  per- 
formance and  projected  expectation. 

"  The  introduction  of  the  use  of  oxide-of-iron  purification  in  the 
works  of  the  United  States  is  yet  very  rare,  but  for  some  two  or 
three  years  back  the  system  has  been  employed  at  the  '  New  York ' 
Gas  Works  in  New  York  City,  where  a  patent  mixture  of  St.  John 
and  Cartwright  is  in  use,  and  also  more  recently,  at  the  Mutual  Qas 
Works,  another  oxide-of-iron  mixture  is  used,  which  is  understood  to 
be  under  another  patent  or  to  be  a  secret.  On  the  17th  of  February 
last  I  visited  these  works. 

"At  the  'New  York'  Gas  Works,  which  are  located  on  Avenue  A 
and  East  Seventeenth  street,  (occupying  two  or  three  blocks  or  parts  of 
blocks,  on  or  near  the  East  river),  I  found  the  ordinary  construction  of  a 
modern,  well-planned  gas  works.  The  operations  of  the  works  were 
transacted  with  usual  care,  order,  and  with  much  regard  to  avoid  or 
prevent  any  nuisance.  The  several  settings  of  benches  I  was  told, 
aggregated  eight  hundred  retorts,  (18"  by  23"  by  9'),  and  two  hun- 
dred and  sixty  pounds  of  coal  was  used  with  five  changes  in  twenty- 
four  hours.  It  was  at  these  works  that  I  first  saw  the  mechanical 
charger  before  referred  to.  The  emanations  from  coke-quenching^ 
and  retort  opening  and  charging,  escaped  at  the  ventilators,  but  as  the 
works  are  on  the  level  of  the  adjoining  streets,  the  steam  and  smoke 
ascends  and  is  dissipated  so  as  to  avoid  cause  of  complaint. 

(To  be  continued.) 


Digitized  by 


Google 


Hofmann — Development  of  the  Chemical  Arts.  278 

ON    THE    DEVELOPMENT    OF    THE    CHEMICAL    ARTS 
DURING  THE  LAST  TEN  YEARS.* 

By  Dr.  A.  W.  Hofmann. 

From  the  Chemical  News. 
[Continued  from  Vol.  cii,  page  144.] 

Bettendorf  t  prepares  pure  hydrochloric  acid  by  utilizing  the  fact 
that  arsenious  acid  in  a  concentrated  hydrochloric  solution  is  thrown 
down  by  protochloride  of  tin  as  a  brown  precipitate  composed  of 
arsenic  with  1*5  to  4  per  cent,  of  tin.  He  mixes  the  concentrated 
acid  with  a  concentrated  solution  of  stannous  chloride,  filters  ofi*  the 
precipitate,  and  distils,  thus  obtaining  an  acid  perfectly  free  from 
arsenic. 

This  is  confirmed  by  Mayrhofer.^  but  Hager||  adds  that  if  all  the 
arsenic  is  not  removed  by  filtration,  the  distillate  again  becomes 
arseniferous.  Dietz  treats  the  hydrochloric  acid  with  sulphuretted 
hydrogen,  whilst  Engel  employs  hyposulphite  of  potassium  for  the 
same  purpose.  Of  all  these  processes  that  of  P.  W.  Hofmann  is 
probably  the  only  one  used  on  a  large  scale.  The  pure  hydrochloric 
acid  required  in  the  sugar  manufacture  is  chiefly  prepared  in  certain 
small  establishments  which  make  their  sulphuric  acid  from  sulphur, 
or  which  have  at  command  non-arseniferous  pyrites,  e,  g.,  at  Saarau, 
in  Silesia. 

Chlorine  and  Chloride  of  Lime. — By  far  the  larger  portion  of  the 
hydrochloric  acid  evolved  in  Leblanc's  soda  process  is  utilized  in  the 
preparation  of  chlorine  as  an  intermediate  product  in  the  manufacture 
of  chloride  of  lime.  As  is  well  known,  the  native  peroxide  of  man- 
ganese (pyrolusite)  has  long  been  employed  for  this  purpose.     As 

*  **  Bench te  fiber  die  Entwickelang  der  Chemischen  Industrie  Wahrend  des  Leizteo 
Jahnehends.'* 
t  Bettendorf,  Din^l.  Pol.  Joum.,  cxciv.,  263.     Wagner,  Jakretber,,  1869,  219. 

I  Mayrhofer,  Ann.  Chem.  Pharmacie,  clviii.,  326. 

II  Hager,  Wagner  Jahretber.y\^12,  2^2. 
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long  as  this  mineral  was  to  be  found  in  sufficient  quantity  there  was 
no  occasion  to  seek  out  any  substitute.  By  degrees  the  manganese 
mines  became  less  productive,  the  samples  in  the  market  grew  poorer 
in  the  effective  ingredient,  peroxide  of  manganese,  and  the  prices 
became  higher.  Hence,  on  the  one  hand,  experiments  became  neces- 
sary to  re- convert  the  chloride  of  manganese — the  residue  from  the 
production  of  chlorine — into  peroxide,  in  order  thus  to  reduce  the 
outlay  for  manganese  and  to  bring  back  a  useless  and  troublesome 
residue  into  industrial  circulation ;  on  the  other  hand,  attempts  were 
made  to  produce  chlorine  without  the  intervention  of  manganese. 

The  first  procedure  for  the  regeneration  of  manganese  from  its 
residues  which  has  met  with  a  practical  application  is  that  of  Dunlop; 
the  chloride  of  manganese  being  decomposed  by  carbonate  of  lime, 
and  steam  at  a  pressure  of  from  2  to  4  atmospheres,  and  the  carbon- 
ate of  manganese  thus  formed  being  heated  to  800°  to  400°  C.  This 
procedure  was  carried  out  in  the  colossal  establishment  of  Messrs. 
Tennant,  at  Glasgow,  but  has  not  been  generally  adopted  among 
manufacturers  of  chlorine.  It  requires  costly  plant,  without  accom- 
plishing the  required  object — a  perfect  regeneration  of  the  manganic 
oxide.  An  improvement  on  this  process,  although  not  industrially 
available,  was  that  of  Clemm,*  who  substituted  carbonate  of  magnesia 
for  chalk.  From  the  magnesium  chloride  formed  by  the  decomposi- 
tion of  the  manganese  chloride  he  liberated  hydrochloric  acid  by 
means  of  superheated  steam,  whilst  the  magnesia  simultaneously 
formed  was  again  applicable  for  the  precipitation  of  fresh  quantities 
of  manganese  solutions.  This  method,  therefore,  provided  for  the 
regeneration  of  the  chlorine  united  with  the  manganese,  which  in 
Dunlop's  original  process  was  lost  in  the  almost  useless  form  of 
chloride  of  calcium.  A  method  of  regenerating  manganese,  very 
advantageous  under  certain  circumstances,  has  been  devised  by  P.W. 
Hofman,  and  has  been  successfully  introduced  in  the  works  at  Dieuze, 
and  in  certain  German  establishments.  The  inventor  combines  the 
regeneration  of  manganese  in  a  successful  manner  with  that  of  sul- 
phur.f  Hofmann  precipitates  the  solution  of  manganese  with  the 
yellow  polysulphides  of  calcium  obtained  by  the  lixiviation  of  vat 
waste  after  prolonged  exposure  to  the  air.     The  manganese  sulphide 

*  Clemm,  Dingl.  Pol.  Joum.^  clxxiii.,  128. 

f  Compare  Dr.  F.  Tiemann^B  remarks  on  the  utilization  of  soda  residues  in  a  subse- 
quent part  of  the  present  report. 
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thus  obtained,  containing  57'5  per  cent,  of  sulphur,  is  burnt,  a  part 
of  the  sulphur  being  recovered  as  sulphurous  acid  and  conducted  into 
the  chambers.     The  residue  is  heated  with  nitrate  of  soda  (1  mol.  to 

1  atom  of  manganese  in  the  residue),  and  thus  converted  into  a 
higher  oxide  of  manganese,  which  is  then  transferred  to  the  chlorine 
stills  as  a  manganese  of  55  per  cent.  Oxides  of  nitrogen  are  evolved 
at  the  same  time,  which,  with  the  aid  of  water  and  air,  can  be  con- 
densed as  nitric  acid.     The  peroxide  thus  obtained  consumes,  indeed, 

2  to  8  per  cent,  more  hydrochloric  acid  than  native  manganese,  but 
is  much  more  readily  soluble. 

Passing  over  other  attempts  at  the  same  object,  we  may  mention, 
as  a  curiosity,  one  process  which  proves,  at  least,  how  intense  has 
been  the  desire  to  regenerate  manganese.  Esquiron  and  Gouin  make 
the  ingenious  proposal  to  revivify  manganese  residues  for  the  pre- 
paration of  chlorine  by  means  of  chloride  of  lime  ! 

Regeneration  of  Manganese  according  to  Weldon.  —  Recently 
Weldon  has  completely  succeeded  in  attaining  the  object  aimed  at  by 
so  many.  C.  Binks  and  J.  Macquen  *  had  previously  sought  to  re- 
vivify the  chloride  by  precipitating  it  with  the  quantity  of  hot  milk 
of  lime  needful  for  decomposition,  passing  a  current  of  hot  air 
through  the  liquid,  and  utilizing  the  precipitate  thus  converted  into 
higher  oxides  in  place  of  fresh  manganese.  But  Weldon  was  the 
first  who  succeeded  in  making  the  process  technically  applicable. 
His  most  essential  improvement  consists  in  the  point  that  he  uses  not 
a  sufficient  quantity  of  milk  of  lime,  but  an  excess.  Considering  the 
importance  which  Weldon's  process  for  the  regeneration  of  manganese 
has  already  attained  in  the  modern  manufacture  of  chlorine,  since  its 
commercial  value  is  fully  proved  by  its  introduction  in  many  estab- 
lishments, especially  in  England,  it  may  be  considered  permissible  to 
describe  its  principles  at  greater  length  than  the  procedures  already 
mentioned.  The  following  account  is  founded  partly  on  Mr.  Weldon's 
paper  in  the  Chemical  News  (vol.  xxii.,  p.  145),  and  partly  on  his 
letter  to  Dr.  A.  W.  Hofmann,  dated  March  12th,  1874. 

Whilst,  according  to  Weldon,  hydrated  manganous  oxide  diffused 
in  water  can  be  only  oxidized  to  manganic  oxide,  Mn^Oj,  by  forcing 
oxygen  through  the  paste,  it  is  possible,  in  the  presence  of  lime  or 
magnesia  in  excess,  to  convert  the  whole  of  the  manganese  into  per- 

*  Technologiate,  1862,  Sept.  27.      Wagner,  JahresbeHchte,  1862,  237. 
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oxide.  The  latter  remaius  united  with  the  lime  as  a  compound^ 
CaOjMnOj,  or  OaMnO,,  calcium  manganite.  This  may  be  regarded 
either  as  an  analogue  of  the  hjdrated  peroxide  of  manganese,  or  as 
manganic  oxide,  MnjO,,  in  which  an  atom  of  manganese  is  replaced 
by  lime.  Hence  it  follows  that  1  mol.  calcium  manganite  requires 
exactly  as  much  hydrochloric  acid  in  the  preparation  of  chlorine  as  1 
mol.  of  Mn^Oj.  Nevertheless  it  is  advantageous  to  oxidize  the  man- 
ganous  oxide  with  the  aid  of  lime,  since,  in  the  first  place,  the  same 
amount  of  manganese  performs  double  the  duty  as  if  it  had  only 
been  converted  into  manganic  oxide ;  and,  secondly,  the  oxidation  is 
effected  with  far  greater  ease  in  presence  of  an  excess  of  lime.  This 
is  probably  because  manganous  oxide  is  somewhat  soluble  in  pure 
water  or  in  solution  of  calcium  chloride,  and  thus  retards  the  oxida- 
tion. At  least  it  has  been  experimentally  proved  that  salts  of  man- 
ganese decidedly  retard  the  progress  of  oxidation.  If,  on  the  other 
hand,  there  is  an  excess  of  lime,  a  brown  solution  of  calcium  man- 
ganite is  rapidly  formed,  which,  as  experiments  prove,  greatly  accel- 
erates the  absorption  of  oxygen  by  the  deposit  of  manganous  oxide* 
Latterly,  however,  it  has  been  found  possible  to  complete  the  oxi- 
dation of  the  manganese  by  an  increased  current  of  air  along  with 
an  increased  dose  of  lime.  Under  these  circumstances  we  may 
assume  the  formation  of  an  acid  manganite,  CaMnOjfHjMnOj.  In 
fact,  in  exceptionally  successful  operations,  calcium  manganite  has 
been  obtained  in  which  only  1  mol.  of  lime  was  present  and  2  mols. 
peroxide  of  mtmganese.  In  most  cases  the  manganese  paste  haa 
the  following  composition : 

0-80  =  MnOj. 
0-20  =  MnO. 
0-28  =  CaO. 

That  the  lime  in  the  paste  is  chemically  combined,  and  does  not 
exist  as  a  mere  admixture,  may  be  inferred  because  the  product  is 
perfectly  neutral,  and  because  lime  cannot  be  withdrawn  from  it  by  a 
solution  of  sugar.  The  manganous  oxide  can  also  be  oxidized  by  air 
when  the  lime  is  replaced  by  baryta,  strontia,  or  soda. 

On  a  practical  scale  the  process  is  carried  out  as  follows  : — The 
manganese  liquor  from  the  chlorine  stills  is  let  off  into  tanks  provided 
with  agitators.  In  these  it  is  treated  with  finely-divided  carbonate 
of  lime,  to  neutralize  the  free  acid  and  to  throw  down  any  iron  which 
may  be  present  as  oxide.    The  liquid  is  then  pumped  off  into  settling- 
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yats,  in  which  it  is  left  to  become  clear.  Hence  the  clear  neutral 
solution  is  run  into  the  oxidizer — an  iron  cylinder,  3*66  metres  in 
diameter  and  6*61  in  height.  Into  this,  near  the  bottom,  opens  a 
narrow  pipe  which  convejs  steam,  and  one  or  more  wider  air-pipes. 
After  the  liquid  has  been  heated  to  55° — 75°  by  a  current  of  steam, 
milk  of  lime,  prepared  from  finely-sifted  hydrate  of  lime,  is  run  in 
as  rapidly  as  possible,  while  air  is  simultaneously  forced  in  until  no 
manganese  can  be  detected  in  the  filtrate.  This  occurs  when  not  only 
all  the  manganese  is  converted  into  manganous  oxide,  but  when  an 
excess  of  hydrate  of  lime  is  already  present.  For  this  purpose  1*15 
to  1-45  mols.  lime  are  required  to  1  mol.  manganese. 

Whilst  air  is  continually  introduced  so  much  lime  is  added  that 
altogether  1*5  to  1-6  equiy.  of  lime  may  be  present  per  1  equiv. 
manganese,  so  that,  deducting  the  lime  necessary  to  form  chloride  of 
calcium,  only  about  ^  equiv.  of  line  may  be  present  to  1  equiv.  of 
manganese  in  the  mud  produced.  This  is  at  first  white,  but  becomes 
gradually  black  as  air  is  constantly  introduced.  For  the  charge  of  a 
cylinder  to  yield  2500  lbs.  manganese  there  are  required,  for  perfect 
oxidation,  about  4956  cubic  metres  of  air  and  five  hours  time ;  per  lb. 
MnOj  1'982  cubic  metres  of  air  are  therefore  requisite,  of  whose 
oxygen  14*8  per  cent,  is  actually  utilized. 

After  completed  oxidation  the  black  manganese  mud  is  passed  into 
setting  vats,  in  which  it  is  allowed  to  deposit  until  its  volume  can  be 
reduced  one-half  by  syphoning  off  the  supernatant  solution  of  chloride 
of  calcium.  The  mud  thus  concentrated  contains  about  141  lbs.  per- 
oxide of  manganese  per  cubic  metre,  and  is  let  off  into  suitable  vessels 
for  the  production  of  chlorine. 

The  advantages  of  Weldon*s  process,  according  to  the  inventor, 
are : — The  consumption  of  muriatic  acid  is  smaller  than  when  native 
manganese  is  employed,  so  that,  at  least  in  England,  4  tons  chloride 
of  lime  can  be  produced,  on  Weldon's  process,  with  the  same  quantity 
of  acid  which  is  required  for  3  tons  on  the  old  process.  In  Germany 
and  the  Continent  altogether,  the  proportion  may  be  less  favorable, 
since  the  English  method  of  developing  chlorine  in  large  stills  by  the 
introduction  of  steam  is  less  economical  than  the  Continental  proced- 
ure in  which  small  chlorine  stills  are  heated  externally.  But  even 
on  the  Continent  the  balance  of  the  consumption  of  acid  is  in  favor 
of  Weldon's  process.  The  consumption  of  muriatic  acid  per  ton  of 
chloride  of  lime  is  3301  kilos,  at  21°  B. 
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A  second  advantage  of  the  process  is  that  the  residues  consist  of  a 
perfectly  neutral  solution  of  chloride  of  calcium,  whilst  on  the  old 
process  they  consist  of  the  more  dangerous  acid  manganese  solution 
and  of  solid  residues  not  easy  to  remove  from  the  stills. 

The  labor  required  in  Weldon's  process  is  less  than  the  old  proced- 
ure, and  the  men  are  less  injured  by  chlorine.  For,  since  the  agents, 
manganese  mud,  milk  of  lime,  and  muriatic  acid,  and  also  the  residues 
are  all  liquids,  it  is  no  longer  necessary  to  open  the  stills  and  remove 
the  solid  residues.  Hence  every  occasion  for  polluting  the  air  of  the 
still-house  by  the  introduction  of  chlorine  is  obviated.  The  stills  are 
charged  and  emptied  by  simply  opening  cocks. 

(To  be  continued.) 


PHYSICS   OF    THE    ETHER. 

By  S.  ToLVER  Preston. 

[With  some  hesitation,  and  at  considerable  inconvenience,  we  have 
felt  required  to  make  room  for  the  following  reply  by  Mr.  Preston  to 
a  review  of  his  book  which  appeared  in  the  June  and  July  numbers  of 
our  Journal.  In  handing  the  work  to  our  correspondent  for  notice, 
we  had  no  expectation  of  having  to  publish  more  than  some  half  a 
dozen  pages ;  and  we  fear  that  a  very  small  number  of  our  readers 
will  take  much  interest  in  a  discussion  so  purely  theoretical  in  charac- 
ter. In  the  interests  of  "  fair  play  *'  we  could  not,  however,  graciously 
refuse  Mr.  Preston  a  hearing ;  although  we  have  been  compelled  to 
abbreviate  by  omitting  some  amplifications  and  illustrations  of  his 
views,  to  be  found  substantially  in  his  book. — Ed.] 

Since  a  review  of  my  work  ("Physics  of  the  Ether'')*  has  appeared 
in  your  valuable  Journal  (in  two  consecutive  numbers  for  June  and 
July),  and  since  the  reviewer  has  put  a  construction  upon  certain 
points  in  the  work  which  would  convey  an  impression  diflFerent  from 
what  I  had  intended,  I  am  sure  therefore  you  will  do  me  the  justice 
of  allowing  me  to  point  this  out,  and  also  to  notice  a  few  of  the  salient 
objections  brought  forward  by  the  reviewer — lest  my  silence  might 
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be  misinterpreted.  First  at  page  410  of  the  June  number  of  your 
Journal,  the  reviewer  quotes  the  following  passage  from  my  work 
(page  33,  §  48).  "A  molecule  of  matter  surrounded  by  the  ether 
cannot  possibly  be  in  motion  without  disturbing  the  ether,  and  thereby 
giving  up  a  dissipating  continually  its  motion  in  the  surrounding 
ether.'*  Then  the  reviewer  referring  to  the  experimental  fact  observed 
by  Dr.  Guthrie  of  the  attraction  of  a  piece  of  card  by  a  vibrating 
tuning  fork,  remarks  as  follows. — "The  tuning  fork  expending  its 
motion  on  the  resisting  air  in  order  to  produce  a  mechanical  effect  on 
the  suspended  card,  could  not  continue  its  vibrations  a  single  minute, 
did  not  Mr.  Guthrie  stand  by  with  his  violin  bow  to  excite  the  motion. 
But  where  is  the  '  prime  motor '  to  fiddle  the  molecule  into  continued 
activity  ?  "  My  answer  to  this  is  that  the  sun  is  the  prime  motor  or 
agent  concerned  in  maintaining  the  vibrations  of  the  molecule — and 
this  I  show  in  the  same  paragraph  of  my  book  as  follows :  (§  48)  "  It 
follows  therefore  from  this  that  the  motion  of  molecules  which  is 
being  continually  dissipated  in  the  ether  must  be  sustained  by  some 
external  source  of  motion,  or  otherwise  the  motion  of  molecules  would 
soon  cease.  This  is  illustrated  by  the  known  fact  that  the  motion  of 
molecules  is  sustained  by  the  sun,  it  being  an  important  fact  to  observe 
that  the  character  of  the  sustaining  motion  is  a  vibratory  or  wave 
motion  traversing  the  ether.*' 

Considering  that  the  relatively  almost  infinitesimally  feeble  vibra- 
tions of  masses  (such  as  tuning  forks,  etc.)  have  been  observed  to 
produce  distinct  phenomena  of  "attraction"  and  "repulsion" — may  it 
not  rather  be  asked  how,  considering  the  enormous  vibrating  energy 
of  molecules,  the  teaching  of  such  facts  can  be  consistently  ignored  ? 
Can  a  different  kind  of  reasoning  be  applied  to  a  molecule  than  to  a 
mass,  or  can  the  scale  or  dimensions  of  the  vibrating  portion  of  matter 
affect  the  reasoning  ?  Is  it  not  also  important  to  draw  deductions 
from  experimental  facts,  or  not  to  neglect  the  teaching  of  nature  ? 
The  reviewer  says  that  I  build  entirely  on  the  "sandy  foundation"  of 
the  experiments  of  Dr.  Guthrie.  It  may  be  reasonably  asked,  with 
what  propriety  a  foundation  of  experimental  fact  can  be  termed 
a  "  sandy  foundation  ?  " 

The  reviewer  further  remarks  that  I  recognize  "no  such  action  as 
a  fall  in  nature."  I  can  only  say  that  this  is  not  really  the  fact, 
as  for  example  at  page  122  of  my  work,  I  state — "  There  are  certain 
known  facts  which  would  tend  to  the  conclusion  that  the  action  of  the 


Digitized  by 


Google 


280  Chemisttyy  Physics,  Technology,  etc. 

ether  in  ^  gravitation  '  was  the  main  physical  cause  concerned  in  the 
original  development  of  the  sun's  heat." 

Another  important  consideration  is  that  in  accordance  with  the 
theory  of  ^'action  at  a  distance,"  all  the  molecular  actions  such  as 
"cohesion,"  "chemical  attraction,"  etc.,  must  be  assumed  to  exist 
whether  the  molecules  of  matter  are  in  motion  or  not  in  motion  (».  €• 
at  the  absolute  zero),  and  so  by  the  cooling  down  of  the  sun,  the 
matter  forming  it  must  be  assumed  in  accordance  with  this  theory  to 
be  irrevocably  locked  together  by  forces  which  preserve  their  full 
intensity  even  at  the  absolute  zero  (or  by  the  cessation  of  molecular 
motion). 

Now  by  a  reference  of  the  molecular  distant  actions  to  the  mole- 
cular vibrations,  or  by  recognizing  that  molecular  motion  is  concerned 
in  the  molecular  actions,  or  that  these  actions  are  simply  dependent 
on  and  determined  by  molecular  motion,  then  it  is  at  least  so  far 
certain  that  at  the  absolute  zero  of  temperature  or  at  the  cessation  of 
molecular  motion,  all  molecular  action  would  cease  to  exist.  It  cer- 
tainly is  not  implied  that  this  solves  the  problem  as  to  the  possible 
separation  of  matter  at  a  low  temperature  or  the  possible  renewal  of 
activity ;  but  at  least  it  may  be  said  that  the  cessation  of  the  force 
which  locks  matter  together  is  the  main  key  to  render  an  eventual 
separation  possible — also  as  I  have  pointed  out  in  my  work,  the  enor- 
mous quantity  of  disintegrated  and  dispersed  matter  known  to  exist 
in  the  form  of  meteoric  systems,  as  dust,  etc.,  deserves  at  least  recog- 
nition as  possibly  affording  physical  evidence  of  a  disintegration  of 
matter  affecting  itself  at  a  low  temperature,  or  in  portions  of  space 
far  removed  from  the  sun's  influence.  It  at  least  appears  difficult  to 
account  for  the  origin  of  such  vast  quantities  of  disintegrated  matter 
in  space  unless  some  such  cause  as  the  above  was  at  work. 

The  reviewer  (page  407)  appears  to  find  a  difficulty  in  accounting 
for  the  conservation  of  vis  viva  at  the  encounter  of  two  particles  of 
ether — and  the  consequent  rebound  of  the  particles.  Now  I  would 
say  that  there  would  be  no  authority  for  assuming  that  there  was  a 
disappearance  of  vis  viva  at  the  encounter  of  the  particles  unless  it 
could  be  said  where  the  vis  viva  went  to.  From  the  fact  that  vis  viva 
is  indestructible,  the  motion  of  the  particles  is  simply  changed  in 
direction  at  the  encounter.  We  may  hope  to  have  a  more  satisfactory  , 
insight  into  these  facts  by  a  more  accurate  knowledge  regarding  the  . 
ultimate  constitution  of  matter. 
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The  reviewer  remarks  (page  405)  that  I  am  puzzled  by  the  theory 
of  '^action  at  a  distance" — ^^Like  others  of  his  class  he  is  puzzled  bj 
— and  cannot  *  comprehend  *  action  at  a  distance;  therefore  he  is 
clear  that  it  must  be  a  fallacy.*'  I  must  demur  to  this,  for  that  which 
cannot  appeal  to  the  intellectual  powers  cannot  puzzle,  indeed  the 
shallow  nature  of  the  theory  is  an  argument  for  its  rejection. 
Newton,  as  is  well  known,  in  his  celebrated  letters  to  Bentley,  declared 
the  theory  to  be  to  him  an  apparent  "absurdity.'*  Indeed,  any 
unprejudiced  thinker  who  seeks  only  for  truth  cannot  surely  fail  to 
see  that  the  theory  merely  consists  in  the  assumption  of  the  practica- 
bility of  a  thing  without  a  conception  of  the  means,  which  could 
alone  form  a  reasonable  ground  to  support  the  assumption.  It  surely 
must  also  be  obvious,  that  a  theory  which  is  in  itself  vague  cannot 
possibly  throw  the  slightest  light  upon  anything  ;  and,  therefore,  to 
apply  this  theory  to  physical  phenomena  is  simply  to  stamp  them 
beforehand  as  inexplicnble.  Newton,  in  discovering  the  remarkable 
fact  that  two  masses  of  matter  situated  at  a  distance  tended  to  move 
towards  each  other,  and  that  when  placed  at  different  points  of  space 
and  left  free  to  move,  the  energy  of  the  movement  varied  in  the 
complex  ratio  of  the  square  of  the  distance  of  the  two  masses,  took 
care  not  to  arrogate  to  himself  the  discovery  of  the  ca%jLse  of  this 
remarkable  fact. 

In  the  July  numUer  of  your  Journal  the  reviewer  remarks  (page 
64):  "This  radical  fallacy  of  the  'indestructibility  of  motion'  has, 
unfortunately,  g:u I icd  a  considerable  acceptance,  and  has  received 
the  support  of  names  much  higher  than  that  of  Mr.  Preston.*'  This 
is,  undoubtedly,  true ;  indeed,  from  the  very  fact  that  the  whole 
tendency  of  modern  science  is  towards  the  rejection  of  the  theory  of 
"  action  at  a  distance,"  and  since,  by  the  rejection  of  this  theory,  the 
doctrine  of  the  Indestructibility  of  Motion  (or  the  Conservation  of 
vw  viva\  becomes  an  indisputable  and  necessary  fact ;  it  may,  there- 
fore, be  truly  said  that  the  great  principle  of  the  Indestructibility  of 
Motion  is  gaining  acceptance  in  the  present  day.  To  term  the 
principle  a  "  radical  fallacy  "  can,  therefore,  only  be  a  dogmatic 
assertion,  to  establish  which  it  would  be  necessary  to  prove  the 
theory  of  ''  action  at  a  distance  "  to  be  true^  which  has  not  yet  been 
done,  and  that,  possibly,  for  good  reasons. 

At  p.  66  of  your  Journal,  the  reviewer  further  remarks :  "  Al- 
though in  terms  Mr.  Preston  accepts  the  modern  doctrine  of  the 
Wholb  No.  Vol.  CIL— (Thibd  Sbbibs,  Vol.  lx«i.)  20 
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*  conservation  of  energy/  jet,  as  this  is  expressly  applied  by  him 
to   the   infinite   store   normally  existing   in   the  ether^  and  as  the 
quantity  of  energy  manifested  by  matter  is  declared  to  be  variable, 
it  is  too  obvious  to  remark  that  the  grand  theorem  becomes  practi- 
cally valueless,  and  that  all  the  attempts  hitherto  made  to  deduce 
the  principle  from   the  deportment  of  sensible  matter  are  utterly 
illusory  and  fallacious."     I  am  at  a  loss  to  understand  how  this  con- 
clusion is  drawn.     Firstly,  is  it  not  a  generally  accepted  fact  that 
the  *•  quantity  of  energy  manifested  by  matter  is  variable?"     The 
sun  or  the  whole  solar  system,  for  example,  is  losing  energy  by 
transference  to  the  ether  (t.  6.,  by  radiation).     The  energy  contained 
in  the  matter  forming  the  sun  is,  therefore,  variable  or  varying — the 
same  holding  true  of  other  stellar  suns  of  the  universe.     The  ^^  dis- 
sipation of  energy  *'  in  the  ether  is,  indeed,  an  accepted  fact  sup- 
ported by  Thomson  and  others.     It  is,  therefore,  an  accepted  fact 
that  the  quantity  of  energy  in  matter  is  variable ;  therefore,  I  am  at 
a  loss  to  understand  the  criticism  on  this  point.     Secondly,  as  to  the 
remark,  '^  all  the  attempts  hitherto  made  to  deduce  the  principle  (the 
conservation  of  energy)  from  the  deportment  of  sensible  matter,  are 
utterly  illusory  and  fallacious.*'     I  cannot  see  how  this  inference  is 
arrived  at.     Surely  to  support  the  principle  of  the  Conservation  of 
vxB  viva^  or  the  Indestructibility  of  Motion,  can  be  only  to  supple- 
ment present  knowledge  by  the  principle  that  in  all  oases  where  vis 
viva  or  motion  apparently  disappears,  it  is  imparted  to  the  surround- 
ing medium  or  ether,  and  not  lost  as  vis  viva  ;  and  that  in  all  cases 
where  motion  appears  to  originate  in  matter,  it  is,  in  reality,  derived 
from  the  surrounding  ether,  the  collective  sum  total  of  vis  viva  re- 
maining at  every  instant  constant  and  invariable. 

As  regards  this  subject  (at  page  65),  the  reviewer  makes  the  fol- 
lowing remarks:  ''When  the  ram  of  a  pile  driver  is  laboriously 
raised  to  its  highest  position,  and  there  held  by  the  grapple,  what  has 
become  of  the  motion  employed  in  raising  it  ?  Has  the  arrested  lift- 
ing power  been  converted  into  heat  vibrations,  carefully  conserved 
and  patiently  waiting  to  be  re-converted  into  falling  motion  when  the 
director  shall  release  the  detent  ?  Surely  such  an  idea  can  hardly 
be  entertained  for  one  moment,  by  an  intelligent  physicist.  Sup- 
posing that  for  sufficient  reason  it  is  determined  not  to  let  the  ram 
fall  until  the  following  day,  where  then  is  the  motion  of  elevation 
hiding  itself  all  this  time.''     As  to  the  question,  ''  what  has  become 


Digitized  by 


Google 


Preston— Phyaics  of  the  Ether.  283 

of -the  motion  employed  in  raising  the  ram?"  this  is  a  reasonable 
inquiry;  and  as  to  the  motion  being  "converted  into  heat  vibrations," 
I  would  maintain  that  even  this  might  be  regarded  by  the  intelligent 
physicist  with  more  satisfaction  than  the  evident  fiction,  that  the 
motion  has  become  "  latent "  (much  in  analogy  with  the  old  theory 
of  "  latent "  heat),  or  stored  up  in  a  non-material  or  spiritualistic 
form  in  the  raised  ram  block.  However,  we  are  not  reduced  to  the 
unfounded  assumption  of  conversion  into  heat  vibrations,  for  by 
unfettering  the  reason,  by  rejecting  the  theory  of  "action  at  a 
distance,"  and  taking  the  principle  of  the  Indestructibility  of  Energy 
for  our  guide,  we  can  deduce  therefrom,  with  certainty,  the  inevitable 
conclusion  that  the  motion  transmitted  through  the  ram  block  in  the 
act  of  raising  it,  must  have  been  imparted  to  external  matter  (t.  e.j 
to  an  external  medium),  or,  otherwise,  the  motion  would  have  been 
annihilated. 

The  reviewer  adds  (page  69) :  "  No  physical  phenomenon  is  better 
established,  than  that  motion  (whether  of  molecules  or  masses)  is 
constantly  originating  from  that  which  is  not  motion ;  i,  e.,  from 
static  position^  as  in  combustion  and  explosion,  in  the  galvanic 
battery,  in  the  equipoised  avalanche,  in  the  overloaded  suspension 
bridge,  in  the  bursting  water  reservoir.  These  simple  but  pregnant 
facts  outweigh  all  suppositions,  and  for  such  examples  of  reposing 
power,  no  better  name  has  yet  been  devised  than  ^  potential  energy,' 
or  '  static  force.'  .  In  diametrical  opposition  to  the  fundamental 
kinetic  postulate  of  our  author,  we  announce  the  inductive  thesis  that 
motion,  of  whatever  form,  is  invariably  the  progeny  of  static  force." 
The  reviewer  would,  therefore,  give  the  above  as  proofs  that  motion 
originates  from  static  position.  In  the  first  place  it  is  difficult  to  see 
what  position  has  to  do  with  the  origination  of  motion ;  secondly,  it 
is  certain  that  the  mere  deportment  of  the  visible  masses  to  the  eye, 
as  in  the  above  cases,  can  prove  nothing  whatever,  though  it  might 
perhaps  satisfy  the  superficial  observer  who  is  wont  to  regard  visible 
masses  as  including  all  things  essential  in  the  universe.  To  arrive 
at  the  true  interpretation  of  these  facts,  something  more  than  the  eye 
is  required,  or  it  is  necessary  to  look  deeper  and  use  the  reason. 

Surely,  if  the  action  of  the  air  on  masses  be  imperceptible  to  the 
senses,  as  in  the  case  of  the  movement  of  a  card  towards  a  vibrating 
fork,  how  much  more  must  this  be  the  case  with  the  action  of  the 
impalpable  ether  on  the  masses  and  molecules  of  matter. 
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I  cannot,  lastly,  but  refer  to  the  apparent  inconsistency  of  any 
supporter  of  the  theory  of  ^^  action  at  a  distance/'  complaining  of  too 
great  boldness  in  speculative  reasoning.  Surely  the  wildest  specula- 
tion would  be  tame  compared  with  the  theory  of  ^'action  at  a 
distance,"  which  may  be  truly  said  to  rest  upon  no  rational  basis 
whatever,  and  was  justly  condemned  by  Newton  and  Faraday.  An 
attempt  to  surmount  the  chasm  of  an  unknown  cause  by  a  bridge 
even  of  the  most  feeble  mechanism,  is  surely  far  better  than  to  assume 
that  no  bridge  is  required,  and  to  do  nothing. 


PHYSICS   OF   THE  ETHER, 

Mr.  Editor : — With  your  permission,  I  propose  to  comment  very 
briefly  on  Mr.  Preston's  reply  to  the  reviewer  of  his  treatise, — rather 
because  I  suppose  that  it  will  be  expected  by  the  few  who  may  take 
any  interest  in  the  subject,  than  because  I  feel  any  great  occasion, 
or  any  strong  impulse  to  rejoin. 

Mr.  Preston's  answer  to  the  query,  where  is  the  prime  motor,  to 
continue  the  molecular  vibration  required  for  the  incessant  ^'attraction" 
in  matter, — that  "  the  9un  is  the  prime  motor  "  (p.  279),  is  obviously 
a  shifting  instead  of  a  meeting  of  the  difSculty ;  since  according  to 
his  theory  the  sun  itself  has  no  '^  prime  motion,"  but  is  continuously 
fiddled  by  the  ether.*  And  it  was  in  reference  .to  this  very  difSculty 
that  on  the  following  page  (411)  occasion  was  taken  to  set  forth  the 
contrasted  view  according  to  the  doctrine  of  the  conservation  of  force, 
that  the  continuity  of  thermal  impulse  '^  is  maintained  only  by  the 
fresh  impacts  resulting  from  the  recoils  of  minute  successive  '  falls ' 
of  material  molecules."  And  when  the  solar  molecules  have  reached 
their  limit  of  fall^  their  "working"  power,  or  potential  energy  will 
have  been  entirely  exhausted  and  dissipated.  This  is,  of  course^ 
directly  contrary  to  the  author's  teleological  views. 

But  how  can  the  *'  experimental  fact"  displayed  by  Prof.  Guthrie 
be  termed  with  propriety  a  "  sandy  foundation  "  for  Mr.  Preston's 
superstructure?  (p.  279).  Simply  because  the  observed  "  fact"  has 
no  relation  or  analogy  to  the  case  in  hand.     Admitting  the  ether  to 

*  «<  The  ether,"  says  Mr.  P.,  "  must  he  the  tource  of  all  the  motions  of  matter :  for 
matter  cannot  eyoWe  motion  out  of  itself ;  " — and  "  matter  cannot  in  any  case  consti^ 
tnte  a  iouree  of  motion." 
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be  gaseous,  we  might  reasonably  believe  that  an  action  between  two 
oontigaons  molecules,  similar  in  character  and  extent  to  the  action 
between  a  tuning  fork  and  a  card,  should  exist.  But  the  relative 
distance  of  molecules  from  each  other  demonstrably  exceeds  the 
greatest  range  of  "  approach  by  vibration  "  that  ever  has  been  or 
ever  can  be  produced  by  Mr,  Guthrie's  very  interesting  experiments. 
Denying  the  ether  to  be  "gaseous,"  there  is  not  even  the  "sandy  " 
foundation  of  a  crude  surface  analogy  for  Mr.  P.  to  rest  his  fabric 
upon. 

When  our  author  declares  (p.  279)  that  it  "  is  not  really  the  fact " 
that  by  his  scheme  "  there  is  no  such  thing  as  a/aS  in  nature ;  there 
is  only  propulsion;**  his  very  illustration  fully  sustains  the  reviewer's 
statement.    It  is  scarcely  profitable  to  descend  to  a  verbal  dispute. 

Mr.  Preston  very  correctly  says  (p.  280)  that  on  the  received  view 
"  all  the  molecular  actions  such  as  *  cohesion/  ^chemical  attraction,' 
etc.,  must  be  assumed  to  exist  whether  the  molecules  of  matter  are  in 
motion  or  not  in  motion  (t.  e.  at  the  absolute  zero)."  And  every 
known  fact  of  observation  fully  confirms  this  conclusion.  But  Mr.  P. 
logically  infers  from  his  own  postulates  that  it  would  be  ^^  certain  that 
at  the  absolute  zero  of  temperature  or  at  the  cessation  of  molecular 
motion,  all  molecular  action  would  cease  to  exist"  (p.  280).  He  has 
a  vague  idea  that  the  finely  divided  matter  found  to  exist  in  meteoric 
systems,  has  become  thus  segregated  by  reason  of  the  suspension  of 
cohesion  in  a  temperature  of  absolute  zero ;  and  he  thinks  it  other- 
wise "  difficult  to  account  for  the  origin  of  such  vast  quantities  of 
disintegrated  matter  in  space"  (p.  280).  Surely  it  is  quite  as  com- 
prehensible that  the  extremely  attenuated  matter  of  primaeval  nebuls& 
should  have  condensed  into  metallic  fog,  or  metallic  rain  drops,  as 
into  the  larger  drops  of  planetoids,  or  the  still  larger  drops  of  planets 
and  of  suns.  And  in  the  finest  dust  of  a  meteoric  rain,  "  cohesion  "* 
is  as  well  exhibited  as  in  the  planet  Jupiter. 

The  fundamental  difficulty  pointed  out  (on  p.  407)  as  lying  at  the 
very  threshold  of  all  kinetic  schemes, — that  motion  alone  can  give  no 
account  of  elasticity, — is  completely  evaded.  Mr.  P.  does  not  seem 
to  apprehend  the  elementary  proposition,  that  in  a  system  of  colliding 
bodies,  the  vis  viva  of  the  system  is  indestructible  only  on  the  con- 
dition that  the  bodies  are  "elastic."     He  says  rather  indefinitely: 

From   the  fact  that  vis  viva  is  indestructible,  the  motion  of  tbe 
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particles  is  simply  changed  in  direction  of  the  encounter.  We  may 
hope  to  have  a  more  satisfactory  insight  into  these  facts  by  a  more 
accurate  knowledge  regarding  the  ultimate  constitution  of  matter  " 
(p.  280). 

Newton's  "  celebrated  letters  to  Bentley  "  are  of  course  pressed 
into  service,  as  usual.  But  the  kinematists  always  fail  to  remember 
that  a  quarter  of  a  century  later  than  the  date  of  the  third  Bentley 
letter,  Newton  himself  concluded  that  the  ether  should  be  rejected, 
because  '^  there  is  no  evidence  for  its  existence;"  and  that  with  a  more 
matured  realization  of  the  utter  insufficiency  of  all  speculations  as  to 
the  mode  of  gravitative  action,  he  ultimately  fell  back  on  the  sug- 
gestion, '^  Have  not  the  small  particles  of  bodies  certain  powers, 
virtues,  or  forces,  by  which  they  act  at  a  dutance  ?  **  * 

Mr.  Preston  constantly  speaks  of  action  at  a  dUtance  as  a  'Hheery," 
as  an  assumption  '^  without  any  conception  of  the  means"  (p.  281), 
thereby  assuming  that  others  must  necessarily  have  the  same  caeoethes 
fingendi  that  he  himself  exhibits.  The  astronomer  accepts  the  fact 
as  ultimate,  and  therefore  necessarily  as  ^*-  inexplicable,"  without 
presuming  to  theorize  upon  it.  As  Mr.  P.  has  himself  well  remarked, 
^'Newton,  in  discovering  the  remarkable  fact^  ....  took  care  not  to 
arrogate  to  himself  the  discovery  of  the  came  of  this  remarkable 
fact"  (p.  281). 

To  designate  the  ^'indestructibility  of  motion  "  a  '^ radical  fallacy/' 
is  only  a  "  dogmatic  assertion,"  says  Mr.  P.  (p.  281).  There  are 
propositions  in  physics  so  fully  established,  that  they  may  well  be 
•dogmatically  asserted;  and  one  of  these  is  that  motion  (whether 
molecular  or  molar)  is  a  phenomenon  constantly  exhibited  to  us  fks 
increasing  or  as  diminishing,  as  originating  de  novo  or  as  being  des- 
troyed.  So  far  is  the  fallacy  of  the  indestructibility  of  motion  fr<Hn 
^'  gaining  acceptance  at  the  present  day,"  it  is  not  believed  to  be 
admitted  by  a  single  physicist  of  any  eminence.  All  motion  expended 
in  shaping  matter  must  have  forever  disappeared,  else  would  we  have 
useful  work  accomplished  without  the  sacrifice  of  energy.  Every 
elliptical  orbit,  whether  of  satellite,  of  planet,  or  of  comet,  pre- 
sents an  endless  recurrence  of  a  large  amount  of  motion  quite 
destroyed  at  the  apo-apM,  and  of  a  corresponding  increase  of  motion 
at  the  peri-apsis. 

*  In  the  appendix  to  the  second  edition  to  Newton's  Optics,  pubUshed  in  1717, 
Querj  81. 
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It  was  urged  (p.  66)  that  the  experimental  determination  of  the 
conservation  of  energy  must  be  "utterly  illusory  and  fallacious,"  if 
the  energy  were  only  transiently  exhibited  by  matter,  and  were  ordi- 
narily hiding  itself  in  the  ether.  Mr.  P.  is  "  at  a  loss  to  understand 
how  this  conclusion  is  drawn ''  (p,  282) ;  and  he  expatiates  on  the 
"dissipation  of  energy.'*  All  which  being  neglected,  it  may  be 
replied,  that  the  energy  developed  in  one  portion  of  matter  being 
observed  to  be  abstracted  from  another  portion,  the  quantitative  re- 
sults obtained  (the  waste  or  dissipation  being  reduced  to  a  minimum) 
may  be  accepted  as  a  close^  approximation  to  the  law.  But  if,  as 
alleged,  the  ether,  instead  of  being  the  mere  vehicle  of  molecular 
energy,  is  its  fountain  and  receptacle,  it  is  perfectly  obvious  that  the 
experimentalist  has  no  means  of  measuring  or  of  following  the  va- 
garies of  force. 

Rejecting  "the  unfounded  assumption  of  conversion  into  heat 
vibrations  "  of  the  stopped  lifting  motion  of  the  pile-driving  ram, 
Mr.  P.  says  that  "by  unfettering  the  reason,"  we  may  reach  "the 
inevitable  conclusion  "  that  the  motion  must  have  been  imparted  to- 
an  external  medium,  or  otherwise  the  motion  would  have  been  anni- 
hilated ''  (p.  283).  It  is  scarcely  doubtful  that  the  experienced 
physicist  will  unhesitatingly  accept  the  latter  alternative.  The  pre- 
vious suggestion  of  a  *'  latent  '*  motion  is  too  good  to  be  surrendered 
by  the  ingenious  kinetists,  as  it  might  serve  to  bridge  a  good  many 
troublesome  difficulties. 

"It  is  difficult,"  says  Mr.  P.,  "to  see  what  jt)o«<fon  has  to  do  with 
the  origination  of  motion"  (p.  283).  Position,  though  not  an  origin- 
ator of  motion,  is  a  condition  which  may  indisputably  give  to  an 
originator  of  motion  a  great  mechanical  advantage.  In  a  warfare  of 
stones  between  two  savages,  one  at  the  top  and  the  other  at  the  bot- 
tom of  a  precipice,  the  farmer  has  gravity  as  an  ally,  and  the  latter 
as  an  antagonist ;  and  the  first  may  roll  down  upon  his  enemy,  masses 
which  the  latter  could  not  even  lift.  And  this  difference  in  relative 
efficiency  or  energy  is  purely  one  of  "position.'* 

In  regard  to  the  illustrations  of  potential  energy  or  static  force 
given  (on  page  69),  Mr.  P.  remarks  "the  mere  deportment  of  visible 
masses  to  the  eye,  as  in  the  above  cases,  can  prove  nothing  whatever,, 
though  it  might  perhaps  satisfy  the  superficial  observer**  (p.  283). 
Visibility  or  imperceptibility  has  nothing  whatever  to  do  with  the 
question.     The  examples  adduced  were  selected  because  the  nature- 
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and  conditions  of  the  actions  were  tolerably  well  understood.  The 
theorist  who  would  resolve  them  into  cases  of  kinematics,  has  a  very 
different  task  before  him  from  the  utterance  of  generalities  as  to  the 
possible  existence  of  impalpable  agencies  or  invisible  motions. 

In  his  concluding  paragraph  Mr.  Preston  indulges  in  the  illusion 
of  a  false  issue,  quite  ignoring  the  opening  sentence  of  the  review 
(p.  405).  The  real  objection  and  complaint  made  against  all  ethereal 
kinetists,  is  not  to  the  ^'boldness," — but  to  the  incongruity,  the  inad- 
equacy, the  irrationality  of  their  speculations.  Engineers  of  dream- 
land— they  would  "bridge  the  unknown"  by  flights  of  fancy, 
innocently  heedless  of  the  need  of  any  abutment  upon  which  to  rest 
their  insubstantial  arches. 

William  B.  Taylor. 


PURE  YEAST :   A  PRELIMINARY  COMMUNICATION.* 
By  MoRiTZ  Traubk. 

The  author  has  succeeded  in  obtaining  pure  alcohol  yeast,  free 
from  all  other  ferments  and  bacteria,  by  a  simple  method,  which  he 
promises  to  describe  hereafter. 

When  this  yeast  is  introduced  into  a  decoction  of  yeast  previously 
freed  from  organic  germs  by  boiling,  there  appears  at  the  bottom  of 
the  vessel,  after  some  days,  a  tolerably  abundant  precipitate  of  per- 
fectly pure  yeast.  Since  an  aqueous  decoction  of  yeast  does  not  con- 
tain grape  sugar,  it  is  thus  shown  that  the  increase  of  yeast  is  not 
due  to  fermentation  nor  in  any  way  dependent  on  the  presence  of 
sugar.  The  experiment  does  not  succeed  with  ordinary  yeast  con- 
taining bacteria.  When  such  yeast  is  introduced  into  a  decoction  of 
yeast,  the  bacteria  introduced  with  it  alone  increase,  entirely  pre- 
venting the  development  of  yeast  cells,  and  inducing  in  the  liquid  a 
putrefaction  characterized  by  dense  turbidity.  Hence  it  is  possible 
to  determine,  almost  more  certainly  than  by  means  of  the  micro- 
scope, whether  yeast  is  absolutely  free  from  bacteria,  by  introducing 
it  into  a  decoction  of  yeast  free  from  sugar. — Journal  of  the  Chemical 
Society. 

*  Dmf.  Chem.  Get.  Ber.,  ix,  188. 
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EDITORIAL. 


Notice. — The  publication  of  the  Joubnal  is  made  under  the  direction  of  the  Editor 
and  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advocacy  of  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical ;  but  it  must  be  recog- 
nized that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and 
opinions  advanced  in  its  pages. 


4|ranhltti  |(n»tititte. 

Hall  of  the  Institute,  Oct.  18,  1876. 

The  stated  meeting  was  called  to  order  at  8  o'clock  P.  M.,  the 
President,  Dr.  R.  E.  Rogers,  in  the  chair. 

There  were  present  97  members  and  11  visitors. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers,  and 
reported  that  at  its  last  meeting  6  persons  were  elected  members  of 
the  Institute,  and  the  following  donations  made  to  the  Library : 

Rose,  H.  Traits  pratique  d'analyse  chimique.     Paris,  1882.     2 

Vols. 
Mineralogie  appliqu^e  aux  sciences  chimiques.    Girardin  et  Lecoq. 

Paris,  1826,     2  Vols. 

WaoLB  No.  Vol.  Oil.— (Thibd  8sbib8,  Vol.  Ixxii.)  20 
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Manual  du  mineralogiste.     Paris,  1792.     2  Vols. 

Essay  par  la  voie  seche.     M.  P.  Berthier.     Paris,  1834.     2  Vols- 

Brard's  mineralogie  appliqu^e  aux  arts.     Paris,  1821.     3  Vols. 

Bache's  System  of  Chemistry.     Philad'a,  1819.     1  Vol. 

Bullock's  Frosenius  Chemical  Analysis.     N.  Y.,  1844.     1  Vol. 

Elemens  de  documastique.     Paris,  1765.     4  Vols. 

Sobrero  &  Barreswie.     Appendice  d'analyse   Chimique.     Paris, 

1845.     1  Vol. 
Lewis'  Course  of  practical  Chemistry.     London,  1746.     1  Vol. 
lire's  Dictionary  of  Chemistry.     Philad'a,  1821.     2  Vols. 
Bronginart's  traits  elementaire  de  mineralogie.     Paris,  1807.     2 

Vols. 
Burat's  Geologie  appliqu^e.     Paris.     1  Vol. 
Daudenart's  I'art  de  la  vitrification.     Paris,  1825.     1  Vol. 
Accum's  Practical  essay  on  Analysis  of  Minerals.     1  Vol. 
Chevreul's  Recherches  chimiques  sur  les  corps  gras.     Paris,  1823, 

1  Vol. 
Manuel  des  pharmaciens  et  des  droguistes  (2  Vols,  in  1).     1  Vol. 
Cuvier.     Le  Regne  animal  &c.     Paris,  1817.     4  Vols. 
Rose,  H.  Handbuch  der  analy tischen  Chemie.  Berlin,  1838.  2  Vols. 
De  Rom^  de  I'isle.     Cristallographie.     Paris,  1783.     3  Vols. 
Berzelius,  J.  J.     Nouveau  syst^me  de  Mineralogie.     1  Vol. 
Sage,  M.     Analyse  chimique  et  concordance  des  3  r&gnes.  Paris, 

1876.     3  Vols. 
Beudant.     Traits  elementaire  de   Mineralogie.     Paris,  1824.     1 

Vol. 
Liebig's  Agricultural  Chemistry,  by  Webster.     Cambridge,  1842, 

1  V^l. 
Davis'  Manual  of  Magnetism.     Boston,  1848.     1  Vol. 
Klaproth's  Beitrage  zur  chemischen  Kentniss  der  Mineralkorper. 

Berlin,  1795.     5  Vols. 
Seel's  Analysis  of  mineral  waters,  &c.     1838.     1  Vol. 
Faraday's  Manipulation  Chimiques.     Paris,  1827.     2  Vols. 
Orfila,  P.     Traits  des  Poisons.     Paris,  1818.     2  Vols. 
Gay-Lussac.     Cours  de  Chimie.     Paris,  1828.     2  Vols. 
Karten's  Manuel  de  la  Metallurgie  du  fer.     Metz,  1830.     3^Vol8. 
Parnell's  Elements  of  chemical  analysis.     London,  1842.     1  Vol. 
Bergman's  Manuel  du  mineralogiste.     Paris,  1792.     1  Vol. 
Berzelius,  J.  J.     Essai  sur  la  theorie  des  proportions  chimiques^ 

&c.     Paris,  1819.     1  Vol. 
Beudant's  Trait^  elementaire  de  mineralogie.  Paris,  1824.    1  Vol. 
Dictionnaire  technologique,  &c.,  des  arts  et  metiers.     Paris,  1822. 

24  Vols. 

From  Henry  Seybert,  Philadelphia. 

Notes  on  Building  constructions.     Part  2.     1875.     Encyclopaedia 
of  Chemistry.     Parts  11-15.     From  J.  B.  Lippincott  &  Co. 
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Proceedinffs  of  the  Davenport  Academy  of  Natural  Sciences.  Vol. 
1.     1867-1876.     Iowa,  1876.  From  the  Academy. 

Report  of  the  Meteorological  Committee  of  the  Royal  Society  for 
the  year  1875.     From  the  Society. 

Minutes  of  proceedings  of  the  Institution  of  Civil  engineers.  Vol. 
45.  Session  1875-76.  Part  3.  London,  1876.  From  the  Insti- 
tution. 

Report  on  Machinery  and  Manufactures,  with  an  account  of 
European  manufacturing  districts,  by  Robt.  H.  Thurston.  Wash., 
1876.     From  the  Author. 

Third,  Fourth  and  Eleventh  annual  reports  of  the  geological  sur- 
vey of  Indiana,  made  during  the  years  1871,  1872  and  1875,  by  E. 
T.  Cox,  State  Geologist.  Indianapolis,  1872  and  1876.  With  maps. 
From  the  Author. 

Specifications  and  Drawings  of  patents  issued  from  the  U.  S.  Pat- 
ent Office  for  April,  1876.  Washington.  From  the  U.  S.  Patent 
Office. 

tlate  glass,  its  manufacture  in  the  United  States,  by  W.  F.  Durfee 
and  A.  Gobert.     Philada.,  1876.     From  the  Authors. 

An  account  of  the  American  Antiquarian  Society,  located  at 
Worcester,  Mass.     From  the  Society. 

Public  Libraries  in  the  United  States  of  America,  their  history, 
condition  and  management.  Special  report.  Dept.  of  Interior,  Bu- 
reau of  Education.  Wash.,  1876.  From  the  Am.  Library  Asso- 
ciation. 

The  Actuary  also  reported  the  following  from  the  proceedings  of 
the  Board  at  its  last  meeting : 

Mr.  Wm.  P.  Tatham,  chairman  of  the  Committee  on  Exhibition, 
reported  that  in  accordance  with  the  action  of  the  Board  in  May  last, 
requesting  the  committee  to  correspond  with  other  societies  of  like  char- 
acter in  the  Atlantic  cities,  with  the  view  to  quadrinal  exhibitions  in 
Boston,  New  York,  Philadelphia  and  Baltimore,  a  correspondence 
was  opened  with  the  societies  named,  resulting  in  a  conference  of 
committees  from  the  Massachusetts  Charitable  Mechanics'  Associa- 
tion, of  Boston,  and  the  Maryland  Institute,  of  Baltimore,  with  the 
Committee  on  Exhibitions  of  the  Franklin  Institute,  at  which  con- 
ference the  following  Report  was  adopted : 

"  The  Convention  of  the  representatives  of  the  following  societies, 
to  wit : 

'^  The  Massachusetts  Charitable  Mechanics'  Association, 
'*  The  Franklin  Institute, 
"  The  Maryland  Institute, 
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assembled  at  the  room  of  the  Franklin  Institute,  Machinery  Hall, 
Centennial  Exhibition,  at  the  invitation  of  the  Franklin  Institute, 
upon  the  23d  of  September,  1876,  agr^e  upon  this  report  to  their 
several  constituent  societies : 

"  Whereas^  The  Centennial  Exhibition  now  in  progress  has  pre- 
sented to  the  people  a  model  on  such  a  grand  scale  that  it  must 
necessarily  exalt  the  standard  of  such  exhibitions,  and  enlarge 
public  expectation  with  regard  to  them,  and 

"  WhereaSy  Such  expectations  can  best  be  satisfied  by  the  united 
efforts  of  the  societies  named  it  is  recommended : 

(1)  "  That  they  abandon  the  system  of  annual  or  independent  ex- 
hibitions heretofore  pursued,  which  have  to  a  certain  extent  interfered 
with  each  other,  and  agree  to  hold  only  one  exhibition  in  each  year 
by  turns  in  the  several  cities  of  the  seaboard. 

(2)  ^^  To  such  exhibitions  the  members  of  all  the  societies  shall 
have  free  admission  under  proper  safeguards. 

(8)  "  The  exhibition  in  each  city  shall  be  at  the  expense  and  for 
the  profit  of  the  local  society  holding  it  and  subject  to  all  the  rules 
and  regulations  imposed  by  the  said  society  except  as  provided  in 
the  preceding  paragraphs. 

(4)  '^  That,  to  secure  some  uniformity  however,  in  the  character 
and  proceedings  of  the  exhibitions,  and  with  a  view  of  affording  an 
index  of  progress  from  year  to  year,  the  societies  be  recommended  to 
unite  in  a  classification  of  exhibits  and  a  uniform  system  of  appointing 
Judges.  The  classification  of  the  goods  to  be  based  upon  the  position 
of  each  article  in  trade  and  not  upon  its  use,  so  as  to  enable  us  to 
secure  competent  and  expert  judges  of  a  whole  class.  The  judges  to 
be  appointed  one  by  each  society  for  each  class.  The  recommenda- 
tions in  this  paragraph  to  be  adopted  or  not  by  each  society,  at  its 
option. 

^^  Should  variety  be  insisted  upon,  the  principle  of  reciprocity  to 
be  adopted. 

r  Joseph  L.  Bates, /or  Mass.  Oh.  Meeh  Ass'n. 
"(Signed)  <  W.  P.  TATHAM,/or  Franklin  InstituU. 

(  Jno.  M.  Carter,  on  behalf  of  Md.  Institute.*' 

The  Actuary  further  reported  the  following  action  of  the  Board : 

^^Besolvedy  that  the  following  petition,  duly  signed  by  the  Presi- 
dent and  Actuary,  be  presented  to  the  City  Councils : 
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"  To  the  Select  and  Common  Councils  of  the  City  of  Philadelphia, 

"  The  petition  of  the  Board  of  Managers  of  the  Franklin  Institute, 
of  the  State  of  Pennsylvania,  for  the  promotion  of  the  Mechanic 
Arts,  respectfully  showeth, 

*'  That  the  Franklin  Institute  is  a  corporation  which  for  more 
than  fifty  years  has  labored  with  success  for  the  object  of  its  crea- 
tion, by  helping  men  to  help  themselves ;  by  bringing  together  the 
men  of  science  and  the  men  of  practice,  to  the  instruction  of  both ; 
by  establishing  a  library,  schools  and  lectures ;  by  rewarding  men  of 
skill  and  ingenuity,  and  by  exhibitions  of  their  various  productions. 

"  This  last  named  purpose  requires  a  hall  far  beyond  the  means  of 
the  Institute  to  command ;  and  this  is  especially  the  case,  since  the 
Grand  Model  of  the  Centennial  Exhibition  has  been  seen  by  the 
people. 

"  Your  petitioners,  therefore,  pray  that  Machinery  Hall  may  be 
maintained  and  preserved  for  the  purpose  mentioned,  as  well  as  for 
such  other  public  purposes  as  the  proper  authorities  may  direct.*' 

And  also,  on  motion  of  Mr.  Fraley, 

^^Resolvedy  that  notices  of  meetings  be  sent  to  all  those  members 
who  are  not  more  than  one  year  in  arrears  for  dues.'* 

The  President,  having  occasion  to  withdraw,  here  called  Vice- 
President  J.  E.  Mitchell  to  the  chair,  and  he  presided  during  the 
remainder  of  the  meeting. 

The  Chairman  introduced  Capt.  L.  P.  Sementschkin  and  Prof. 
Ashleyman,  of  the  Royal  Polytechnical  Schools  of  Moscow  and  St. 
Petersburg;  and  the  former  gave  explanations  of  the  system  of 
technical  education  in  Russia. 

The  Secretary  presented  his  report,  which  embraced  illustrated 
descriptions  of  F.  G.  Fowler's  Feathering  propeller  for  steam 
vessels ;  Boynton  and  Adamson's  Torpedo  Boat ;  P.  H.  Dudley's 
Dynograph  for  determining  Railway  resistances ;  E.  Dornheim's 
adjustable  automatic  fan  for  bedsteads ;  the  ultimatum  lamp  burner  for 
burning  petroleum  oils  ;  and  of  a  ball  supported  by  a  jet  of  steam  at 
an  angle  of  40°  from  the  perpendicular. 

The  Secretary  called  attention  to  the  establishment  by  the 
Society  of  Arts  of  London,  of  a  prize  medal  in  Industrial  Hygiene. 

The  Secretary  made  the  following  announcements  : 

The  class  in  phonetic  short  hand  having  proved  so  successful 
(numbering  now  nearly  seventy  pupils),  it  has  been  decided  to  open 
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a  day  class  for  the  accommodation  of  those  who  are  unable  to  attend 
in  the  evening.  The  session  of  this  class  will  be  on  Friday  of  each 
week,  at  4  P.M.,  commencing  on  the  27th  inst. 

The  time  of  opening  the  lecture  season  has  been  deferred  until 
after  the  close  of  the  Centennial  Exhibition,  and  has  been  fixed  for 
Tuesday,  Nov.  14th. 

The  subject  of  the  adoption  of  the  Majority  Report  on  the  Metric 
System  of  Weights  and  Measures  was  called  up,  when,  on  motion,  its 
further  consideration  was  postponed  to  the  next  stated  meeting. 

On  motion,  the  meeting  adjourned. 

J.  B.  Knight,  Secretary. 


Continuation  of  List  of  Donations  from  the  Meeting  of  the  Institute 
held  September  20th,  1876. 

Fifty-sixth  Annual  Report  of  the  Managers  of  the  Apprentices 
Library  Co.     Phila,  1876.     From  the  Company. 

Ninth  Annual  Report  of  the  Provost  to  Trustees  of  Peabody  Insti- 
tute.    June  1,  1876.     From  the  Trustees. 

Lawa  governing  the  Steamboat  Inspection  Service.  Washington, 
1875.  General  Rules  and  Regulations  prescribed  by  the  Board  of 
Supervising  Inspectors  of  Steam  Vessels  and  approved  by  the  Secretary 
of  the  Treasury,  1875.     Washington,  1875.     From  the  Board. 

Die  Schmalspurige  Montan — Bahn  von  Rostoken  nach  Marksdorf 
in  Ungarn  von  Paul  Klunzinger.  Wien,  1875.  Schnee  Schutzvor- 
kehrungen  auf  Amerikanischen  und  eurapaischen  eisenbahnen.  By  E. 
Pontzen.  Wein,  1874.  Schlussbericht  Uber  den  vorzunehmenden 
Ausban  der  Wasserstrassen  in  Frankreich,  &c.,  &c.  Wein,  1875. 
Uber  holzerne  Briicken  unter  besonderm  henweisse  auf  Amerikan- 
ische  Gerust-briicken  (Trestle  Bridges),  von  E.  Pontzen,  Wien.  Oflfen- 
tliche  Bauten  auf  der  Welt  Ausstellung  zu  Paris  im  Jahre  1867. 
Besprochen  von  Ernest  Pontzen.     Wien,  1808.     From  the  Author. 

Specifications  and  Drawings  of  Patents,  U.  S.  Patent  Ofiice,  Jan- 
uary, February  and  March,  1876.     From  the  Commissioner. 

Le  Canal  Maritime  de  Suez  Illustr^.  Histoire  du  canal  et  dee 
travaux  par  M.  M.  Fontane,  Paris,  1869.  Compagnie  Universelle 
du  Canal  Maritime  de  Suez.  12em — 19em  Reunion,  1870 — 1875. 
Rapport  de  M.  F.  De  Lesseps,  &c.,  &c.  From  Prof.  J.  E.  Nourse. 
Washington. 

Elements  of  Physical  Manipulation,  by  Edward  C.  Pickering. 
Part  II.     New  York,  1876.     From  Hurd  and  Houghton,  publishers. 
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Practical  Treatise  on  the  Construction  of  Iron  Highway  Bridges, 
for  the  use  of  town  committees,  &c.  By  A.  P.  Boiler.  1876.  From 
Claxton,  Remsen  &  Haffelfinger,  Philadelphia. 

Notice  du  Plan  en  Relief  du  Canal  Maritime  de  Suez.  Exposd 
dans  la  salle  de  Lesseps  Mus^e  de  Marine  au  Louvre.     Paris,  1875. 

The  Maritime  Canal  of  Suez.  Brief  memoir  of  the  enterprise 
from  its  earliest  date,  &c.,  by  Prof.  J.  E.  Nourse.  Washington, 
1870.     From  the  Author. 

General  Index  of  OflScial  Gazette  and  Monthly  Volumes  of  Pat- 
ents of  the  D.  S.  P.  0.  for  1875.     From  the  Patent  Office. 

Geological  Survey  of  Canada.  Report  of  progress  for  1874-76. 
From  the  Director  of  the  Survey. 

Memoirs  of  the  Geological  Survey  ,of  India.  Vol.  XI,  Part  2. 
Memoirs  of  the  Geological  Survey  of  India ;  Palaeontology  Indica ; 
Jurassic  Fauna  of  Kutch.  Vol.  1 — 4.  Ser.  IX — 4.  The  Cepha- 
lopoda. By  Wm.  Waagen,  Ph.  D.  Calcutta,  1875.  From  the 
Office  of  the  Survey. 

Twenty-third  Annual  Report  of  the  Managers  of  the  State  Lunatic 
Asylum,  Utica,  N.  Y.,  for  1875.     From  the  Managers. 

American  Iron  Trade  in  1876.  Politically,  &c.,  considered.  By 
James  M.  Swank.     From  the  A.  I.  &  S.  Asso.,  Phila. 

Contribution  to  the  Meteorology  of  Japan.  By  Thos.  H.  Jizard. 
From  the  Meteorological  Committee,  London. 

On  the  Tides  of  the  Arctic  Seas.  By  the  Rev.  Saml.  Houghton, 
M.D.     From  the  Royal  Society,  London. 

Monthly  Report  of  the  Department  of  Agriculture  for  July,  1876. 
Washington,  1876.     From  the  Department. 

Report  of  the  Superintendent  of  the  U.  S.  Coast  Survey  for  1878. 
From  J.  E.  Hilgard,  Assistant  in  Charge  of  U.  S.  C.  S.  Office. 

Pennsylvania  Archives,  Sec.  Ser.,  Vol.  4.  Harrisburg,  1876. 
From  J.  B.  Lynn. 

An  Address  on  some  of  the  Leading  Public  Health  Questions,  by 
J.  M.  Toner,  M.D.     From  the  Author. 

Etudes  Electrochimiques  des  d^riv^s  du  Benzol,  par  Frederic 
Goppelsroeder.     Mulhouse,  1876.     From  the  Author. 

Reports  of  the  Commissioners  of  the  U.  S.  to  the  International 
Exhibition,  held  at  Vienna,  1873.  4  Vols.  Washington,  1876. 
From  the  Secretary  of  State. 

Educational  institutions.  Province  of  Ontario,  Canada.  Toronto, 
1876.  Home  and  foreign  trade  of  Canada.  By  W.  J.  Patterson. 
Dominion  of  Canada.  Catalogue  of  exhibits  in  Education  Depart- 
ment.    Toronto,  1876.     From  John  Laidlow. 

New  South  Wales,  its  progress  and  resources.  Sydney,  1876. 
Mineral  map  and  general  statistics  of  New  South  Wales.  Sydney,  1876. 
Official  Catalogue  of  the  natural  and  industrial  products  of  New 
South  Wales.  Mines  and  mineral  statistics  of  New  South  Wales,  &c. 
Industrial  progress  of  New  South   Wales,  being  a  report  of  the 
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International  Exhibition  of  1870  at  Sydney,  &c.  From  the  Com- 
missioners of  New  South  Wales,  through  their  Secretary,  Charles 
Robinson. 

Memoria  presentada  al  empresario  constructor,  Dr.  D.  Dioniso 
Derteano  por  V.  A.  Lastarria.  Lima,  1876.  El  Departamento  de 
ancachs  y  sus  Riquezas  minerals.  Por  A.  Baimonti.  Lima,  1873. 
From  W.  W.  Evans,  C.E.,  New  York. 

Woods  and  minerals  of  New  Brunswick,  &c.,  by  Baily  k  Jack* 
From  the  authors. 

Twentieth  annual  report  of  the  Board  of  Trustees  of  water  works, 
to  City  Council  of  Cleveland,  &c.,  for  1876.  From  John  Whitelaw, 
Supt.  and  Eng. 

Annual  report  of  the  U.  S.  Geological  and  Geographical  survey 
of  the  territories  embracing  Colorado,  for  1873.  By  F.  V.  Hayden, 
Washington.     From  Secretary  of  Interior. 

Annual  report  of  the  Secretary  of  Internal  Affairs  of  Pennsyl- 
vania, for  1874-75.  Pt.  3,  Industrial  statistics.  Vol.  3.  Harrisburg, 
1876. 

Tabulated  results,  compiled  from  the  annual  reports  of  Railroads, 
Passenger,  &c.,  Co*s  of  Pennsylvania,  for  the  year  ending  December 
31,  1875.     From  the  Secretary  of  Internal  Affairs. 

British  patent  reports,  issued  between  May  13th  and  July  29th,  1876. 
Abridgments  of  specifications  relating  to  the  manufacture  of  paper, 
pasteboard  and  papier  m&chd.  Pt.  II,  A.  D.  1868-1866.  Second 
edition.  London,  1876.  Ditto  Grinding  grain  and  dressing  flour  and 
meal.  A.D.  1623-1866.  London,  1876.  Ditto  Purifying  and  filtering 
water,  including  the  distillation  of  sea  water  to  produce  fresh  water. 
A.  D.  1676-1866.     London,  1876.     From  the  British  Patent  Office. 

American  Ephemeris  and  Nautical  Almanac  for  the  year  1876. 
Washington,  1876.     From  Prof.  J.  H.  C.  Coffin. 

Report  of  the  Meteorological  office  of  the  Dominion  of  Canada, 
for  the  year  ended  31st  December,  1876.  From  G.  T.  Kingston, 
Superintendent. 

Annual  Report  of  the  Light  House  Board,  to  the  Secretary  of 
the  Treasury,  for  the  year  1876.  Washington.  Annual  Report  of 
the  Supervising  Architect,  to  the  Secretary  of  the  Treasury,  for  the 
year  1876.  Washington.  Catalogue  of  recently  added  books,  Library 
of  Congress,  1873-76,  with  index  to  subjects  and  titles.  Washington, 
1876.  Maps  of  the  U.  S.,  showing  extent  of  public  surveys,  &c., 
compiled  from  the  official  surveys  of  General  Land  Office,  &c.,  under 
the  direction  of  Hon.  S.  S.  Burdett,  Commissioner,  1874  &  76.  From 
Hon.  Chas.  O'Neill,  Philada. 

Reports  of  the  Commissioners  of  the  United  States  to  the  Inter- 
national Exhibition,  held  at  Vienna,  1873.  4  Vols.  Washington, 
1876.     By  R.  H.  Thurston.     From  the  Author. 

Five  complete  volumes  and  20  numbers  of  the  Journal  Franklin 
Institute.     From  the  Historical  Society  of  Pennsylvania. 
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Announcement  of  Lectures  to  be  given  before  the  Franklin 
Institute  at  the  Hall,  commencing  November  14th,  1876. 

Six  Lectures  by  Prof.  Edwin  J.  Houston,  on  Light. 

November  14th,  21st,  28th,  Dec.  5th,  12th,  19th. 
Eight  Lectures  by  Prof.  Wm.  D.  Marks,  on  Dynamics. 

November  16th,  23d,  December  7th,  14th,  21st,  January  4th,  11th,  18th. 
One  Lecture  by  Mr.  Henry  Whitall,  on  Astronomy. 

January  2d. 

Five  Lectures  by  Prof.  Elihu  Thomson,  on  Electricity. 

January  9th,  16th,  23d,  30th,  February  6th. 

Eight  Lectures  by  Dr.  Horace  Binney  Hare,  on  Chemistry. 

January  2.5th,  February  let,  8th,  15th,  22d,  March  Ist,  8th,  16th. 

One  Lecture  by  Mr.  Robert  Briggs, 

on  Prevention  of  Railroad  Accidents. 

February  13th. 

Two  Lectures  by  Mr.  Alex.  E.  Outerbridge,  Jr., 

on  Metallurgy  and  Assaying  of  Precious  Metals. 
February  20th,  27th. 
Three  Lectures  by  Prof.  Pliny  E.  Chase, 

on  Inventions,  Ornamental  Iron  Work  and  Ceramics. 

March  6th,  13th,  20th 

The  Lectures  on  Dynamics,  by  Prof.  Marks,  and  on  Chemistry,  by 
Dr.  Hare,  form  an  elementary  series  upon  the  respective  subjects. 


The  Warming  and  Ventilation  of  Churches.*— This  is, 

in  one  respect,  undoubtedly  the  most  trying  season  of  the  year 
— not  for  weakly  people  alone,  but  for  ordinary  and  even  robust 
mortals,  who  are  not  proof  against  "  catching  cold  "  and  the  divers 
afflictions  which  in  natural  sequence  frequently  follow — in  so  far  as 
by  present  structural  arrangements  it  is  impossible  to  regulate  the 
temperature  of  churches,  &c..,  where  large  numbers  of  people  are 
assembled ;  and  chiefly  and  naturally  this  difficulty  is  increased  in 
the  now  chilly  evenings.  While  the  internal  atmosphere  is  rising  in 
temperature,  the  g2;ternal  is  falling ;  hence  the  inflow  of  the  cooling 
and  denser  air  into  the  midst  of  the  heating  and  rarifying  atmosphere 
of  necessity  causes  a  strong  and  dangerous  current  of  cold  air  to 
descend,  in  some  particular  parts  of  the  building,  on  heated,  and  so, 
susceptible  persons.  Is  it  quite  beyond  the  grasp  of  our  architects  to 
master  this  difficulty  ?  In  one  of  the  churches  of  Torquay,  being 
placed  for  some  time  near  the  cold  limestone  wall  at  the  west  end, 

*  From  The  Builder,  London,  Sept.  28,  1876. 
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which  reaches  up  to  the  lofty  roof,  the  downpour  of  cool  air  was  so 
great  that  I  moved  my  place,  while  others  left  the  church,  the 
strength  of  the  current  increasing  as  the  service  proceeded,  and  the 
atmosphere  of  the  crowded  church  becoming  continually  more  heated, 
forced  the  air  into  more  rapid  motion,  naturally  driving  the  expanded 
and  lightened — because  heated — air  up  to  the  roof,  where,  finding 
no  escape,  and  becoming  cooled  by  contact  with  the  cool  roof,  it 
necessarily  descended  by  the  cold  walls — the  circulation  thus  set  up 
being  precisely  that  which  takes  place  in  boiling  water  in  a  vessel 
where  the  heat  is  applied  beneath  the  centre  only,  as  when  a  spirit- 
lamp  is  used,  the  water  as  it  becomes  heated  ascending  in  the  centre 
of  the  vessel  and  descending  against  the  cooler  sides.  Is  it  impossible 
to  contrive  means  to  arrest  these  air  currents  ?  In  a  second  church 
in  the  town,  columns  of  cold  air  are  let  down  from  the  clear-story 
windows  on  the  devoted  head  of  some  unfortunate  who  is  seated 
immediately  beneath  them,  and  to  my  cost  I  have  found  that  through 
a  heated,  and  therefore  rarified,  air,  a  column  of  cold,  and  therefore 
condensed,  air  will  fall,  with  considerable  force  and  weight.  Last 
evening  I  had  the  misfortune  to  be  placed  within  the  arc  which  was 
formed  by  the  horizontal  projection  of  a  stream  of  cold  and  heavy 
air  from  the  window  of  a  side  aisle,  on  its  passage  to  the  floor. 

These  churches  are  the  work  of  some  of  our  leading  architects, 
and  yet,  by  these  defects,  are  rendered  not  only  unsuited  to  the  pur- 
pose for  which  they  were  erected,  but  absolutely  unsafe.  And  I 
cannot  but  think  that  a  little  study  of  the  laws  which  govern  these 
currents  of  air  would  lead  to  a  remedy.  Surely  the  present  state  of 
our  churches  and  places  of  public  assembly  in  this  respect  is  a  blot 
on  the  practice  of  scientific  architecture. 


Ancient  Toughened  Olass. — In  a  "  Book  of  Curiosities  "  we 
read :  "  There  was  an  artificer  in  Rome  who  made  vessels  of  glass  of 
so  tenacious  a  temper  that  they  were  as  little  liable  to  be  broken  as 
those  that  are  made  of  gold  and  silver.  When,  therefore,  he  had  made 
a  vial  of  the  purer  sort,  and  such  as  he  thought  a  present  worthy  of 
Oaesar  alone,  he  was  admitted  into  the  presence  of  their  then  Emperor 
Tiberius.  The  gift  was  praised,  the  skilful  hand  of  the  artist  ap- 
plauded, and  the  donation  of  the  giver  accepted.  The  artist,  that 
he  might  enhance  the  wonder  of  the  spectators,  and  promote  himself 
yet  further  in  the  favor  of  the  emperor,   desired  the  vial  out  of 
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Caesar's  hand,  and  threw  it  with  such  force  against  the  floor,  that  the 
most  solid  metal  would  have  received  some  damage  or  bruise  thereby. 
Csesar  was  not  only  amazed,  but  affrighted  with  the  act ;  but  the 
artist  taking  up  the  vial  from  the  ground  (which  was  not  broken,  but 
only  bruised  together,  as  if  the  substance  of  the  glass  had  put  on 
the  temperature  of  brass),  drew  out  an  instrument  from  his  bosom 
and  beat  it  out  to  its  former  figure.  This  done  he  imagined  that  he 
had  conquered  the  world,  as  believing  that  he  had  merited  an  acqaint- 
ance  with  Caesar  and  raised  the  admiration  of  all  the  beholders;  but 
it  fell  out  otherwise,  for  the  emperor  inquired  if  any  other  person  besides 
himself  was  privy  to  the  like  tempering  of  glass.  When  he  had  told 
him  ^No,'  he  commanded  his  attendants  to  strike  off  his  head,  saying, 
*  That  should  this  artifice  come  once  to  be  known,  gold  and  silver 
would  be  of  as  little  value  as  the  dirt  in  the  street.*  Long  after 
this — viz.,  in  1610 — we  read  that,  among  other  rare  presents  then 
sent  from  the  Sophy  of  Persia  to  the  King  of  Spain,  were  six  mir- 
rors of  malleable  glass  so  exquisitely  tempered  that  they  could  not 
be  broken." — London  Times, 


ENGINEERING  ON  THE  SOUTHERN  PACIFIC  RAILROAD. 


[From  the  Mining  and  Scientific  PrMs,  San  Francisco,  Cal.,  Sept.  9th,  1876.] 


The  event  of  driving  the  last  spike  in  the  railroad  connection  be- 
tween San  Francisco  and  Los  Angelos,  which  occurred  on  Tuesday 
last,  was  one  of  great  importance,  indicating  as  it  does  the  gradual 
opening  up  of  southern  California,  Arizona,  etc.,  and  bringing  them 
into  more  direct  communication.  The  road  passes  through  the  San 
Joaquin  valley,  from  Lathrop  in  the  north  (where  the  line  branches 
from  the  Central  Pacific),  to  Tehichipa,  a  distance  of  300  miles,  on 
almost  a  level.  The  work  of  track-laying  was  comparatively  inex- 
pensive, with  bridges  crossing  the  Stanislaus,  Tuolumne,  Merced, 
Fresno,  and  Kern  rivers,  and  other  streams  flowing  from  the  moun- 
tains to  the  San  Joaquin.  The  San  Joaquin  Valley  railroad,  which 
comprises  this  section  of  the  road,  intersects  the  counties  of  Stanis- 
laus, San  Joaquin,  Merced,  Fresno,  Kern  and  Tulare,  p-nd  all  the 
products  of  Tuolomne  and  Mariposa  counties  will  find  their  way  to 
market  on  this  great  highway. 
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The  only  natural  passes  across  the  barrier  separating  Los  Angelos 
from  Sd,n  Francisco  are  the  Tehichipa  and  Tejon  passes,  the  former 
of  which  was  chosen  by  the  railroad  engineers  as  the  easier  through 
which  to  run  their  track,  and  from  there  it  debouches  into  the  Mo- 
have desert.  These  were  not  the  only  obstructions  to  be  overcome, 
and  the  San  Fernando  tunnel,  the  longest  on  this  side  of  the  conti- 
nent, had  to  be  bored,  and  the  work  was  performed  with  more  than 
ordinary  expedition. 

San  Francisco  is  now  placed  in  communication  by  rail  with  Los 
Angelos,  San  Bernardino,  Santa  Monica,  Wilmington,  Anaheim  and 
Santa  Ana.  Los  Angelos  is  now  the  centre  of  an  extensive  railroad 
system,  branches  extending  to  Santa  Monica,  Wilmington  and  Ana- 
heim, besides  the  main  trunk  of  the  Southern  Pacific  railroad,  which 
runs  through  it.  The  branches  extending  to  Wilmington  and  Ana- 
heim are  owned  and  controlled  by  the  Southern  Pacific  railroad  com- 
pany ;  that  to  Santa  Monica  is  the  nucleus  of  the  Los  Angelos  and 
Independence  railroad.  All  that  remains  of  the  Southern  Pacific 
railroad  to  be  built  is  from  Indian  Wells  to  the  Colorado  river,  at  or 
near  Fort  Yuma. 

The  engineering  difficulties  in  building  this  road  were  very  great, 
and  those  encountered  in  ascending  the  Tehichipa  canyon  surpass 
anything  encountered  on  an  equal  distance  in  the  Sierra  Nevada, 
Every  artifice  had  to  be  employed  to  enable  the  engine  to  climb  the 
steep  grade,  and  within  19  miles  there  are  17  tunnels  in  ascending 
the  Tehichipa.  A  few  statistics  regarding  the  length  and  size  of 
these  tunnels  cannot  prove  uninteresting.  Tunnel  No.  1  is  245-8 
feet  long;  No.  2,  232-2  feet;  No.  3,  707-7  feet;  No.  4,  257  feet; 
No.  5,  1,166-3  feet;  No.  6,  303-7  feet;  No.  7,  532-7  feet;  No.  8, 
690  feet;  No.  9,  426-2  feet;  No.  10,  406-6  feet;  No.  11,  158-8 
feet;  No.  12,  756-3  feet;  No.  13,  5138  feet;  No.  14,  5127  feet; 
No.  15,  360-7  feet;  No.  16,  262-5  feet;  No.  17,  260-9  feet;  making 
a  total  of  7,6839  feet.  Nearly  all  these  tunnels  are  heavily  tim- 
bered with  staunch  11x14  inch  red-wood  timbers.  At  the  bottom 
they  are  14  feet  in  the  clear,  or  16 J  feet  in  excavation.  They  are 
22  feet  in  height,  and  the  shoulders  at  the  springing  of  the  arch  are 
18  feet  4  inches.  In  the  Soledad  canyon  there  are  two  more  tunnels, 
numbered  18  and  19,  the  first  being  264  feet  long,  and  the  latter  332 
feet.  The  longest  tunnel  on  the  coast  is  the  San  Fernando  tunnel, 
6,966J  feet  in  length. 
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This  tunnel  was  commenced  on  March  27th,  1875,  the  headings 
met  July  14th,  1876,  and  the  timbering  was  completed  August 
9th,  1876.  It  is  built  on  a  slope  of  37  feet  to  the  mile,  and  is 
perfectly  straight,  so  that  one  can  see  through  it.  It  is  not  cut 
through  a  single  mountain,  as  is  the  case  with  most  undertakings 
of  this  kind,  but  runs  through  a  succession  of  ridges  and  canyons. 
The  entire  length  is  6,966  feet,  or  nearly  a  mile  and  a  quarter. 
This  is  exclusive  of  the  heavily  graded  approaches,  which  aggregate 
half  or  three-quarters  of  a  mile  more.  The  deepest  point  in  the  tun- 
nel is  600  feet  below  the  top  of  the  mountain.  The  excavation  is 
made  in  the  form  of  a  trapezoid,  only  that  the  top,  which  forms  the 
longest  side  of  the  figure,  is  surmounted  by  an  arch.  The  width  of 
the  bottom  is  14  feet,  the  height  of  sides  to  the  commencement  of 
each,  16  feet,  and  the  height  to  centre  of  arch  21  feet.  The  sides 
and  top  are  protected  by  heavy  timbers,  braced,  fitted  and  spiked 
into  the  aperture  as  soon  as  the  earth  is  removed.  The  south  ap- 
proach ascends  at  a  grade  of  two  feet  in  100,  until  it  reaches  the 
mouth  of  the  tunnel,  where  the  road  bed  strikes  a  uniform  gradient 
of  71-lOOths  of  a  foot  in  100,  rising  toward  the  north.  At  the  north- 
ern extremity  it  reaches  its  highest  point,  and  then  descends  with  the 
same  incline  as  the  southern  approach.  Work  was  commenced  simul- 
taneously at  both  ends,  and  at  three  intermediate  points  on  the  line 
of  the  tunnel.  From  these  points  inclines  were  sunk  to  the  level  of 
the  road-bed  to  further  the  work  of  excavation  and  provide  ventil- 
ating facilities  when  the  tunnel  was  completed.  The  tunneling  was 
originally  started  some  distance  from  the  present  face,  but  the  over- 
lying earth  caved  in  so  badly  that  it  was  found  necessary  to  make 
excavations  about  sixty  feet  deep  before  sufficiently  solid  earth  was 
found.  Another  obstacle  which  presented  itself,  was  an  excessive 
flow  of  water,  rendering  the  work  of  excavating  not  only  dangerous 
but  very  expensive. 

Tunnel  9  is  at  the  famous  loop  of  Tehichipa  pass.  This  loop  com- 
pletely encircles  a  mound,  and  by  so  doing  gains  a  difference  in 
elevation  of  77  feet  6  inches.  Emerging  from  tunnel  9,  the  train 
winds  around  the  mound  and  passes  directly  over  the  tunnel  at  right 
angles,  having  made  a  curvature  of  300°  52^  The  length  of  the 
loop  is  3,794  feet.  Pictured  on  the  map  this  loop  looks  like  a  coil 
thrown  carelessly  in  a  rope ;  it  is  a  veritable  corkscrew.  It  is  claimed 
to  be  a  novel  and  original  achievement  in  engineering.     The  total 
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length  of  tunnels  between  Caliente  and  Los  Angelos,  as  given  above, 
is  15,246.4  feet. 

The  road  has  been  bailt  to  within  100  miles  of  the  Colorado  river, 
which  it  will  reach  before  the  close  of  the  year.  The  whole  distance 
from  here  to  Fort  Yuma  by  the  road  is  715  miles,  over  600  of  which 
are  completed. 


HEAT-CONDUCTION   IN   GASES. 


[From  EnglUh  Mechanic  and  World  of  Science,  "l 


The  power  of  different  gases  to  conduct  heat  has  in  recent  years 
been  frequently  studied,  both  in  the  way  of  theoretical  calculation 
and  of  experimental  measurement.  The  researches  of  M.  Stefan 
have  an  important  bearing  on  the  theory  of  gases.  Recently  M. 
Winkelmann  has  published  a  new  investigation  of  the  subject  in 
Poggendorff's  Annalen, 

For  measurement  of  the  heat-conduction,  M.  Winkelmann  em- 
ployed the  same  method  as  has  been  employed  by  other  observers : 
he  measured  the  velocity  of  cooling  of  a  thermometric  body  within  a 
vessel  filled  with  the  gas  to  be  examined.  The  difficulty  of  these  ex- 
periments lies  in  the  circumstance  that  the  cooling  is  caused  not  only 
by  the  conduction  of  the  gas  which  surrounds  the  cooling  body,  but 
that  also  the  currents  of  the  gas,  and  above  all,  radiation,  play  an 
important  part.  M.  Winkelmann  considered  it  his  chief  task  to 
eliminate  the  currents  of  the  radiation  ;  and  he  effected  this  in  one 
case  by  altering  the  pressure  of  the  gas  between  760  and  1mm.  (with 
decreasing  pressure  the  action  of  gas  currents  becomes  less).  Sec- 
ondly, he  employed  various  apparatuses  in  which  the  cooling  body 
within  was  always  of  the  same  dimensions  and  the  same  material, 
while  the  outer  envelope  was  altered  in  size ;  the  value  of  the  radia- 
tion was  then  in  all  apparatuses  the  same,  while  the  conduction 
varied  with  the  size  of  the  outer  vessel,  and  so  furnished  data  by 
means  of  which  the  radiation  could  be  calculated  and  eliminated. 

The  results  of  these  measurements  are  given  in  the  following 
table : — 
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Gases.  Oondactivity. 

Air, 0-0000525 

Hydrogen, 0-0003325 

Carbonic  acid,          ....  0-0000817 

Ethylene, 414 

Marsh  gas, 647 

Nitric  oxyde,        ....  460 

Carbonic  oxide,        ....  510 

Oxygen, 563 

Protoxide  of  nitrogen,      .         .         .  363 

Nitrogen,     .         .         .         .         .  524 

The  numbers  obtained  for  air  and  hydrogen,  the  gases  with  which 
the  fullest  series  of  experiments  were  made,  further  showed  that  in 
air,  down  to  a  pressure  of  1mm.,  the  heat-conduction  is  independent 
of  the  pressure ;  hydrogen,  on  the  contrary,  showed  a  quite  divergent 
and  hitherto  unexplained  behavior  in  reference  to  pressure,  in  that 
the  changes  of  the  currents  with  different  pressures  by  no  means 
afford  an  explanation  of  the  observed  differences  in  velocity  of 
cooling. 

For  example,  whereas  with  a  lowering  of  the  pressure  from  750mm. 
to  9l*4mm.,  there  was  a  change  of  only  1*4  per  cent,  in  the  value  for 
the  velocity  of  cooling;  on  further  diminution  of  the  pressure  to 
4'7mm.,  there  was  a  further  decrease  of  11  per  cent.,  and  this  de- 
crease continued  when  the  pressure  was  further  lowered  to  l-92mm. 
Whether,  perhaps,  accidental  circumstances  may  have  operated  here, 
or  whether  the  phenomenon  is  due  to  properties  of  the  gas,  can  only 
be  decided  by  further  and  more  exact  researches. 

A  second  task  which  M.  Winkelmann  set  himself  was  to  determine 
the  relation  of  heat-conduction  to  temperature.  In  this  investigation 
he  had  to  employ  new  apparatus  made  of  glass,  and  to  effect  the 
separation  of  the  conduction  from  the  radiation  on  a  different  prin- 
ciple from  that  in  the  first  measurements.  The  observations  were  so 
arranged  that  first  the  time  of  cooling  was  determined  from  18°  to 
8°,  and  then  from  118°  to  108°.  With  three  apparatuses  very  dif- 
ferent in  their  dimensions,  M.  Winkelmann  obtained  the  temperature 
co-efficients  1-3661,  1-3429,  and  1-3644,  referring  to  the  tempera- 
tures 7°-4  to  7°'6,  and  107°-7  to  109°;  that  is  to  say,  if  the  heat- 
conduction  at  the  lower  temperature  be  put  equal  to  1,  then  at  the 
higher  temperature  it  haa  the  value  just  given. 

Besides  the  two  gases,  air  and  hydrogen,  carbonic  acid  was  ex* 
amined.     If  the  latter  changes  its  heat-conduction  with  temperature 
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in  the  same  way  as  air  and  hydrogen,  we  should,  by  combination  of 
the  values  of  hydrogen  and  carbonic  acid,  obtain  the  same  relative 
numbers  as  those  given  relating  to  hydrogen  and  air.  The  values  so 
obtained,  however,  are  altogether  smaller,  whence  it  appears  that  the 
conduction  of  carbonic  acid  is  not  dependent  on  temperature  in  quite 
the  same  way  as  that  of  hydrogen,  but  increases  more  quickly  with 
the  temperature. 

Book    Notices. 


Chemia  Coartata,  or  the  Key  to  Modern  Chemistry,  by  A.  H. 
Kollmyer,  A.  M.,  M.  D.,  Prof.  tTniversity  of  Bishop's  College, 
etc.  1  Vol.  8vo,  oblong.  107  pp.  Lindsay  &  Blakistone, 
Phila.,  1876. 

The  purpose  of  this  book  is  to  supply  a  reference  text  book  of 
chemistry,  and  this  end  is  reached  in  an  exceedingly  convenient 
and  comprehensive  way.  The  extended  double  page  gives  width  of 
sheet,  so  that  six  or  seven  columns  can  be  made  to  show  at  one  view  : 
1st,  the  name  of  the  element,  followed  by  derived  substances ;  2d, 
some  historic  data ;  3d,  the  sources  from  which  obtained ;  4th,  the 
chemical  equations  of  the  sources  and  process  of  derivation ;  5th, 
the  chemical  and  physical  qualities — the  properties ;  6th,  the  lests  of 
most  ready  application  or  use.  The  author  claims  that  ^'  It  will  be 
found  especially  adapted  to  the  wants  of :  1st,  students  intending  to 
present  themselves  for  examination  ;  2d,  persons  who  have  learned 
the  old  notation  and  wish  to  become  acquainted  with  the  modem 
9t/9tem ;  3d,  those  who  desire  to  keep  up  their  useful  knowledge  of 
chemistry  while  actively  engaged  in  other  pursuits;"  and  this  claim 
seems  fully  warranted.  It  is  literally  a  handbook  of  chemistry,  filling 
a  want  not  supplied  by  other  books,  and  not  appreciated  by  other 
writers,  and  it  will  unquestionably  meet  with  an  extended  sale  and 
immediate  use. 


"  De  la  Transmission  et  de  la  Distribution  des  Forces  Motri- 
CBS  A  GRANDE  DISTANCE  PAR  A.  Achard"  G.E.  Geneva,  etc., 
extracted  from  the  ''  Annales  des  mines  "  with  additions.  1  Vol. 
Svo.     156  pp.,  Dunod.     Paris,  1876. 

Attention  is  called  to  this  work,  so  that  any  whose  professional 
acquirements  lead  them  to  investigate  the  transmission  of  motive 
power  by  wire  ropes,  by  compressed  air  or  liquid  pressure,  will  know 
where  to  look  for  a  very  complete  study  and  exhibition  both  of 
principles  and  actual  usage.  The  work  is  well  worthy  to  be  studied 
by  every  mechanical  engineer,  and  its  publication  in  separate  form 
renders  it  available  for  the  shelves  of  a  library. 
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HYDRAULIC  RIVETING  MACHINES. 

By  Wm.  Sellers  &  Co. 

In  the  earliest  form  of  riveting  machine,  the  riveting  die  was 
actuated  either  by  a  crank  or  a  cam,  so  that  the  traverse  of  the  die 
was  uniform,  and  determined  by  this  driving  mechanism.  The  rivet, 
whether  large  or  small,  long  or  short,  was  compressed  to  the  same 
length,  often  in  rivet  holes  of  varying  diameters.  Sometimes,  there- 
fore, the  rivet  did  not  fill  the  hole ;  sometimes  the  plates  to  be  riveted 
were  strained.  The  work  was  performed  by  gradual  compression,  in 
itself  desirable,  but  the  uniform  traverse,  operating  upon  irregular 
quantities  in  the  rivet,  and  even  forcing  the  metal  into  holes  of  vary- 
ing capacity,  failed  to  produce  regular  work. 

The  direct  action  steam  riveting  machine  produces  regular  work 
with  irregular  quantities  in  the  rivet  or  varying  size  of  holes ;  but 
inasmuch  as  the  work  is  done  by  a  blow,  the  shock  is,  in  time, 
destructive  to  the  machine,  and  sometimes  is  injurious  to  the  work. 

Hydraulic  riveting  was  first  accomplished  by  a  machine  on  which 
hydraulic  pressure  was  employed  to  act  directly  upon  a  compressing 
piston,  which  carried  the  riveting  die;  but  in  all  these  hydraulic 
machines,  a  pump  was  employed  to  produce  the  pressure  in  the  com- 
pressing cylinder,  which  cylinder  was  in  communication  with  the 
pump  chamber  through  a  valve  which  was  opened  by  the  fluid  when- 
ever the  pressure  in  the  pump  chamber  exceeded  that  in  the  cylinder ; 
consequently  the  compressing  piston,  which  carried  the  die,  was 
moved  only  when  the  pump  moved  to  force  the  fluid  through  the 
valve,  and  rested  when  the  pump  was  taking  water  for  its  next  stroke. 
Hence  the  die  might  be  stationary,  while  a  rivet  was  but  partially 
headed.  Moreover,  the  compressing  piston  and  die  did  not  move  at 
the  will  of  the  operator,  but  with  the  motion  of  the  pump,  whether  it 
was  worked  by  hand  or  power.  If  by  hand,  the  workman  had  no 
means  of  controlling  the  pressure  but  by  his  judgment  or  strength  . 
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if  bj  power,  a  valve  to  release  the  pressure  was  provided,  which 
could  be  opened  by  the  operator  whenever,  in  his  judgment,  a 
sufficient  pressure  had  been  exerted,  but  no  means  of  determining 
this  with  any  degree  of  accuracy  was  provided  in  either  case,  so  that^ 
although  the  pressure  was  gradual,  and  the  traverse  limited  only  by 
the  performance  of  the  work,  the  want  of  means  to  determine  the 
latter  produced  irregular  results. 

Mr.  Ralph  H.  Tweddell,  of  Sunderland,  Great  Britain,  is  the 
inventor  of  a  hydraulic  riveting  machine  in  which  is  combined  all  of 
the  advantages  and  which  avoids  all  the  difficulties  which  have 
characterized  previous  machine  systems — that  is  to  say,  his  machine 
compresses  without  a  blow,  and  with  a  uniform  pressure  at  will ;  each 
rivet  is  driven  with  a  single  progressive  movement,  controlled  at  will. 
The  pressure  upon  the  rivet  after  it  is  driven  is  maintained,  or  the 
die  is  retracted  at  will.  And  to  this  combination  he  adds  features 
not  heretofore  found  in  any  riveting  machine. 

This  machine  consists  of  a  riveting  die  and  a  holder,  one  or  the 
other  attached  to  and  moved  by  a  piston  in  a  cylinder,  which  is  called 
the  compressing  cylinder;  this  cylinder  communicating  with  an 
accumulator  through  a  valve,  not  self-acting,  but  moved  by  the 
operator,  so  that  when  the  valve  is  opened  the  piston  to  which  the 
die  or  the  die  holder  is  attached  invariably  moves  until  the  rivet  is 
headed,  with  a  force  which  is  positively  defined  by  the  pressure  on 
the  accumulator.  Hence  the  work  is  performed  without  a  blow  ;  the 
pressure  is  uniform  whether  the  rivets  are  long  or  short ;  it  can  be 
modified  by  the  weights  applied  to  the  accumulator ;  it  is  continuous 
for  each  rivet,  and  may  be  maintained  as  long  as  desired,  or  the 
riveting  die  can  be  retracted  as  soon  as  the  rivet  is  finished,  whether 
the  pump  is  taking  water,  delivering  it,  or  at  rest. 

The  accumulator  above  alluded  to  is  an  essential  part  of  the 
system ;  it  is  of  variable  capacity ;  in  it  water  is  kept  under  pressure, 
being  forced  in  by  means  of  a  pump,  or  otherwise.  The  chamber  of 
the  accumulator  is  closed  at  one  end,  and  to  the  other  end  is  fitted  a 
stuffing  box,  through  which  plays  a  weighted  piston-rod  or  plunger. 
This  plunger  rises  or  falls  as  the  quantity  of  water  in  the  chamber 
increases  or  diminishes.  By  varying  the  load  upon  the  plunger  the 
pressure  upon  the  water  in  the  accumulator  cylinder  is  adjusted.  The 
water  or  other  fluid  under  pressure  on  the  accumulator,  and  there 
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stored  up  ready  for  use,  is  conveyed  through  suitable  pipes  and 
admitted  by  the  operating  valve  to  the  compressing  cylinder  of  the 
riveting  machine,  so  that  when  the  valve  is  opened  the  water  flows 
into  the  compressing  cylinder,  closing  the  riveting  dies  upon  the 
rivet,  and  finishing  the  work  with  just  such  force  or  pressure  as  the 
accumulator  has  been  gauged  to  produce. 

The  plant  required  for  hydraulic  riveting  consist,  therefore,  of  an 
accumulator  that  can  be  loaded  so  as  to  give  any  requisite  pressure 
per  square  inch ;  a  means  of  keeping  this  accumulator  full  by  pump 
or  otherwise  ;  and  the  riveting  machine  proper,  which  may  be  either 
stationary  or  movable  within  certain  limits.  For  boiler  work  a 
stationary  riveting  machine,  somewhat  similar  in  construction  to  our 
steam  riveters,  has  its  large  steam  cylinder  replaced  by  a  very  small 
hydraulic  cylinder.  The  hydraulic  cylinder  closes  the  dies  quickly, 
but  without  any  blow. 

For  bridge  work  construction  in  the  shop — the  pump  and  accumu- 
lator are  placed  in  any  convenient  position,  and  the  water  under 
pressure  is  carried  through  jointed  or  flexible  pipes  to  a  portable 
riveting  machine  suspended  from  an  over-head  carriage.  In  using 
this  portable  riveting  machine  the  work  resting  on  trussels  remains 
stationary,  the  riveter  is  moved  along  it  from  rivet  to  rivet  to  be 
driven,  performing  the  work  with  surprising  rapidity  and  accuracy, 
and  without  noise  or  jar.  The  whole  machine  or  combination  is  also 
arranged  for  use  in  the  field,  by  providing  a  car  with  boiler,  engine, 
pumps,  and  accumulator  on  it,  the  portable  riveter  being  suspended 
from  a  crane  or  derrick  attached  to  the  car.  This  permits  the  use 
of  the  machine  in  driving  the  rivets  in  bridge  erection  or  in  ship- 
building. 

We  have  secured  the  control  of  this  valuable  invention,  and  are 
prepared  to  furnish  the  Tweddell  hydraulic  riveting  machinery  for 
any  kind  of  rivet  driving. 

We  have  added  to  the  original  invention  many  improvements  of 
our  own,  pertaining  directly  to  it,  and  have  arranged  convenient 
over-head  carriage  and  hoisting  machinery  to  facilitate  the  use  of  the 
portable  hydraulic  riveting  machine. 

The  following  cuts  and  description  will  make  the  arrangement  of 
hydraulic  riveting  machines  more  comprehensible  to  the  reader : 


Digitized  by 


Google 


308  Oivil  and  Mechanical  Engineering. 

ADJUSTABLE    ACCUMULATOR   AND    PUMP. 

Arranged  with 
weights  suspend- 
ed    below      the 
main  casting,  so 
made    as    to   be 
readily    released 
from  it,  to  adjust 
the    pressure   to 
the   work    being 
done,  each  weight 
represents     250 
pounds   pressure 
per  square   inch 
on   the    ram    of 
riveting  machine. 
The      maximum 
pressure   obtain- 
able    when     all 
weights    are     in 
place     is     2000 
pounds      per 
square  inch. 
The     pump, 
which  is  double-acting,  operated  by  crank  motion,  is  of  improved 
construction,  and  takes  its  water  from  a  reservoir  in  the  upright. 
The  return  water  in  entering  the  reservoir  passes  through  a  mass  of 
sponge  to  filter  it.     An  important   feature  in  the  arrangement  of 
pump  and  accumulator  is  the  adaptation  of  our  improved  relief  valve 
to  the  system.     This  valve  is  so  constructed  and  controlled  by  the 
motion  of  the  accumulator  as  to  relieve  the  pump  from  work  without 
stopping  its  motion  when  t'^e  accumulator  is  full,  and  to  start  it  to 
pumping  into  the  accumulator  as  soon  as  the  accumulator  weight  has 
descended  a  short  distance.     When   this  valve  is  open,  the  water 
under  pressure  in  the  accumulator  is  shut  ofiF  from  the  pump,  and 
the  pump  relieved  from  pressure  draws  water  from  the  reservoir  and 
forces  itjback  into  the  same  reservoir,  maintaining  its  action  without 
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strain,  but  ready  to  resume  its  work  when  required.  When  the  relief 
valve  is  closed,  the  pump  forces  water  directly  into  the  accumulator. 
When  the  accumulator  is  full,  and  no  water  is  being  taken  from  it^ 
the  pump  must  either  stop  or  discharge  its  water  elsewhere.  To  stop 
the  motion  of  the  pump  when  [the  accumulator  is  full,  involves  its 
being  again  started  promptly  when  required,  which  is  not  very 
readily  done,  and  risks  the  loss  of  water  and  entrance  of  air  into  the 
chamber  while  standing.  To,  maintain  the  action  of  the  pump  and 
discharge  under  a  safety  valve  involves  the  expenditure  of  power 
when  no  useful  work  is  being  done.  Our  arrangement  maintains  the 
motion  of  the  pump  ready  for  immediate  action,  and  yet  relieves  it 
from  strain  when  not  required  to  do  any  work. 

THE    PORTABLE    RIVETING    MACHINE. 

.We  give  in 
Figs.  2,  3,  and 
4,  this  useful 
machine  in  three 
positions ;  show- 
ing how  it  may 
be  adjusted  to 
act  readily  on 
seams  oblique, 
horizontal,or  ver- 
tical. Fig.  2 
shows  the  shape 
of  the  riveting 
jaws  or  levers. 
The  rivet  is 
driven  by  the 
dies  in  short  ends 
of  levers.  We 
make  these  levers 
orjaws  of  various 
lengths,  suited  to 
different  work.  In  all  cases  the  proportion  of  the  two  ends  is  as  two 
is  to  one.  Thus,  we  make  lever  6  inches  and  12  inches  long,  9  inches 
and  18  inches,  or  12  inches  and  24  inches.     These  proportions  allow 
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plates  to  be  riveted,  where  the  rivets  are  five  inches,  eight  inches  or 
eleven  inches  from  the  edges  of  the  sheets  or  the  flange  edges  of  angle, 
tee,  or  channel  bars  or  beams.  It  is  of  course  desirable,  to  avoid 
weight  of  the  whole  apparatus,  to  use  the  shortest  and  lightest  levers 
adapted  to  the  work  in  hand.  For  riveting  boiler  plates,  the  sta- 
tionary machine  with  its  long  and  massive  stake,  as  before  mentioned, 
is  required.  With  the  dimensions  of  levers  which  we  have  given, 
there  is  no  trouble  in  obtaining  strength,  without  passing  the  limit  of 
portability  for  the  machine,  so  that  the  pressure  on  the  rivet  shall 
cause  the  heated  and  plastic  metal  to  flow  into  all  irregularities  of 
the  rivet  holes,  while  only  the  surplus  of  iron  shall  go  into  the  heads. 

The  portable 
riveter  is  sus- 
pended from  a 
hoisting  machine 
on  an  over-head 
carriage.  This 
carriage  having 
a  longitudinal 
motion  on  over- 
head rails,  of  in 
some  cases,  50 
feet,  and  a  trans- 
verse motion  of 
6  feet ;  thus  per- 
mitting the  use 
of  the  machine 
at  any  point 
within  a  space  of 
50  feet  by  6  feet 
wide. 

In  this  space 
the  work  rests  on 
trussels,  and  the 
riveting  machine 
is  moved  along 
or  around  it. 
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One  man 
raises  and 
lowers  the 
riveter,  ad- 
justs it  to 
the  rivets, 
and  then 
closes  the 
dies  on  the 
rivets. 
Boys  drop 
the  red-hot 
rivets  into 
place  with 
the  head  of 
the  rivet  up- 
permost in 
horizontal 
work.  With 
a  skilful  op- 
erator, as 
many  as  6  to  10  red-hot  rivets  may  be  put  in  place  ahead  of  him, 
and  he  can,  on  beam  work,  drive  from  10  to  16  rivets  per  minute. 

The  portable  hydraulic  riveter  is  suspended  from  an  over-head 
carriage ;  the  hoisting  machinery  of  this  carriage  is  one  of  the  im- 
proved forms  of  Weston's  hoists,  working  with  very  little  friction, 
and  capable  of  nice  adjustment  of  the  riveting  machine  to  any 
position. 

The  same  carriage  with  slight  alteration  can  be  made  to  lift  lOOO 
pounds,  and,  mounted  on  the  same  ways  as  carry  the  riveter  carriage, 
can  be  used  to  lift  and  adjust  the  work  to  be  riveted.  To  obtain  the 
best  result  with  these  riveters,  the  extra  hoisting  machines  are 
desirable. 

In  using  the  hydraulic  riveting  machine  to  advantage  the  rivets 
should  be  heated  rapidly  and  uniformly.  To  accomplish  this  we  have 
arranged  furnaces  inclosed  in  sheet  iron  covers,  with  every  conve- 
nience for  rapid  handling  of  the  rivets  by  the  boys  who  attend  to  this 
part  of  the  work. 
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The  hydraulic  riveting  machinery  is  inexpensive  to  maintain,  if  a 
very  little  attention  is  paid  to  keeping  it  in  good  order.  It,  like  all 
other  hydraulic  machinery,  should  be  kept  up;  not  allowed  to 
deteriorate  by  careless  usage.  Slight  leaks,  if  stopped  by  attention 
to  the  packing  at  once,  will  give  no  trouble;  if  neglected,  may 
amount  to  serious  wear  from  rust  and  abrasion. 

As  the  portable  riveting  machine  is  most  commonly  applied  to  es- 
pecial use,  both  in  place  and  in  description  of  work,  it  is  better  that 
a  full  consideration  of  the  requirements  be  presented  to  Messrs.  Wm. 
Sellers  &  Co. ;  but  the  form  of  machine  shown  in  these  pages  is 
suited  for  many  uses  without  change  or  further  adaptation ;  while 
the  great  superiority  of  machine  over  hand  riveting  requires  every 
large  boiler  or  plate  iron  working  shop  to  possess  in  readiness  to 
use  all  the  appliances  needed  to  avoid  hand  work. 


TRIAL    OF   THE 

PUMPING  ENGINES  FOR  THE  WATER  WORKS  AT 
LAWRENCE,  MASS. 


d  arranged  by  Mr.  E.  D.  Lbavitt,  Jr.,  C.E. 
by  Messrs.  I.  P.  Morris  &  Co.,  Philadelphia. 

vith  the  terms  of  contract  between  the  Commis- 
rence  Water  Works  and  the  builders  of  the  boilers 

engines  have  been  subjected  to  a  test  trial  under 
id  direction  of  Messrs.  Wm.   E.  Worthen,  J.  C. 

P.  Davis,  civil  engineers,  who  were  the  chosen 
the  report  made  by  them  the  following  abstract  has 

Works. — Plate  I  contains  plan  and  profile  of 
and  reservoir,  by  which  their  relative  positions 
erstood.  The  pumps  of  both  engines  deliver  into 
[  inches  diameter,  and  75  feet  long,  thence  by  main 
:  and  4,900  feet  long  to  reservoir.  The  delivery 
erflow  from  the  upright  pipe  on  the  centre  of  the 
)  reservoir;  but,  for  the  purpose  of  measurement 
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by  weir,  this  pipe  was  enclosed  by  a  box,  some  10  feet  long  by  8  feet 
wide  and  4  feet  deep.  A  weir  was  constructed  on  the  southerly  side, 
of  which  the  crest  was  2  feet  4  inches  above  the  bottom  of  the  plat- 
form— or  some  4  inches  above  the  top  of  the  pipe.  The  weir  meas- 
ured 3-997  feet  in  length,  plate  iron  edge  and  sides. 

Engines. — The  engines  were  two,  designated  as  A  and  B,  with  » 
single  fly-wheel  between  them.  For  the  test  of  a  single  engine,  the 
westerly  one,  or  engine  B,  was  run.  Plate  II  is  a  section  of  one  of 
the  engines — a  compound  engine  of  Mr.  E.  D.  Leavitt,  Jr.'s,  design 
and  patent.  The  two  steam  cylinders,  both  steam  jacketed,  are 
placed  beneath  the  main  centre  of  a  working  beam,  and  inclined  out- 
wardly at  the  top  to  connect  with  opposite  ends  of  the  beam,  redu- 
cing thereby  the  length  of  the  steam  passage  between  the  cylinders, 
equalizing  the  stroke,  and  economizing  space,  with  a  strong  and 
compact  frame. 

The  cylinder  valves  are  all  gridiron  valves  with  large  area  of  open- 
ing and  small  movement.  The  steam  valves  to  the  high-pressure 
cylinders  are  operated  by  cams  controlled  by  governors,  one  to  each 
engine.  When  running  coupled,  the  cam  of  one  engine  is  set  and  the 
other  controlled  by  its  governor. 

Air-pump  double-acting.  Feed  pump  connected  with  air-pump 
rod.  The  pumps  are  of  the  Thames  Ditton  variety,  bucket  and 
plunger,  but  with  a  supplementary  delivery  pipe.  There  are  seven 
double-beat  valves  for  suction,  and  four  in  the  supplementary  pipe, 
and  the  bucket  valve  for  the  delivery.  Attached  to  the  lower  valve 
chamber,  there  is  a  small  spherical  chamber  with  an  air-cock  at  the 
top,  by  which  air  may  be  introduced  into  the  pump,  which  is  found, 
at  particular  stages  of  water  in  the  well,  to  contribute  to  ease  in  the 
working  of  the  pump. 

The  boilers  are  two  in  number,  designed  for  these  works,  tubular, 
with  interior  fire-boxes ;  the  general  construction  will  be  understood 
from  the  sections,  Plate  III.  A  water  mid-feather  divides  each 
boiler  into  two  furnaces.  This  feather  extends  from  the  front  nearly 
to  the  centre  of  the  boiler,  where  both  fire-boxes  unite  in  one  com- 
bustion chamber.  From  this  chamber  the  boiler  is  tubular  to  the 
end ;  the  products  of  combustion  passing  through  the  tubes,  return 
beneath  nearly  to  the  ash-pit,  and  pass  downward,  and  latterly  into  a 
depressed  flue  leading  to  the  chimney. 
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Table  of  Dimensions 

Diameter  of  high-pressure  cylinders,  . 
low        "  " 

high       "  "         rods, 

low        *'  " 

air-pumps, 
pump-barrel, 
'*      plunger,    . 
"  "         rod,    . 

bottom  and  supplementary  valves  outside 

lower  seat, 
bottom  and  supplementary  valves  inside 

upper  seat, 
bucket-valves  outside  lower  seat, 

"  inside      "         " 

air-chamber,        .... 
fly-wheel,       .... 
Length  of  stroke  of  steam  and  water  pistons, . 

"  "         air-pump, 

Distances  between  End  Centres  of  Beam, 
Lead  on  steam-valves,    .... 
high-pressure  exhaust  valves, 
low         " ,       inlet, 
*'  "         exhaust  bottom, 

"  "         top. 

All  measured  on  stroke  of  pistons. 
Cushion  on  high-pressure  top  exhaust,  . 
"  "         bottom      *' 

"  low-pressure  top        " 

"  **        bottom      " 

Volume  of  Clearance  and  Port  Space  : 

High-pressure  top,  .  .       -0256  of  cylinder  capacity < 

"    ,      **        bottom,  .  •  -0231 

Low         "        top  .  .       -0164 

"         "       bottom,  .  •  -0182 


12i 

22 

15 

54 

30 

8 
28    inches. 
16|  feet. 

0 

X  inch. 
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14f 

8i 


it 


ii 

ii 


•0992  H.  P." 
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ii 


35,900  lbs. 


Connecting  pipe  between  cylinder   . 

Weight  of  fly-wheel. 
Volume  of  Clearance  and  Port  Space  : 

Weight  of  walking-beam  including  pins  and  counter-balance, 

25,700  lbs, 
high-pressure  piston  and  connections,         •       2,575 
low        "  "        "  "  .  4,175 

air-pump  *'        "  "  .       1,800 

pump,  plunger  bucket,  .  7,200 

main  connections,  beam  to  crank,  .  .      8,800 


(( 
ii 

a 
ii 
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12  feet. 

8    " 

10    " 

3  inches. 

80       « 

5  ft.  8  in. 

5  feet. 

2  ft.  10  in. 
t. 

.      4,900  feet. 

30  inches. 
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BOILBRS  : 

Length  of  shell,     .  .  .  < 

"  water  mid-feather,    . 

^'  combustion  chamber,     . 

"  tubes, 

Diameter  of  tubes,  ... 

Number         "  ... 

Diameter  of  circular  shell, 
Length  of  each  grate.  . 
Width         "         "     '         . 
Steam  drum  for  both  boilers,  12  feet  6x2  feet. 
Force  Main  : 

Length  of  force  main, 

Diameter      "         "        • 

Branches  from  engines  to  main,  75  feet  longX24  inches  diameter. 

Static  lift  from  165  feet  to  174  feet. 

That  part  of  the  contract  which  governed  the  Board  of  Experts 
in  conducting  the  test  trial  is  as  follows : 

"  For  the  test  the  engines  shall  run  for  forty-eight  consecutive 
hours,  during  which  the  water  will  bo  measured  over  a  weir  at  the 
reservoir,  and  the  delivery  of  the  pumps  must  be  at  the  rate  of  at  least 
2,000,000  of  gallons  in  ten  hours  for  each  engine,  with  a  speed  of 
sixteen  revolutions  per  minute,  and  a  steam  pressure  in  boiler  of  90 
pounds  per  square  inch.  If,  however,  the  Water  Commissioners  shall 
eo  determine,  the  test  shall  last  for  a  less  time  than  forty-eight 
hours. 

"  The  test  shall  be  made  under  the  direction  of  at  least  three 
mechanical  engineers  of  good  reputation,  one  to  be  chosen  by  the 
Commissioners,  one  by  the  said  party  of  the  second  part,  and  the 
third  by  the  other  two. 

''  The  coal  to  be  used  on  the  trial  shall  be  of  the  best  quality  of 
Cumberland  coal,  and  shall  be  carefully  weighed,  and  with  such  pre- 
cautions as  the  examiners  may  determine  upon. 

^^  The  method  of  conducting  the  trials  to  be  as  follows :  Steam  to 
be  raised  in  the  boilers  to  the  proper  working  pressure  with  clean 
fires  of  the  usual  thickness,  when  the  engines  are  to  be  started,  and 
the  trial  is  to  begin ;  but  the  beginning  and  ending  of  that  portion 
of  the  trial  on  which  all  calculations  of  eSBciency  and  duty  are  based 
shall  be  left  to  the  decision  of  the  experts. 

^^  All  the  coal  burned  during  the  trial  to  be  charged  without  deduc- 
tion of  any  kind  to  the  engines. 
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"  The  lift  to  be  determined  bj  a  correct  pressure-gauge  attached 
to  the  rising  main  at  a  point  within  one  hundred  feet  of  the  engine 
house,  to  the  average  readings  of  which  shall  be  added  the  pressure 
due  to  the  difference  of  the  level  of  this  point,  and  the  mean  surface 
of  the  water  in  the  pump-wel),  and  also  an  allowance  of  one  pound 
per  square  inch  for  friction,  and  bends  between  the  gauge  and  pump- 
well, 

"  The  duty  obtained  must  be  equal  to  95,000,000  pounds  lifted  one 
foot  high  for  every  100  pounds  of  coal  consumed  in  the  boiler-fur- 
naces during  the  trial,  and  said  duty  shall  be  reckoned  upon  the 
amount  of  water  delivered  over  the  weir  at  the  reservoir,  with  five 
per  cent,  added  thereto  to  allow  for  loss  of  action  at  the  pump. 

^^  At  the  close  of  the  trial  the  fires  to  be  in  as  good  condition,  ^nd 
the  water  in  the  boiler  at  the  same  height,  and  the  steam  at  the  same 
pressure  as  at  the  beginning." 

In  preparation  for  the  test  a  weir  was  constructed  at  the  reservoir 
in  the  usual  form,  and  with  all  the  appliances  of  gauge-box,  connect- 
ing-pipe,  and  hook-gauge.  One  side  of  the  gauge-box  was  made  of 
glass  for  better  illuminating  the  point  of  the  hook  in  the  night. 

The  scales  for  weighing  the  coal  were  tested ;  and  for  determining 
the  quantity  fired  at  any  time  it  was  determined  to  use  the  car  as 
provided  for  the  works,  running  it  back  to  the  scales  and  reweighing 
after  each  firing. 

By  the  terms  of  the  contract,  the  first  item  to  claim  the  attention 
of  the  experts  was  that  '^  the  coal  to  be  used  on  the  trial  shall  be  of 
the  best  quality  Cumberland  coal,  and  shall  be  carefully  weighed/' 
All  the  precautions  necessary  for  the  careful  weighing  were  taken  by 
us,^  but  the  coal  was  of  such  quality  of  Cumberland  as  could  be  readily 
got ;  its  evaporative  capacity  will  be  shown  by  the  result  of  the 
experiments. 

For  measuring  the  water  to  be  supplied  to  the  boilers  two  tanks 
were  constructed.  The  upper  or  measuring  tank  was  a  covered  box, 
in  the  cover  of  which  a  small  rectangular  opening  was  made  for  an 
overflow ;  1,400  pounds  of  water  at  45°  Fahr.  were  weighed  into  it, 
and  by  the  dropping  into  the  tank  three  bricks  previously  well  wet- 
ted, the  level  of  the  water  was  brought  up  to  the  level  of  the  over- 
flow. The  lower  tank,  from  which  the  water  was  fed  into  the  boilers, 
was  provided  with  a  glass  gauge  graduated  from  the  upper  tank. 
The  graduation  was  from  a  full  tank  downward,  so  that  the  water 
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fed  into  the  boilers  was  determined  from  the  number  of  upper  tanks 
discharged  plus  that  drawn  from  the  lower  tank. 

The  steam  gauges  on  boilers  and  steam  and  water  on  engine  were 
those  provided  by  the  contractors.  The  accuracy  of  the  important 
ones  was  determined  by  a  comparison  of  them  with  a  standard  gauge 
of  the  American  Steam  Gauge  Company,  tested  by  a  mercury  col- 
umn. 

The  thermometers  and  barometers  used  were  furnished  by  Hud- 
dleston.  The  thermometers  inserted  in  steam  and  water  passages 
were  made  especially  for  the  purpose,  the  bulbs  being  enclosed  in  a 
tube  and  the  tube  inserted  into  the  steam,  so  that  there  was  no  pres- 
sure exerted  on  the  bulb.  Three  thermometers  were  inserted,  one 
in  each  of  the  steam-pipes  near  the  boilers,  one  in  the  steam-pipe 
near  the  engine,  one  in  each  of  the  jackets  of  the  high  and  low  pres- 
sure cylinders,  and  one  in  the  hot-well  delivery-pipe.  A  tube  closed 
at  the  lower  end  and  filled  with  oil  was  inserted  in  the  main  flue  for 
the  reception  of  the  thermometer. 

A  tank  with  a  weir  was  provided  for  the  reception  of  the  con- 
densed water,  and  of  such  capacity  as  not  to  be  disturbed  in  its  level 
by  the  discharge  from  the  hot  well. 

Indicators  were  provided  and  attached  to  each  end  of  both  cylin- 
ders, and  a  pipe  connection  between  the  valve  chambers  of  the  pump 
with  a  T-pipe  for  the  attachment  of  an  indicator. 

The  gauge  for  determining  the  height  or  pressure  of  the  lift  was 
attached  to  the  air-chamber,  the  readings  were  taken  hourly,  and 
corrected  by  comparison  with  a  standard  gauge.  "  The  pressure 
due  to  the  difference  of  level  of  this  point  (the  gauge)  and  the  mean 
surface  of  the  water  in  the  pump-well."  A  floating  gauge  was  put 
in  the  pump-well,  and  referred  to  the  same  base  as  the  gauge  in  the 
air-chamber.  To  determine  "the  amount  of  water  delivered  over  the 
weir  at  the  reservoir  "  a  weir  was  carefully  constructed  at  the  reser- 
voir, observations  were  taken  at  no  longer  intervals  than  five  minutes 
during  the  trial,  and  the  quantity  estimated  by  the  formula  taken 
from  Mr.  Francis'  '*  Lowell  Hydraulic  Experiments." 

The  Board  of  experts  could  have  arrived  at  all  the  results  required 
by  the  contract  from  a  careful  determination  of  the  amount  of  coal 
used,  of  the  pressure  in  the  main  referred  to  the  level  of  the  water 
in  the  well,  and  of  the  amount  of  water  delivered  at  the  reservoir,  and 
following  the  method  prescribed  for  firing.     But  it  was  considered 
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necessary  that  other  data,  usual  in  such  tests,  should  be  obtained, 
for  comparison  of  these  engines  with  others  which  have  been  pre- 
viously tested  under  similar  circumstances  and  also  to  exhibit,  and 
satisfactorily  explain,  the  final  results  arrived  at. 

At  4.16  P.  M.,  May  Ist,  the  fires  were  kindled  beneath  both  boilers. 
At  about  6  P.  M.  the  engine  was  started,  and  the  weir-box  filled,  and 
engine  stopped  to  test  the  leak  in  rising  main  and  weir-box.  At 
8.55  P.  M.  the  engine  was  again  started,  and  at  1  A.  M.,  May  2d, 
full  observations  were  commenced.  The  engine  was  then  run  con- 
tinuously till  12.45  A.  M.,  May  8d,  when  the  pipe  which  had  been 
inserted  into  the  pump-chambers  for  the  taking  of  indicator-cards 
blew  out,  and  the  engine  was  stopped  till  2.19  A.  M.,  May  3d,  when 
the  engine  was  again  started  and  observations  resumed,  and  contin- 
ued without  interruption  till  2  P.  M.,  May  4th,  when  your  Board 
decided  that  the  engine  had  been  tested  sufficiently,  and  it  was 
stopped,  and  preparations  made  for  running  the  two  engines  coupled. 

The  engines  were  coupled  and  started,  and  observations  were 
commenced  at  7  A.  M.,  May  5th,  and  continued  without  interruption 
till  6  P.  M.,  May  6th. 

Hourly  records  of  observation  were  made  throughout  the  trial, 
with  the  average  result*  given  in  the  accompanying  tabular 
sheets,  on  which  table  I,  columns  2  are  the  points  of  cut-off  of 
the  steam  in  decimals  of  the  stroke,  columns  3  the  pressures  of 
steam  at  the  time  of  cut-off,  columns  6  are  the  points  at  which 
compression  commences  in  the  exhaust  lines  in  decimals  of  stroke, 
and  columns  7,  the  pressures  at  this  point.  In  this  table  of  indica- 
tor cards,  the  pressures  are  referred  to  the  zero-line  as  determined 
by  observations  of  the  barometer  referred  to  the  atmospheric  line  of 
the  indicators.  In  the  last  column  the  net  average  pressures  as 
determined  by  the  planimeter  are  given. 

Table  II,  columns  2,  3,  4  and  5,  are  the  net  average  pressures  air 
determined  by  the  planimeter ;  column  6  is  the  reading  of  the  gauge 
on  the  main  corrected  by  the  subtraction  of  0*3  pound,  the  observed 
difference  between  this  gauge  and  the  standard;  column  7  is  the 
difference  of  level  between  the  gauge  and  the  hourly-observed  level 
in  the  well,  converting  feet  into  pounds  by  dividing  by  2*31 ;  column 
8  is  the  lift  in  pounds  determined  by  the  terms  of  the  contract; 
column  9  is  the  total  of  coal,  and  column  10  the  total  of  water  as 

*  In  the  original  report  the  figures  are  given  as  observed  for  every  hour,  in  extenso. 
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it  was  fed  upon  the  grates  or  into  the  boiler  from  hour  to  hour ; 
column  11  was  the  hourly-observed  level  of  the  water  in  the  boiler, 
referred  to  the  crown-sheets  of  the  fire-box  instead  of  to  the  usual 
standard  of  a  zero  of  common  water  level. 

Column  14  is  the  hourly  discharge  of  gallons  of  water  into  the 
reservoir  as  measured  at  the  weir. 

Column  15  is  the  absolute  static  height  of  the  water  over  the  weir 
above  the  level  of  the  water  in  the  pump- well.  The  crest  of  the  weir 
and  the  gauge  in  the  well  were  referred  to  the  same  base,  and  the 
column  is  made  up  from  the  hourly  observations. 

The  footings  of  columns  2,  3,  4,  5,  8  and  15,  are  averages ;  of  9^ 
10  and  14,  totals  of  pounds  of  coal  used,  of  water  fed,  and  of  gallons 
of  water  delivered  into  the  reservoir. 

By  the  contract  the  coal  was  to  be  Cumberland,  and  the  kind  fur- 
nished was  supposed  to  be  of  good  quality  ;  but,  during  the  progress 
of  the  test,  the  evaporative  rcfSuJts  not  being  satisfactory,  another 
lot  was  substituted,  and  fired  from  5  P.M.,  May  3d,  to  11  A.M.^ 
May  6th,  with  but  little  improvements  in  results.  The  ashes  and 
cinders  were  weighed — 978  pounds  in  the  single  engine  tests,  435 
pounds  during  the  time  the  engines  were  coupled. 

Table  III  gives  the  observations  as  taken  of  the  pressure  of  gauges, 
temperatures  by  thermometers,  saturation  of  atmosphere,  and  pres- 
sure by  barometer.  The  caption  sufficiently  explains  the  position  of 
the  instruments.  All  the  steam  gauges  were  tested  by  Mr.  Moore, 
of  the  American  Steam  Gauge  Company ;  the  one  on  the  engine  was 
verified  by  us,  and  found  to  be  one  pound  short  in  the  range  from  80 
to  95  pounds,  so  that  one  pound  should  be  added  to  the  readings  in 
column  one. 

The  thermometer  in  the  flue  indicated  too  low  a  temperature  for 
the  escaping  gases,  and  4  P.M.,  May  2d,  all  air-cracks  into  the  flues 
were  carefully  closed. 

It  was  thought  advisable  that  the  specific  gravity  of  the  water 
should  be  tested,  which  was  done  by  Mr.  Maurice  Hasenclever,  who 
reports  as  follows : 

Specific  gravity  of  Water  as  taken  from  the  Engine-house. 

Temperature  60°  P. 

(Compared  with  distilled  water  and  60°  P.  being  1*00000.) 

Specific  gravity  =  1-004871, 


Specific  gravity  of  Reservoir  Water  \       ^  aaci-io 
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The  difference  of  0  000245  is  very  near  what  theory  allows  for  8° 
F.  expansion. 

Observations  were  made  of  the  flow  at  the  condensed  water  weir  at 
different  times  when  the  water  was  not  directed  into  the  measuring 
tank  for  the  feeding  of  the  boiler.  The  results,  as  given  below,  are 
in  pounds  per  second : 

A.M. 

P.M. 

« 
ii 

A.M. 

ii 

P.M. 


May  2, 


ii 
ii 
ii 
ii 
ii 


May  3, 


ii 
ii 
ii 
ii 


May  4, 


it 


2.15  to  2.45 
4.20  "    4.46 

12.8  "  12  31 
2.30  "  2.52 
4.      «    4.17 

10.7  "  10.31 
4.10  «    5.25 

10.57  "  11.47 
2.15  "    3. 


3. 
4. 

5. 

6. 

3.40 

6.2 

9. 


4. 

5. 

6. 

6.45 

3.60 

6.15 

9.32 


44 
ii 

A.M. 

ii 

ii 
ii 


10-86  lbs. 

11-32 

11-41 

11-11 

10-71 

11-16 

11-45 

10-92 

1082 

1059 

10-43 

10-84 

10-39 

10-26 

10-58 

10-13 

10.29 


at  101° 

"  101° 
((    990 

"  103° 


"  106° 
"  109" 
"  106° 
«  106-5° 
"  106-5° 
"  104  6° 
"  105° 
«  106-5° 
"  106-75° 


10.60  "  11.50 

Calculation  from  the  Data  obtained. — Duty  per  pound  ofeoal 
in  the  tteam  cylindert,  estimated  from  the  indicator  card : 
Diameter  of  high-pressure  cylinders,    .     .  18"  area,    254-47  sq.  in. 
This  will  be  effective  area  of  bottom  of  pis- 
ton ;  of  the  top  it  will  be  less  the  area 
of  piston  rod,  or  254-47— 9  62,    .     .     .  244-85      " 


38"  area, 


1134-11      " 
1121-64      " 


Diameter  of  low-pressure  cylinder,  . 
Top  area  of  piston,  113411— 12-57, 

During  the  22  hours,  from  2  A.M.  to  12  P.M.,  May  2d,  the  aver- 
age pressures  by  planimeter,  Table  V,  were : 
Top  of  high  pressure  cylinder,    . 
Bottom     "      "  "... 

Top  of  low       «'  «<  ... 

Bottom  '<         "  "... 


51-65 

66  01 

10  82 

9-69 


Top  high  pressure,  61-65  X    244-85  =  12646-5 
Bottom  "      "         55-01  X    25447  == 
Top  low  pressure,  10-82  X  1121-54  =  121361 
Bot.    "        "  9  69  X  1134-11  = 


13998-4 
10876-1 


24781-6    24874-5    49656-1 
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The  length  of  stroke  was  8  feet,  the  number  of  revolutions,  21,444, 
and  coal  consumed,  7,266  pounds. 

49656*1  X  21444  X  8 
Y^TT^ =  1,172,365  pounds  feet  per  pound  of  coal; 

since  1  H.  P.  =  1,980,000  pounds  feet  per  hour. 

1,172,365  -  ^  ^^• 

That  is,  1  indicated  horse  power  for  every  169  pound  of  coal  fed 
upon  the  grates. 

During  the  35  hours,  from  3  A.M.,  May  3d,  to  2  P.M.,  May  4th, 
the  average  pressures  in  the  steam  cylinders  were : 

Top  of  high  pressure  cylinder,         .         .         .  51*88 

Bottom     "         «             "  ...  56-69 

Top  of  low         "            "                ...  10-86 

Bottom    "           '<             «  ...  9-60 

Top  high  pressure,  51-88  X    24485  =  12702-8 

Bot.     '*         '*  55-69  X    254  47  =  14171-4 

Top  low  pressure,    10-86  X  1121-54  =  12179-8 

Bot.**        *'  9-6    X 1134-11=  10887-4 


24882-6    25058-8    499414 

The  number  of  revolutions  was  34,218  ,  coal  consumed,  11,630 
pounds. 

49941-4  X  34218  X  8       ^  ^^^  ^^^  ^    ^  ^    ^       , 
TTfi^f) ^^  1,175,508  pounds  feet  per  pound  of  coal ; 

1-980-000 

Tl7^^08  ^^  1*684  pounds  per  hour,  per  1  indicated  H.  P. 

In  the  early  part  of  this  report  the  duty  per  pound  of  coal  deter- 
mined by  the  terms  of  the  contract  on  the  main  was : 

For  the  22  hours,         ....     962-019  pounds  feet. 
*'       35      "  .  -      .         .         .     961-776      "  " 

During  the  34  hours  of  trial  of  the  engines  running  coupled,  the 

average  pressure  was  77-73  pounds  ;  the  gallons  discharged  into  the 

reservoir,  11,450,593;  coal  consumed,  18,411. 

.  n.       (^'^•73  X  2-31)  X  (11450593  X  8-38)      ^^„^,^ 

1-05  X  .^^.. =  982617  pounds  feet 

per  pound  of  coal. 

Wholk  No.  Vol.  CII.— (Thibd  Sbribs,  Vol.  Ixxii.)  23 
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Campariion  of  the  static  head  of  the  water  over  the  tveir  above  the 
level  of  the  water  in  the  well^  with  the  head  determined  according  to 
the  terms  of  the  contract : 

For  22  hrs.,  May  2,  Static  head,  .  168-48 

Contract,      .  .     7596  X  2-31  =  175'47 

"    35    "       "      3  and  4,  Static  head,  .  168-91 

Contract,      .  .     7579  X  2-31  =  175-07 

"    34    "       "      5  and  6,  Static  head,  .  16966 

Contract,      .  .     77-73  X  2-31  =  179-56 

Comparison  of  the  measured  capacity  of  the  pump  with  the  delivery 
into  the  reservoir, — No  measurements  of  the  interior  of  the  pump- 
barrels  were  taken  by  the  experts.  The  measures  have  been  taken 
from  the  notes  of  Mr.  Leavitt.  Diameter  of  pump-bucket,  26| 
inches;  area,  536*05;  stroke,  96  inches. 

536-05  X  96 

— =  2'22'77  gallons  per  revolution. 

4527340   galls. 
In  the  22  hours,  -lyTiTT^         ^     =  211-12  gallons  per  revolution ; 

•948  of  measured  capacity. 

7261209   galls. 
In  the  35  hours,  — qT:7TTr-         ,     =  212-2  gallons;  -952  measured 

capacity. 

11450593 
In  the  34  hours,  97040  w  9  =  21011  galls.;    943  measured  capacity, 

Evaporation. — The  quantities  of  water  measured  at  the  tanks  are 
not  exactly  the  quantities  evaporated  in  the  boilers,  as  it  will  be 
observed  that  the  levels  of  water  in  the  boilers  are  not  the  same  at 
the  ends  of  the  tests  as  at  the  beginning.  A  correction  must  there- 
fore be  applied. 

For  the  data  for  this  calculation  there  was  assumed  a  uniform 
pressure  in  the  boiler  of  90  pounds,  330°  of  temperature,  of  feed- 
water  of  100°,  of  total  in  steam,  1214°,  in  all  the  tests.  The  cubic 
contents  of  each  boiler,  for  the  single  inch  between  6"  and  7",  we 
estimate  at  10  cubic  feet,  and  the  weight  at  605  pounds.  In  the  1st 
and  3d  tests  the  level  of  water  in  the  boiler  at  the  end  of  tests  was 
5"  and  7"  higher  than  at  the  beginning,  or  there  were  605  pounds 
in  one,  and  847  pounds  in  the  other,  more  than  at  the  beginning, 
which  was  not  evaporated,  but  had  been  raised  from  the  temperature 
of  feed-water,  100°,  to  temperature  of  water  in  boiler,  330° ;  the 
net  deduction  we  therefore  make  480  pounds. 


Digitized  by 


Google 


Pumping  Engines  for  Water  Works  at  Lawrence. 


323 


In  the  3d  test,  Id  the  same  way,  we  make  the  net  deduction  to  be 
672  pounds. 

In  the  2d  test,  35  hours,  the  water  in  the  boiler  at  the  end  of  the 
test  was  1"6"  lower  than  in  the  beginning ;  1210  X  IS;  1815  pounds 
had  been  evaporated,  which  had  not  during  the  test  been  measured  in  the 
tanks.  But  this  water  had  not  been  evaporated  from  the  temperature 
of  the  feed-water,  100°,  but  from  that  of  the  boiler  water,  330°, 
equivalent  to  1440  pounds  evaporated  from  100°,  which  should  be 
added  to  amount  given  in  the  table. 

The  water  was  weighed  into  the  measuring  tank  at  45°,  and  taken 
from  it  for  the  boilers  at  100°.  The  last  columns  are  the  pounds  of 
water  corrected  for  this  difference  in  temperatures. 


Coal. 


Ist  test  22  hrs. 
2d     "    36     " 
8d     "    34     " 


7,266 
11,630 
18,411 


Water  from 
Tanks. 


60,852 

y5,100 

161,830 


Water  Evaporated  from  100°. 


Correction.  ■ 


I   Total. 


i  Per  Pound   Actual  Evapo- 


ofCoal. 


I    ration  per 
,  Pound  of  Coal. 


—480        6O,370| 

-f  1,440     ;   96,540 

—672     1160,658, 


8-81 
8-31 
8-73 


8-27 
8-27 
8-69 


At  the  time  of  the  tests,  the  preparations  were  not  sufficiently 
complete  to  measure  the  water  condensed  in  the  jackets,  and  this 
was  made  the  subject  of  an  after  examination  by  Mr.  Hoadley,  May 
23d,  using  the  tank  for  water  of  condensation  as  a  measure.  Reading 
by  the  hook  gauge,  he  found  that  from  11  A.M.  to  5  P.M.  the  water 
rose  from  -0156  foot  to  1-7700  or  1-7545  feet,  or  at  the  rate  of  -2924 
foot  per  hour  for  6  hours.  The  area  of  tank,  including  gauge-box,  was 
19-186  square  feet.  The  mean  temperature  of  water,  188° ;  weight 
per  cubic  foot,  60*4167  pounds. 

19186  X  -2924  X  60-4167  =  338-85  pounds  per  hour, 
as  the  water  condensed  in  the  jackets  of  the  cylinders,  engine  B. 

But  exactly  the  same  conditions  did  not  obtain  as  during  the  test. 
The  pressure  carried  in  the  boilers  at  this  time  was  from  70  to  75 
pounds,  and  the  observed  temperature  in  the  low-pressure  cylinder 
jacket  at  75  pounds  was  315°.  At  the  time  of  test  there  was  an 
average  of  about  326°  under  90  pounds  pressure. 

Coal  Consumed  per  Hour  per  Square  Foot  of  Grate, — During  the 
Ist  and  2d  tests,  of  22  hours  and  35  hours,  although  both  boilers 
were  used,  the  grate  surfaces  were  reduced  by  a  brick  bridge  on  the 
rear  of  the  bars,  which  were  removed  in  the  3d  test,  when  the  engines 
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ran  coupled.     The  net  area  of  grate  surface  in  the  1st  and  2d  tests 

was  47  gquare  feet ;  in  the  3d,  58f  square  feet. 

Coal  Fed  per  Hour, — 

7266  330  3 

1st  test,       oo"  =  330  3  "yf-  =  703  pounds  per  sq.  foot  of  grate. 

11630        „„^^  33-2  3 
2d     "     -^^~  =  332  3  -.---=7-07       "        «'        '' 
6b  47 

3d    "     -s-r-  =  541-5  r-r-_-^  =  9-22      "        *'        *<         " 
o4  oo*7o 

Comparison  of  curves  as  given  by  the  indicator  with  theoretical, 
adiabatic,  and  isothermal  curves.  A  set  of  indicator  cards,  from  both 
ends  of  both  cylinders,  were  very  carefully  divided  and  measured  by 
Mr.  Hoadley,  of  our  Board,  and  replotted,  the  low  pressure  cylinder 
at  bottom,  in  connection  with  high  pressure  bottom,  and  the  low 
pressure  top  with  high  pressure  top,  all  volumes  being  represented  in 
the  terms  of  volumes  of  high  pressure  cylinder.  On  these  cards, 
thus  constructed,  isothermal  and  adiabatic  curves  and  lines  of  tem- 
peratures are  plotted.  The  indicator  cards  and  comparative  cards 
are  given  in  the  accompanying  figures,  with  the  tables  of  volumes, 
temperatures,  and  pressures,  on  which  the  comparative  cards  were 
constructed,  and  which  will  be  sufficiently  explanatory  of  each  other. 

The  Board  of  Experts  report,  as  the  result  of  their  examination, 
as  to  the  fulfilment  of  the  requisitions  of  the  contract,  that :  From 
2  A.M.  to  12  midnight.  May  2d,  22  hours,  there  were  delivered 
into  the  reservoir,  as  measured  by  the  weir  observations  taken  at 
intervals  of  not  more  than  five  minutes,  4,527,340  gallons, 
or  2,057,881  gallons  for  each  ten  hours. 
Revolutions,  16'25  per  minute ;  boiler  pressure,  90  pounds. 

From  3  A.M.,  May  3d,  to  2  P.M.,  May  4th,  35  hours,  the  delivery 
into  the  reservoir,  measured  as  before,  was  7,261,209  gallons, 

or  2,074,681  gallons  for  each  ten  hours. 
Revolutions,  16-29 ;  boiler  pressure,  89  pounds. 

The  contract  is  for 

2,000,000  gallons  in  ten  hours  for  each  engine, 
with  a  speed  of  16  revolutions  per  minute,  and  a  steam  pressure  in 
boiler  of  90  pounds  per  square  inch. 

Duty. — The  lift,  as  determined  by  the  terms  of  the  contract,  was 
in  the  22  hours'  test  of  May  2d,  7596  pounds,  or  75-96  X  2-81  = 
175-47  feet. 
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The  amount  of  water  delivered  at  the  reservoir  was,  as  above 
stated,  4,527,340  gallons.     The  weight  of  a  gallon  of  water,  from 
the  specific  gravities  taken  by  Mr.  Hasenclever,  we  estimate  at  8*38 
pounds,  4,627,340  gallons  +  5  per  cent.,  as  per  terms  of  contract  = 
4,763,707  X  8-38  pounds  =  39,836,064  pounds. 
The  coal  consumed  during  the  time,  7,266  pounds  : 
175-47x39836064      ,,^,,,  ,    , 
7  266 =962,019  pounds  feet 

for  the  duty  of  one  pound  of  coal. 

In  the  35  hours'  test  of  May  3d  and  4th,  the  lift  was  76*79  pounds 
=  176  07  feet. 

The  amount  delivered  at  the  reservoir  was  7,2U,209  gallons,  and 
plus  6  per  cent.  =  7,624,269  gallons,  or  63,891,374  pounds. 
The  coal  consumed  during  the  time  11,630  pounds: 
17607  X  63,891,374      ^^,  ,^^  ,    , 
11~680 "^  961,776  pounds  feet 

for  the  duty  of  one  pound  of  coal. 

The  duty  to  be  obtained  by  the  contract  must  be  equal  to 
95,000,000  pounds  lifted  one  foot  high  for  every  100  pounds  of  coal 
consumed  in  the  boiler  furnaces.  Both  results  above  are  in  excess  of 
the  requirements.  The  average  of  the  two,  or  fifty-seven  hours, 
gives  96,186,979  pounds  lifted  one  foot  high  by  100  pounds  of  coal. 

In  conclusion,  it  has  been  our  aim  to  give  as  fully  as  possible  all 
the  data  acquired  and  facts  arrived  at,  with  such  deductions  as  were 
necessary  by  the  terms  of  the  contract,  or  explanatory  of  the 
working  of  the  engine,  and  readily  comparative  with  the  results  of 
others.  With  regard  to  material  and  workmanship,  the  engines  are 
strong,  compact,  well  made,  and,  in  disposition  of  material,  good 
examples  of  mechanical  engineering,  and  in  their  future  working  we 
feel  sure  that  they  will  be  serviceable  and  economical,  and  that  the 
duty  now  arrived  at  could  be  readily  surpassed  after  longer  working 
and  acquaintance  with  the  machines  and  their  appliances. 

Yours,  respectfully, 

(Signed)  W.  E.  WORTHEN, 
J.  C.  HOADLEY, 
JOS.  P.  DAVIS, 
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MA.Y  6, 1876, 11.80  A.M.   Elliott  Ikdioatobb.  Babomktbb,  corbsotbd,  30*099  iv.  =  14*78  lbs. 


so 

1 

Volumes  In  terms  of 
Volume  of  High- 
Pressure  Cylinder. 

II 
^^ 

o 

Is 

Is 

|£ 

Temperature, 
Fahrenheit. 

Adlabatlo  carre  be-l 

gun  at  cut-off,  P. 

104-7. 

Isothermal  curve  be-l 

gun  at  cut-off, 

P.  =104-7 

Adlabatlo  curve  be- 
gun at  11  times  the 
fill,  P.  =10-09. 

! 
i 

0-0 

•0256 
-0756 
-1256 
•1766 
-2256 
•2706 
•3256 
•3398 
•3756 
■4256 
•4766 
•5266 
•6766 
•6266 
•6756 

•7266 

•7766 
•8266 
•8756 
•9266 
-9766 
10256 

1 

104  7     1         330  oo 

(Cut-off) 

(Exactly  0-65  H.P.) 

I 

S  (Very  near  Xjevel 
}     H.P.  =  10256) 

(Very  near  0-05  Ii.P) 

(Very  near  0-15  L.P) 

0-5 

104  7 
104  7 
104  7 
104-7 
104  7 
104  7 

93- 0 
81-1 
72  6 
66-5 

60  0 
55- 1 

61  2 

47  6 

44  9 
42  3 
40-2 
38  4 
87  0 
36  8 

380  9 
330  9 
3309 
330  9 
8809 
330  9 
(3309) 
3324 
312-8 
306  2 
298  3 
2926 
287  0 
282  3 

279  8 

2942 
270  5 
267  4 
264  7 
262  5 
230  5 

•I 

•15 

■2 

161  7 
130  7 
109  5 
104-7 
941 
82-4 
73  2 
65  8 
59  8 
64-7 
50  4 

46  7 
43  5 
40  7 
38  8 
36  1 
34  1 
324 

167-6 

1290 

:    109  2 

;    104-7 

94-7 

1     83-5 

74-8 

67-7 

61-8 

688 

52-6 

49-0 

460 
431 
40  6 
38-4 
36-6 
34-7 

-25 

•s 

Cut-off..... 
•85 
•4 
-46 
-K 
•65 
•66 
•65 

•7 

•75 

1  =  1*8-6 
V4  =  101-4 

1    1J^=   83-6 
l%=    70-9 

2  =   61-6 
2Vi=    64-3 
2H=    48-6 
^=^   43-9 

3  =    40-0 

■8 
'85 

4     =   29-5 

-9 
•95 

5     =   23-25 

10 

6     =     19-2 

Means 

71-87 

$  300-285  lbs. 
}  =  67'6 

7  =    16-3 

8  =    14-1 

9  =    12-46 

Gross  Pipe 
0-9 
•05 

1*1248 

1-1731 

1-3521 

1-5811 

1-7101 

1-8892 

2-0682 

2-2472 

2-4262 

2-6052 

2-7842 

29638 

3-1423 

3-3218 

3-6003 

36798     1 

38683 

40373 

4*2164 

4-8964 

4-6744 

4-5903 

4-7534 

29-8 
281 
24-1 
21-1 
188 
16-9 
16-4 
141 
18-0 
12-0 
11-2 
10-5 
9-9 
9-8 
8-8 
8-3 
79 
7-5 
72 
6-9 
6-6 

31-6 
30-3 
263 
232 
20-8 
18  8 
17-2 
16  8 
14-7 
13-6 
12-8 
12-0 
11-3 
10-7 
10-2 
9-7 
92 
88 
8-4 
8-1 
7-8 

29-9 
249 
21-7 
19-6 
17  8 
16-3 
15-2 
14-1 
18-3 
126 
11-9 
11-4 
10-9 
105 
101 
97 
9-8 
89 
85 
8-2 

249-4 

289-8 

282-8 

226-6 

221-8 

217-2 

213-7 

2099 

2070 

204-3 

201-5 

199-4 

197-3 

1956 

193  6 

191-8 

189-8         , 

187-8 

186  6 

1840 

10     =    11-1 

•1 
•15 

11     =    10-06 

Starting-point. 

•2 
-25 

12     =     917 

-3 
•86 

13     =     8-42 

•4 

•45 

14     =     7-79 

Near  end  of  dlagnim. 

•5 

•55 

•6 

•65 

•7 

•76 

-8 

•85 

•9 

•95 
Beturn.... 

10 

106-4 

6-8 

7-5 

(At  4-7676) 

Means 

14-1425 

/  205-315  = 
t  12-855  lbs. 
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ENGINE    B .— L  0  W  E  R    E  N  D . 
May  6, 1876, 11.80  ▲.!!.    Elliott  Ivdioatobs.    Babombtxb,  couhtkd,  80*099  iv.  =  14-78  lbs. 


0-0 

11040 

80-9 

261-6 

816 

88-9 

•06 

'        1^2768 

23-7 

2371 

27^0 

29*8 

•1 

1-4497 

20-3 

230^8 

28^6 

25-8 

•16 

10226 

18  9 

224-9 

21-0 

98*0 

•2 

1-7968      • 

161 

2166 

16-8 

208 

•25 

1-9682 

14-7 

212-0 

17-1 

10-0 

•8 

21410 

13-6 

207-7 

15-6 

17-6 

•86 

^•3188 

12-6 

204-8 

14-4 

16-8 

•4 

2-4867 

11-7 

200-7 

18-» 

16-0 

•46 

2-6696 

11-1 

198-2 

12^4 

141 

•6 

2*8324 

10-4 

1961 

11-6 

18-2 

•66 

3-0062 

9-9 

192-7 

10-9 

12-4 

•6 

3-1780 

9-4 

1908 

10-3 

118 

•66 

3-3609 

9-0 

188-8 

9-7 

11-2 

•7 

3-6237 

8-6 

186-2 

9-2 

10-6 

•76 

36966 

8-4 

1861 

8-7 

10-1 

•8 

8-8694 

8-0 

182^9 

8-3 

9-7 

•86 

40422 

7-7 

181-1 

7-9 

08 

•9 

4-2160 

7-4 

179-7 

7-6 

8*9 

•98 

4-3897 

7-0 

176-9 

7-3 

8*6 

Return 

4-4104 
4-6607 

<•:?) 

1-0 

1640 

7-0 

8-2 

Xeans 

13-296 

\  190-645 

}  =11-46  lb». 
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ENGINE  B— UPPER  AND  LOWER  ENDS— EXHAUST  LINB. 
•  Mat  6,  1876,  11.30  A.ic.    Elliott  iNbiOATORS. 


UPPBB  BKD. 

LOWKR  BWD. 

Fabts. 

IS 

II 

Temperatnre, 

0 

|i 

7  "B 

|£ 
If 

Temperatures, 

0 

0-0 
•06 
•1 
•16 
OloBuro 

-0266 
-0756 
•1-256 
•1756 
•2006 
•2-256 
•2756 
•3*2»« 
•.i756 

63-0 
31  •o 
17-7 
11-4 
(9-2) 
9-3 
9.7 

295-7 
263-1 
2-20-8 
199-4 

0-0 
•05 
-10 
-15 
Olosare. 
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DEMONSTRATION  OF  LAMP'S  FORMULA  FOR  THE 
STRENGTH  OF  THICK  HOLLOW  CYLINDERS 

SUBJECTED  TO  UNIFORM  NORMAL  PRESSURE. 

By  Gaetano  Lanza,  Prof.  Mass.  Institute  of  Technology. 

The  widely  diflfering  results  obtained  by  the  use  of  the  various 
formulae  for  the  thickness  of  the  walls  of  hydrostatic  presses  (thick 
hollow  cylinders)  seem  to  render  it  desirable  that  in  the  case  of  a 
formula  which  is  as  reliable  as  Lamp's*,  a  demonstration  should  be 
given  which  could  be  read  by  a  person  who  has  not  previously  studied 
the  theory  of  elasticity.  This  1  have  endeavored  to  do  in  the 
following  article,  the  steps  followed  being  virtually  those  taken  by 
Lam^,  but  all  matter  foreign  to  the  subject  in  hand  being  eliminated. 
In  this  paper  the  word  strain  is  used  to  indicate  the  elongation  or 
shortening  of  a  body  per  unit  of  length:  the  force  producing  it  being 
indicated  by  the  word  stress, 

I  ^         Let  0A  =  11=  inside  radius ;  OS  =  Ri=  out- 

side radius ;   let  the  length  of  the  portion  of  the 
cylinder  under  consideration  be  unity ;  let 
JP  =  intensity  of  internal  normal  pressure ; 
Pj  =  intensity  of  exterpal  normal  pressure. 
Assume  any  ring  Fl  jFe/ where  OU  =  r, 
0  e  =  r  +  dr\  p  =  intensity  of  normal  stress  on 
the  inside;  p  -\-  dp  =  intensity  of  normal  stress 
on  the  outside ;  t  =  intensity  of  tangential  stress. 

Suppose  that  after  the  pressure  is  applied  the  ring  -B^ef  becomes 
•^1  ^1  ^i/i  where  0  E^=^  r-\-u  ;  0 ej  =  r+w+dr+dti  {u  being  a  small 
quantity). 

I.  As  to  the  strains  in  the  radial  and  in  the  tangential  direction. 
In  the  radial  direction  the  width  £  e  =  d  r  has  become : 

du 

Me.  =  dr  +  du:  hence  the  strain  in  this  direction  =  ^;— , 
*   *  dr 

In  the  tangential  direction  the  length  2  tt  r  of  the  circumference  J/ J^ 

has  become  : 

2  TT  U         U 

2  ;r  (r  +  tt) ;  hence  strain  in  the  tangential  direction  =  ^ = — 

*  **  Lemons  sur  Elasticity  dee  Corps  Solides,"  par  M.  G.  Lam^. 
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II.  To  determine  the  relation  between  p^  t^  and  r  eoneietent  urith 
equilibrium. 

Consider  the  forces  acting  on  the  upper  half  ring  E^Fie^fi; 

Ist,  upward   force  due  to  internal  pressure :  =2p(r  +u) * ; 

2d,  downward  force  due  to  external  pressure : 

=  2{p  +  dp)  {r+u  +  dr+du) ; 

3d,  tangential  stress  (represented  as  acting  upward) : 
=  2t(dr  +  du). 

(In  the  ordinary  case  when  there  is  no  external  pressure  on  the 
cylinder,  dp  and  p  have  contrary  signs,  and  2t{dr-{-du)  is  a 
downward  force  and  consequently  a  hoop  tension) ;  hence  for  equi- 
librium we  must  have : 

2  {p  +  dp){r  +  u  +  dr  +  du)  —  2p{r  +  u)  —  2t{dr  +  du)=Oy 
or2pr  +  2pu+2p  dr+2p  du  +  2r  dp+2u  dp+2d  p  dr+ 
2  dp  du —  2pr —  2pu^2t  dr  —  2t  du  =  o. 
Cancelling  2 p  r  and  2pu  with  — 2pr  and  — 2pw  and  omitting 
those  terms  that  contain  infinitesimals  of  a  higher  order  than  the 
first,  viz.:  2p  du^2u  dp,  2  dp  dr,2dp  duj2t  rf  w,  and  dividing 
by  2,  we  obtain : 

p  dr  +  r  dp  —  t  dr  =  o. 

Dividing  by  dr,  we  have  -r-  + =o  as  the  desired  relation. 

III.  It  is  evident  thaft  the  stresses  p  and  t  must  depend  upon,  and 

therefore  be,  functions  of  the  strains -7-  and  — :  and  moreover  these 

dr  r ' 

du 
functions  must  be  of  such  a  nature  as  to  vanish  whenever  both  -7— 

d  r 

u 
and  —  vanish,  since  we  know  that  when  there  are  no  strains  there 

are  no  stresses ;  hence  if  we  express  the  stresses  p  and  t  in  series 

du         u 

of  ascending  powers  and  products  of  -r-  and  — ,  the  development 

du        u 
must  not  contain  any  term  independent  both  of  -j-  and — . 

*  The  total  upward  force  acting  on  the  ring  in  consequence  of  the  internal  normal 
pressure  will  be  the  same  as  that  acting  on  a  section  of  the  cylinder,  made  by  a  plane 
passing  through  its  axis  and  the  diameter  JBi  Fi  .  The  area  of  this  section  will  be 
2  (r  4-  tt)  X  1  =  2  (r  4-  tt),  hence  the  total  upward  force  wiU  be  2  (r  +  li)  X  P*  or 
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du  u 

Moreover  since  -j-   and  —  are  themselves  small  quantities,  we  may 

omit  all  powers  higher  than  the  first,  and  all  products  of  these  strains, 
and.  use  as  a  sufficiently  close  approximation  only  those  terms  con- 
taining their  first  powers ;  hence  we  may  write 

p=''{jr)  +  ^  (t)  "^  '=^'  ir^  +  ^^  (7-) 

whe^e  p  and  t  are  (as  has  been  stated)  the  intensities  of  a  pair  of 

stresses  at  right  angles   to  each   other  at  any  point  of  the  ring 

Hi  F^  Bi  /,. 

Now  if  the  properties  of  the  metal  are  independent  of  direction, 

2.  e.y  if  the  elasticity  is  the  same  in  all  directions;  we  ought,  by 

du         u 
interchanging  coordinates  and  hence  by  interchanging  -5-  and  —  to 

deduce  either  of  the  above  equations  from  the  other :  hence  we  must 

have  p=^cci  [j+fiiilTJ'     '^^^^  ^^^  ^^^^  ^®  when 
flTi  =  ^  and  Pi  =  os;  hence  we  have : 

P=''it)  +  K"r)  '^"<^^=^  0  +  ^(7)' 
where  a  and  /9,  in  the  case  of  a  homogeneous  body  whose  elasticity 
is  constant  in  all  directions,  are  constant  quantities  depending  on  the 
properties  of  the  material. 

From  all  the  preceding  we  have  the  following  three  equations : 

fy-T^=o (1) 

p  =  a^j^+r- (2) 

'^  a  r         r 

^  du  /u\ 

dp  d^u      B  du     Bu 

Difierentiate  (2)  and  we  have  ~-  =za-T-5  +  —    , ^  • 

'  ^  dr         dr^       r    d  r       r 

Subtract  (3)  from  (2)  and  we  have  : 

(du      u\        ^(du       u\  ^/^w      u\ 

Substitute  these  values  of  — ?  and  p  —  ^  in  (1)  and  we  have : 

d  T 

d^u     j9    du       fiu     a  du      au      fi  du      ^u 
^~d7^V  d^~li^^V    d^~'7~'7Jr^~?^^' 
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-,  B  du  Bu  B  du         Bu 

Cancelling  -  -j-   and ^  with -j-   and  ^    respectively, 

and  dividing  by  a  we  obtain  : 

d^u       1  du   '    u 

dr"  +  r   d~r  ~  7^  =  ""• 

^                  .  .           ,              ^u             /I   du       u\ 
By  transposition  we  have  :        ,— j  =  —  i  —  -z 'Z^j' 

1   d  u       u   ,  u 

but      —    3 -,  is  the  differential  coefficient  of  —  with  reeard 

r    dr       'T  r  ^ 

to  r,  or  to     — - — ;  hence  ^r- «  = ,     - 

'  dr  dir  dr 


d 


(t) 


/d^u                   r      ^  r  ^ 
-j-^  dr  =  — J  — 2 d^j  orperforming  the  integration  we 

du            u 
have    T-  = +   2a  (2  a   being   a    constant    whose  value  is 

not  yet  determined). 

Multiplying  by  r  and  transposing  we  obtain  : 

du  _ 

r-r-  +  w  =  2  ar; 
ar 

du 

but  r    i  -+  w  is  the  differential  coefficient  of  r  m  with  regard  to  r  or 

dlru) 
to  — ^ —  :  hence  we  have  : 
dr 

d{ru) 
-r     ==2ar;  multiplying  by  dr  and  integrating 

/d(r  u)  n 

—  -        dr  =  2alrdr,  or  rw  =  aH +  6         [h  being  an- 

h 
other  undetermined  constant).   .'.    u  =  ar  -\ , 

and  from  this  equation  we  obtain  directly  the  two  strains,  viz,\ 
du  h  u  h 

Substituting  these  in  the  values  of  p  and  t  we  have : 
<=  a(a  +  ;^)  +  ^  (a -^)  =a  (a +  j9)  +  ^  (flr-^). 
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Next  we  proceed  to  determine  the  values  of  a  and  5,  and  to  do  this  we 
must  observe  that  when  r  =  jB,  or  when  the  thin  ring  is  taken  as  the 
ring  whose  radius  is  0  Ay  we  have  p  =  —  P  (the  minus  sign  being 
used  because  it  is  a  compressive  force),  and  when  r  =  R^^  we  have 

Making  these  substitutions  we  obtain : 

a[a  +  P)--^,{a-^)  =  -P',  a{a  +  ^)—^j(a- ^)=-P,; 

two  equations  of  the  first  degree  from  which  to  determine  a  and  b ; 
any  method  of  elimination  will  give  us : 

Substituting  these  values  of  a  and  h  in  the  last  value  of  t  we  have- 
FR'—P,R,'       1^  (P—P,)Ii^  R,' 
^~     R,'  —  R'  "+  r«         R.'—R"       ' 
which  is  the  intensity  of  the  hoop  tension  in  the  ring  JEi  F^  e^f^.     The 
greatest  value  of  ty  or  the  greatest  hoop  tension  evidently  occurs  in  the 
inside  ring,  or  when  r  =  jB,  when  the  maximum  value  of  t  becomes: 
_  PR^—PyRl     (P—P,)  Rl _  PR'—P,  Rj"  +  PRi'—  Pi  iZi' 
~     R,^  —  R'     +    M,^  —  if  "■  "  R\^  —  R'  ' 

and  the  greatest  intensity  of  hoop  tension : 

P{R^  +  R,^)  —  2P^R^^ 
—  R,^  —  R^ 

If  the  intensity  of  the  working  strength  of  the  material  be  k.  we 
must  therefore  have,  in  order  to  ensure  safety : 

* ""  E^^  —  E" 

or,  clearing  fractions,  we  have.: 

k  B,^  —  k  R*  =  PE'  +  PR,'  —  2P,R*;       . 
transposing  and  factoring : 

R,'(k  —  P  +  2  P,)  =  R*  {k  +P); 
dividing  by  A  —  P  +  2  P,  we  have : 

^i-k-P+2P,^' 
Extracting  the  square  root  iJi=iJ  -J- ~ — —~ ,  which  determines 

the  external  radius  when  the  internal  radius,  the  outside  and  inside 
pressures,  and  the  working  strength  of  the  material  are  known.  In 
the  more  common  case  when  there  is  no  external  pressure,  as  in  the 
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case  of  the  hydrostatic  press,  when  the  pressure  of  the  external  air 
is  left  out  of  account,  P^  is  to  be  made  equal  to  zero,  and  the  above 
formulae  become : 
Intensity  of  maximum  hoop  tension  : 


=  Pe^i±^' and  iJ,  =  ijJi±: 


p' 

Hence,  if  in  the  case  of  a  thick  hollow  cylinder,  we  have  P  =  intensity 
of  internal  normal  pressure ;  P^  =  intensity  of  external  normal  pres- 
sure ;  R  =  inside  radius  of  cylinder ;  iJ^  =  outside  radius  of  cylinder, 
and  k  intensity  of  working  strength  of  the  material ;  or,  which  is  the 
same  thing,  =  intensity  of  maximum  hoop  tension  consistent  with 
safety,  we  shall  have  : 

1st,  Suppose  P,  Pi,  k  and  R  are  known,  and  R^  required  : 
k~+F~~ 


Ri  =  R  ^ 


k  —  F+2P, 


when   there  is  an  external   pressure, 


Ri=  R  -W_ -T-_     when  there  is  no  external  pressure. 

2d,  Suppose  with  the  same  data  that  the  thickness  of  the  walls  be 
required,  we  shall  have  : 
Thickness  when  there  is  an  external  pressure  : 

Thickness  when  there  is  no  external  pressure : 

3d,  Suppose  iZ,  R^  and  k  to  be  known,  and  it  be  required  to 
determine  the  greatest  internal  normal  pressure  that  can  be  safely 
used,  and  we  shall  have  : 

Intensity  of  greatest  pressure  =P  =  k  —j— — jy^- 

4th,  If  jR,  jBj,  P  and  P^  be  given,  and  it  be  required  to  determine 
the  actual  intensity  of  the  greatest  hoop  tension,  we  shall  have : 
Intensity  of  greatest  hoop  tension,  when  there  is  an  external  pressure  : 

_     __P{R,'+R')  —  2  P,  R,' 

~  R,'—R'    ""      ' 

Intensity  of  greatest  hoop  tension  when  there  is  no  external  pressure : 
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GAS    WORKS    ENGINEERING. 


By  Robert  Briggs,  C.  E. 


[Continued  from   Vol.   cii,   page  272.] 

"  There  were  two  sets  of  purifiers,  twenty  feet  by  twenty-four  feet 
on  the  floor,  by  five  feet  deep,  having  two-feet  seals  for  the  covers ; 
with  a  thirty-inch  main  pipe  and  twenty-four  inch  branch  to  and  from 
each  set  of  purifiers.  The  purifiers  had  a  single  layer  screen,  each 
with  a  bed  of  oxide  preparation,  twenty  inches  in  depth.  The  prep- 
aration was  said  to  be  oxide  of  iron,  iron-borings,  charcoal,  and  I 
think  lime.  The  beds  of  oxide  preparation  in  the  three  purifiers 
gave  but  two  inches  of  water  column  as  the  resistance  pressure,  as 
exhibited  to  me ;  and  the  time  of  service  of  a  bed,  before  it  was 
fouled  (for  the  full  production  of  the  works — about  twenty-five  thou- 
sand cubic  feet  per  day,  per  set  of  purifiers),  was  said  to  be  three  to 
four  days,  or  about  eight  millions  cubic  feet  of  gas  would  pass  a  set 
of  purifiers  before  a  bed  would  require  revivification. 

'^  The  reviving  of  the  preparation  was  done  in  a  yard  and  in  an 
old  deserted  and  open  retort  building  adjacent  to  the  purifying-house. 
The  material  was  heaped  as  usual,  for  other  oxide,  one  day,  and 
gradually  spread,  to  avoid  the  excessive  heat  which  attends  a  more 
complete  exposure  to  the  air. 

"  The  odors  attending  this  revivification  were  much  less  obvious 
than  that  accompanying  the  handling  of  foul  lime  at  Philadelphia, 
although  not  so  strong  with  ammonia  as  I  have  generally  found  at 
pure  oxide  heaps.  They  were  using  an  ^enricher*  of  ten  per  cent, 
of  canncl  coal  to  bring  the  gas  up  to  sixteen  candles  quality,  indica- 
ting a  somewhat  imperfect  removal  of  carbonic  acid. 

'^It  should  be  stated  here,  that  good  Westmoreland,  or  other 
American  gas-coal,  will  yield,  with  careful  charging  of  the  coal  into 
the  retorts,  quite  four  and  one-half  cubic  feet  of  gas  (of  sixteen 
candles  quality)  to  the  pound  of  coal ;  and  if  any  coal,  by  weathering 
or  otherwise,  fails  to  give  this  quantity  for  the  yield,  it  is  customary 
to  put  in  as  a  part  of  the  charge,  a  portion  of  coal  (like  cannel)  which 
will  of  itself  alone  be  capable  of  giving  gas  of  twenty-four  to  thirty 
candles  quality;  and  this  act  is  called  ^enriching.* 
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"  I  next  visited  the  Mutual  Gas  Works,  Eleventh  street  and  Ave- 
nue B,  on  the  East  river.  At  these  works  they  have  in  all  ninety-five 
benches  for  coai-gas,  with  six  retorts  to  each  bench,  and  nine  benches 
for  naphtha-gas,  also  with  six  retorts  to  each  bench.  The  retorts 
were  13"  by  24"  by  9'.  The  largest  quantity  of  gas  possible  was 
made  from  the  coal  retorts — or  a  little  over  five  cubic  feet  per  pound 
on  the  average,  for  the  year's  work ;  and  this  gas  was  then  enriched 
by  naphtha-gas  of  forty  candles  quality,  to  bring  the  whole  gas  de- 
livered from  the  holder  up  to  twenty  candle  quality. 

'*  The  usual  work  of  the  retort-house  here,  presented  no  subject  for 
comment.  The  washer  and  condenser  rooms  might  have  been  a  par- 
lor for  all  the  odor  allowed  to  escape ;  the  washing  was  done  partly 
or  wholly  with  ammonia  water.  There  were  two  sets  of  purifiers, 
each  twenty  feet  by  twenty-four  feet  on  the  floor,  by  three  feet  deep, 
with  twenty  inch  seals.  In  these  purifiers  there  is  but  one  layer  of 
an  oxide  preparation,  twenty-eight  inches  in  depth. 

"  The  preparation  was  a  secret  one,  perhaps  patented,  and  the  gas 
was  perfecty  satisfactory  for  sulphur  purification,  the  same  prepared 
material  had  been  in  use  over  a  year,  and  the  purifiers  required 
changing  once  a  week  or  so. 

"An  inspection  of  the  revivifying  floor  was  much  more  satisfactory 
to  the  nostrils  than  that  previously  made  at  the  New  York  Gas 
Works,  but  a  slight  gns-efiluvia  was  present — that  is,  such  a  smell  as 
attends  gas-lime  as  distinguished  from  the  ammonia  vapors  of  pure 
oxide  of  iron  revivification.  I  came  away  from  these  works  without  a 
trace  of  odor  in  my  hair  or  clothes ;  while  the  result  of  two  visits,  of 
similar  duration,  at  the  Market  street  works,  was,  that  at  both  times 
the  odor  brought  away  was  persistent  and  obnoxious  to  an  excessive 
degree,  remaining  attached  to  clothing  for  two  or  three  days  after- 
wards. 

"  It  is  proper  to  say,  that,  as  naphtha-gas  is  used  for  enriching,  the 
gas  of  the  Mutual  Company  is,  in  some  measure,  independent  of  the 
presence  of  non-luminants,  since  a  little  more  of  the  naphtha-gas  will 
overcome  this  cause  of  imperfection  ;  and,  also,  that  the  naphtha- gas 
is  an  experiment  of  yet  undetermined  result.  Former  attempts  to 
supply  mixed  gases  and  ^  carburet  ted  gas '  have  terminated  unfortu- 
nately, from  troubles  of  distribution  in  the  mains  or  services,  or  in 
burning,  or  by  cost  of  production,  or  in  some  unhappy  way,  to  most 
parties  interested. 
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''  These  examples  will  serve  to  show  that  some  processes  of  oxide- 
of-iron  purification  are  practiced  in  the  United  States,  and  that  they 
are  comparatively  devoid  of  objectionable  smells.  The  managers  of 
the  two  works  here  instanced,  state  that  the  cost  of  oxide-of-iron 
purification  is  much  less  than  half  that  of  lime  purification. 

"  In  the  quotations  from  my  notes  upon  the  use  of  oxide  of  iron 
for  purification,  allusion  is  only  made  to  the  avoidance  of  odor,  and 
no  definite  description  is  given  of  the  process  of  revivification  and  its 
products.  To  supply  that  want  of  completiveness  of  the  notes,  I  will 
state,  the  material  is  removed  from  the  discarded  purifiers  and 
wheeled  in  barrows  to  a  covered  floor,  where  it  is  first  piled  in  a  heap 
three  to  five  feet  in  depth.  So  soon  as  it  is  exposed  to  the  air,  it 
commences  to  heat,  and  it  is  therefore  banked  at  first,  in  order  to 
give  a  surface  exposure  only.  The  heating  is  attended  with  a  copious 
effusion  of  ammonia  gas,  with  a  trace  of  naphthaline  odor,  and  a  little 
steam  from  evaporation  of  moisture  from  the  oxide,  which  is  usually 
damp  from  condensation  from  the  gas.  The  next  day  after  making 
the  heap,  it  will  be  sufficiently  cooled  to  be  turned  over  into  rows, 
and  on  the  following  day  to  be  spread  in  a  thin  layer.  If  the  floor 
is  large  enough  to  allow  this  spreading  to  form  a  layer  of  two  to 
three  inches  thickness,  no  further  turning  over  is  requisite ;  but  the 
oxide  must  be  raked  once  or  twice  on  the  third  day,  and  if  the  layer 
be  thin  and  the  oxide  manipulated  at  the  proper  time,  it  will  have 
been  revivified  at  the  end  of  the  third  day.  The  effusion  of  ammonia 
occurs  only  when  the  oxide  is  turned  over  or  disturbed,  and  is  of 
short  duration  (a  few  minutes  only)  after  the  turning  or  spreading 
ceases.     The  principal  chemical  changes  are  substantially  inodorous* 

'^  Some  attempts  have  been  made  to  revivify  the  oxide  in  the 
purifiers  without  moving  it,  by  admission  of  air  through  suitable 
connections,  but  they  have  resulted  in  failure  (I  am  told),  in  conse- 
quence of  the  great  heat  evolved  when  the  pressure  of  air  is  sufficient 
to  pass  it  through  the  bed  of  foul  oxide. 

^'  It  must  be  remarked,  that  the  resistance  of  flow  of  gas  through 
the  purifiers  is  much  greater  for  the  general  system  of  oxide  purifi- 
cation than  for  lime  purification ;  but  it  has  been  shown  that  the 
requisite  apparatus  for  impelling  the  gas  already  exists  at  the 
Market  Street  works,  and  the  question  of  additional  power  needed 
to  effect  the  purpose  is  really  insignificant,  as  the  movement  of  all 
the  gas  possible  to  be  made  at  these  works  at  any  time,  under 
Wholb  No.  Vol.  CII.— (Third  Ssribb,  Vol.  Ixzii.)  24 
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eighteen  inches  of  water-column  pressure,  will  not  exceed  the  per- 
formance of  a  ten  horse-power  engine. 

"  The  process  of  oxide- of-iron  purification  results  in  great  saving 
of  expense  to  the  gas-maker.  At  the  New  York  Gas  Works  it  was 
asserted  that  the  entire  cost  of  purification  did  not  exceed  five- 
eighths  of  a  cent  per  thousand  cubic  feet  of  gas  made.  It  is  un- 
questionable that  the  use  of  the  oxide  process  would  result  in  great 
profit  to  the  Gas  Trust  from  saving  of  labor  and  of  crude  material, 
and  I  believe  would  be  highly  advantageous  to  the  consumers,  in  the 
improvement  of  the  quality  of  gas  made,  the  value  of  which  would 
far  more  than  recompense  the  cost  of  introducing  the  process. 

"  There  is  yet  another  way  to  avoid  the  nuisance  proceeding  from 
dry-lime  purification,  which  is  exhibited  at  the  works  of  the  Manhat- 
tan Gas  Company,  visited  by  me  on  the  16th  and  17th  of  March 
(inst.)  The  North  River  Station  of  the  works  of  the  Manhattan 
Gas  Company  of  New  York,  is  located  on  the  blocks  of  ground  west 
of  Tenth  Avenue,  on  West  Eighteenth  and  Seventeenth  Streets  and 
adjacent  streets.  Omitting  any  general  description  of  the  works, 
only  to  say  that  the  condensing  and  washing  house  was  devoid  of  the 
least  possible  odor,  I  will  proceed  to  a  particular  account  of  the 
system  of  ventilation  of  the  foul-lime  resulting  from  dry-lime  purifi- 
cation, there  in  successful  operation.  At  these  works  they  have  (for 
the  one  thousand  and  thirty-two  retorts  in  the  benches,  eight  hundred 
and  forty — highest  number  in  use  at  one  time)  three  sets  of  purifiers, 
seventeen  feet  by  twenty-two  feet  on  the  floor,  by  three  and  one-half 
feet  deep,  with  seven  layers  of  lime  in  each,  and  the  usual  connecting 
pipes  of  inlet  and  outlet. 

^^  Besides  these  usual  pipe  connections  for  gas,  they  have  likewise 
connected  to  the  bottom  of  each  purifier,  a  sixteen-inch  pipe  with  a 
suitable  stop-valve ;  these  pipes  join  into  a  twenty-four  inch  main 
pipe,  and  the  latter  connects  to  an  exhauster,  in  this  instance  a 
species  of  screw-fan,  five  feet  in  diameter.  From  the  exhauster,  a 
twenty-four  inch  pipe  leads  to  a  jet-washer,  which  corresponds  in 
construction  to  that  before  described  at  Market  Street  works,  only  i| 
is  but  one-fourth  the  length  (that  is,  ten  feet  in  lieu  of  forty  feet  on 
the  floor),  the  height  and  width  being  about  the  same  as  the  Phila- 
delphia washers.  All  this  part  of  the  apparatus  is  in  close  proximity 
to  the  purifying-house.  From  the  washer,  the  pipe  continues  to  a 
drain-pipe  three  feet  high  by  two  feet  wide  (egg  shape),  which  leads 
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under  the  roadway  of  West  Seventeenth  Street,  nearly  one  thousand 
feet,  to  a  deodorizing  building.  This  deodorizing  building  has  two 
•closed  deodorizing-roo7ro«,  with  only  a  doorway  for  entrance,  and  on 
the  floor  of  each  room  is  a  hrick  deodorizer-box,  without  cover.  These 
boxes  are  thirty  feet  long  by  sixteen  feet  wide  by  three  and  one-half 
feet  deep,  and  have  seven  layers,  of  similar  construction  to  those 
used  in  usual  dry-lime  purifiers.  Branches  from  the  main  drain- 
pipe, controlled  by  valves,  open  into  the  bottoms  of  the  brick  puri- 
fiers ;  and  openings,  also  controlled  by  valves,  from  the  upper  part  of 
the  rooms,  lead  to  a  chimney  seventy  feet  high.  The  screens  are 
•covered  with  ventilated  spent-lime^  about  one-tenth  of  all  the  lime 
being  used  at  these  secondary  purifiers.  The  purpose  of  this  appa- 
ratus is  the  ventilation  of  the  foul  lime  in  the  purifiers,  and  it  is 
effectual  in  this  way  : — 

^^  When  a  purifier  is  ready  to  discharge,  and  is  shut  off  as  usual 
from  the  gas  works  by  the  centre  valve,  the  cover  is  lifted  from  the 
seat  and  suspended  about  one  inch  above  the  box.  The  valve  of  the 
ventilating  pipe  is  opened  and  the  ventilating  exhauster  started.  Air 
is  sucked  into  the  punifier  from  the  top,  and  the  foul  lime  is  ventilated 
for  one  and  a  half  hours,  at  the  end  of  which  time  it  will  be  found 
decomposed  and  deodorized  to  such  an  extent  that  it  can  be  properly 
denominated  spent-lime ;  at  all  events,  it  is  devoid  of  any  marked 
unpleasant  odor,  and  will  have  ceased  to  possess  the  power  of  origi- 
nating them.  In  this  condition,  spent-lime  is  really  available  for 
immediate  use  for  agricultural  purposes.  During  the  operation,  the 
lime  in  the  box  heats  to,  perhaps,  140^,  and  from  an  approximate 
estimate,  founded  on  the  speed  of  the  fan  (six  hundred  revolutions 
per  minute),  about  800,000  to  400,000  cubic  feet  of  air  will  have 
been  passed  through  the  layers  of  lime. 

'^  The  wash  water  is  brownish  yellow,  and  not  offensive ;  it  is  run 
off  into  the  sewer. 

"  Very  unexpectedly,  the  long  drain-pipe  main  was  found  to  have 
acted  as  a  condenser  of  naphthaline,  whose  presence  in  great  quantity, 
in  foul  lime,  has  not  been  before  noticed.  The  pipe  was  coated  with 
naphthaline  to  the  extent  of  five  or  six  inches  after  a  year's  use,  and 
it  was  removed  by  introducing  a  jet  of  steam  and  blowing  it  through 
by  means  of  the  exhauster.  [It  would  seem  that  naphthaline  was 
soluble  in  steam  or  vapor  of  water,  while  it  is  nearly  insoluble  in 
water.] 
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^^  Having  reached  the  secondary  purifying-house,  the  foul  air  is 
passed  through  one  of  the  rooms  and  discharged  through  the  chimney 
into  the  open  air.  The  deodorizing  material  in  this  case  was  stated 
to  be  spent-lime  from  the  gas  purifiers.  It  was  found  that  pure  lime 
had  no  effect  on  the  foul  air,  and  at  the  suggestion  of  Mr.  Carl  H^ 
SchultZy  chemist,  New  York,  the  apent-lime  was  employed  with  great 
success.  The  lime  on  the  deodorising  screens  is  revived  in  part,  hj 
forcing  fresh  air  throught  it  for  an  hour,  after  the  operation  of  ven* 
tilating  a  gas  purifier  has  ceased.  The  lime  is  customarily  changed 
in  the  deodorizing  house,  for  every  purifier  changed  in  the  purifying 
house.  This  operation'Js  highly  satisfactory  to  the  Manhattan  Com- 
pany, and  answers  to  meet  all  the  requirements  of  the  New  York 
Board  of  Health,  which  has  forbidden  the  use  of  dry-lime  purifica* 
tion  at  the  gas  works  of  that  city. 

'*  [§§  Five."]  At  the  Market  Street  works,  beside  the  manufacture 
of  gas,  there  are  two  perpetual  lime-kilns  for  the  making  of  oyster- 
shell  lime  for  use  in  the  purifiers.  This  branch  of  the  business  ia 
not  carried  on,  to  my  present  recollection,  by  any  other  gas  works  in 
this  or  in  other  countries.  * 

"  The  plant  is  a  very  simple  one.  A  stone  structure,  about  thirty 
feet  long  by  sixteen  feet  broad  and  twenty-five  to  thirty  feet  high, 
contains  two  kilns  or  ^  stacks,'  internally  cylinders  of  eight  feet  or 
so  in  diameter,  with  the  lower  part  reduced  to  perhaps  three  feet ; 
square  openings  from  one  side  permit  access  to  the  bottoms  or  hearths 
of  the  stacks.  The  base  of  the  stacks  is  surrounded  by  temporary 
buildings  or  sheds.  These  stacks  are  situated  between  the  purifying 
house  and  the  Schuylkill  river,  and  are  about  one  hundred  and  fifty,, 
or  two  hundred  feet  north  of  Chestnut  Street  Bridge ;  between  them 
and  the  bridge,  the  space  of  wharf  is  utilized,  first  by  the  foul-lime 
dump,  and  next,  by  a  pile  of  generally  twenty  thousand  to  forty 
thousand  bushels  of  oyster-shells  (or  more). 

^^  The  operation  of  making  lime  in  these  stacks,  is  to  charge  at  the 
top  a  quantity  of  oyster-shells,  mixed  with  one-fourth  the  quantity  of 
coke  breize  and  fine  coke  dust ;  and  at  certain  regular  intervals  some 
bars  of  iron  are  driven  in  across  the  tops  of  the  openings  to  the 
hearth,  and  the  burned  oyster-shells  under  the  bars,  now  converted 
to  lime,  are  drawn  out ;  when,  removing  the  bars,  the  charge  falls 
from  bottom  to  top ;  and  after  the  stack  has  once  been  lighted,  the 
process  of  burning  will  go  on  continuously  with  regularity. 
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*^  At  first  there  arises  and  escapes  from  these  kilns  the  steam  from 
the  moisture  of  the  ojster-shells,  laden  with  the  odors  of  cooked 
oysters,  mingled  with  those  proceeding  from  decayed  remains ;  and 
after  this,  and  accompanying  it,  escapes  a  volume  of  nearly  pure 
carbonic  acid ;  together  with  a  little  chlorine  vapor  or  gas,  and  some 
small  quantity  of  other  gases.  This  carbonic  acid  proceeds  from  the 
carbonate  of  lime  of  which  the  oyster-shells  are  mainly  composed, 
and  from  the  combustion  of  the  coke,  which  disappears  altogether 
during  the  process ;  and  as  this  gas,  at  the  temperature  of  leaving 
the  kiln,  where  the  upper  layer  of  oyster-shells  and  the  moisture  will 
have  nearly  taken  up  all  the  heat  of  burning  the  coke,  which  occurs 
at  or  below  the  middle  of  the  stack,  has  about  the  same  density  as 
the  external  air,  it  follows  that,  although  it  may  diffuse  rapidly,  yet 
it  does  not  dissipate  by  ascension.  I  am  informed  by  competent 
authority  that  the  height  of  the  approach  of  the  Chestnut  Street 
Bridge,  in  front  of  the  heap  of  oyster-shells  at  the  gas  works,  is 
thirty-one  feet  six  inches  above  top  of  ground.  Consequently,  as 
the  tops  of  these  kilns  are  nearly  at  the  same  level  as  Chestnut 
Street  Bridge  (about  two  hundred  feet  distant  to  the  southward),  and 
of  Market  Street  Bridge  (about  three  hundred  feet  distant  to  the 
northward),  any  current  of  aii^up  or  down  the  river  will  sweep  these 
gases  and  odors  directly  across  them. 

^'  The  oyster-shell  heap,  near  Chestnut  Street  Bridge,  emits  dis- 
agreeable odors,  and,  speaking  of  it  in  the  mildest  terms,  can  be 
generally  denominated  as  offensive  to  the  public.  I  only  state  the 
existence  of  the  heap  to  complete  my  narration  of  the  arrangement 
and  occupation  of  the  grounds  of  the  Market  Street  Station  of  the 
Philadelphia  Gas  Works. 

III.  It  cannot  be  said  by  any  person  practically  acquainted  with 
the  manufacture  and  supply  of  gas,  and  competent  to  advise  on  the 
location  of  gas  houses,  that  the  Market  Street  works  are  judiciously 
situated  as  regards  the  main  thoroughfares  and  streets  of  the  city, 
although  the  place  may  give,  at  this  time,  great  advantages  for  dis- 
tribution. ,  The  barn-yard  and  the  pig-pen  are  necessary  adjuncts  to 
the  farm  dwelling,  and  the  farmer  is  happy  in  their  contemplation ; 
but  if  the  county  lays  out  a  road  behind  the  farmer's  house,  when 
his  barn  is  outgrown  he  will  be  likely  to  build  a  new  one  in  another 
place. 
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^^  It  must  be  regarded  as  a  grave  error  that  the  works  were  not 
removed,  in  place  of  having  been  reconstructed  on  a  larger  scale,  a 
few  years  since. 

^^  The  holders  could  have  been  and  should  have  been  preserved^ 
and  possibly  additional  ones  erected,  but  after  the  entrance  of  the 
city  was  established  by  the  erection  of  the  passenger  station  of  the 
Pennsylvania  Railroad,  and  Market  Street  became  the  important 
avenue,  some  reasonable  expenditure  should  have  been  incurred  to 
have  removed  the  operation  of  making  gas  to  some  other  part  of  the 
city.  And  this  could  have  been  done  by  the  construction  of  a  single 
five  foot  or  six  foot  wrought-iron  pipe  main,  at  no  enormous  outlay, 
considering  the  importance  of  the  object. 

"  The  Beckton  Gas  Works,  of  the  Chartered  Gas  Company  of 
London,  which  are  situated  nearly  eight  miles  below  the  centre  of 
distribution,  and  where  there  sire  two  thousand  one  hundred  and  sixty 
double-ended  retorts  (equivalent  to  four  thousand  three  hundred  and 
twenty  retorts  of  the  Market  Street  size),  can  be  taken  as  an  example 
of  the  recognition  of  the  comity  of  the  public  as  weighed  against  the 
right  to  carry  on  objectionable  manufactures  in  the  midst  of  a  city, 
no  matter  how  necessary  to  the  city  itself  such  a  manufacture  may 
be.  Any  person  will  tolerate  and  epdure  in  his  shop,  laboratory, 
manufactory  or  avocation,  odors  or  dust  more  or  less  unhealthy 
and  disagreeable,  but  no  one  will  desire  the^e  inconveniences  at  hia 
home. 

"  IV.  The  time  requisite  to  make  the  changes  necessary  to  avoid 
the  nuisances  now  proceeding  from  the  Market  street  works  can  be 
stated  as  follows,  taking  up  the  various  sources  of  complaint  in 
order: — 

^^First — The  construction  of  a  house  and  smoke-tower  for  quench- 
ing the  coke  can  be  effected  the  present  season ;  certainly  before 
autumn  sets  in. — The  economy  of  quenching  and  handling  coke  by 
shutes  would  probably  defray  the  interest  of  cost  of  house,  &c. 

^^  Second. — The  disuse  of  lime  purification  and  the  substitution  of 
oxide  of  iron,  as  used  at  the  works  of  the  New  York  Gas  Company 
or  those  of  the  New  York  Mutual,  could  be  done  at  once,  upon  pro- 
curement of  oxide  or  ^  prepared  material.'  I  think  that  this  change 
could  readily  be  effected  within  one  week.  The  introduction  of  the 
English  process  of  purification  could  be  done  by  temporary  pipe  con* 
nections,  so  as  to  give  the  use  of  two  sets  of  the  purifiers  within 
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two  weeks'  time ;  and  the  construction  of  necessary  additional  puri- 
fiers for  use  of  the  three  sets  could  be  readily  effected  this  present 
season. 

^'  The  plea  of  delay  in  getting  perforated  screens  at  the  Metropoli- 
tan Works  (New  York),  stated  to  have  been  made  by  the  officers  of 
that  company,  as  appears  in  the  affidavit  of  Professor  C.  F.  Chandler, 
was  purely  a  dilatory  one.  I  do  not  remember  ever  to  have  seen 
perforated  screens  used  with  oxide  of  iron,  and  slat  screens,  such  as 
are  used  at  the  Philadelphia  Gas  Works,  are  those  generally  if  not 
universally  employed. 

"  The  construction  of  temporary  sheds  to  cover  the  revivifying  floor 
would  take  but  a  few  days,  and  permanent  structures  of  suitable 
character  for  the  locality  could  easily  be  built  this  season.  The 
profit  to  the  gas  company  arising  from  the  substitution  of  oxide  of 
iron  purification  would  probably  be  $4000  to  J5000  per  year  at  the 
Market  street  works  alone. 

^' Any  desired  amount  of  oxide  of  iron  can  be  procured  at  a  week's 
notice ;  but  two  weeks'  delay  might  arise  in  crushing  or  preparing  it 
for  the  first  start. 

"  Third, — The  introduction  of  the  system  for  deodorizing  foul 
lime  now  used  in  the  Manhattan  Company's  Works  in  New  York 
could  be  effected  in  six  weeks'  time,  if  any  urgency  existed ;  or  in 
twelve  weeks'  time,  at  leisure. 

''JPoi^rtA.— ^The  disuse  of  the  lime-kilns,  by  the  substitution  of 
better  lime  for  purification,  could  be  effected  at  six  days'  notice,  which 
would  be  the  time  requisite  to  commence  the  railroad  deliveries  of 
the  quantities  needed.  The  marble  from  which  nearly  pure  lime  can 
be  made  can  be  found  in  abundance  within  fifty  miles  of  Philadelphia, 
where  kilns  now  exist  ready  for  burning  it.  A  bushel  of  jnarble-lime 
is  equal  in  weight  and  efficiency  to  two  and  one- fourth  bushels  of 
oyster-shell  lime. 

^' Fifth. — The  removal  of  the  kilns  to  Point  Breeze  or  elsewhere 
could  be  effected,  if  any  urgency  existed,  in  six  weeks  ;  but  at  leisure 
perhaps  thirteen  or  sixteen  weeks  would  be  required." 
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STREET  AND  TRAM  LOCOMOTIVES. 

From  Thf  Practical  Magcuine,  London,  Sept.,  1876. 


In  our  number  for  June  (page  176  of  the  present  volume)  we  in- 
serted, from  the  Journal  of  thb  Franklin  Institute,  a  few  para- 
graphs concerning  the  use  of  steam  carriages  on  street  railways  and 
common  roads.  At  page  188  we  gave  a  description  and  engraving 
of  Messrs.  Merryweather's  steam  tram-carriage,  lately  commenced 
working  on  the  Paris  tramways.  It  occurs  to  us  that  it  may  be  use- 
ful to  present  here  a  few  connecting  links  of  history,  so  as  to  prepare 
the  general  reader  for  a  due  comprehension  of  other  novelties  which 
are  likely  to  make  their  appearance  ere  long.  Railways,  as  we  all 
know,  have  solved  the  problem  of  steam-power  v%.  horse-power,  so 
far  as  regards  the  traction  of  heavy  loads  at  high  speed.  It  remains 
still  to  be  ascertained  whether  this  substitution  ever  can  or  will  be  so 
complete  in  regard  to  what  may  be  called  ^^  omnibus  traffic,"  distin- 
guished by  lighter  loads,  lower  speed,  and  more  frequent  stoppages. 
It  becomes,  on  this  account,  interesting  to  glance  at  the  inventions 
.which,  from  time  to  time,  have  been  brought  forward,  partly  for 
Bteam-traction  on  tramways,  but  more  generally  for  use  on  common 
roads. 

If  we  mention  Sir  Isaac  Newton's  name  in  connection  with  this 
subject,  it  is  only  in  relation  to  a  speculation  which  he  made  no 
attempt  to  put  to  a  practical  test.  He  suggested  a  globular  vessel, 
plac-ed  on  four  small  wheels,  with  a  jet-pipe  on  one  side  and  a  driver's 
seat  on  the  other.  Steam,  generated  in  the  globe  by  a  suitable  fire, 
would  issue  from  the  tube  and  drive  the  little  four-wheeler  onward 
by  reaction,  on  the  principle  of  the  rocket.  Dr.  Robinson,  nearly  a 
century  later,  communicated  to  James  Watt  an  idea  for  the  propul- 
sion of  a  carriage  along  common  roads  by  steam.  A  cask  of  iron- 
bound  staves  for  a  boiler ;  an  iron  furnace  or  fire-box,  fed  from  above, 
immersed  in  the  water  in  the  cask ;  steam  from  the  heated  water 
moving  a  piston  in  a  cylinder,  and  the  piston  moving  a  small  wheel- 
carriage  on  which  the  cask,  &c.,  were  placed, — such  was  the  idea ; 
but  Watt  carried  it  no  further  than  the  sketching  of  a  few  drawings. 

Of  those  who  really  advanced  to  the  stage  of  an  actual  carriage, 
or  at  least  a  working  model,  one  of  the  first  was  Cugnot,  who  made 
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a  rude  model,  still  preserved  in  one  of  the  public  museums  of  Paris, 
and  then  a  carriage,  which  proved  to  be  too  energetic  at  its  work, 
for  it  dashed  through  a  brick  wall  and  brought  disfavor  to  its  inven- 
tor. William  Murdoch,  about  1790,  ran  a  steam  carriage  on  the 
highway  near  Redruth,  but  the  chief  fact  now  known  concerning  it, 
is,  that  the  Cornish  miners  rushed  away  in  aflFright  from  "  the  fiery 
little  monster  running  along  the  road  without  horses.'*  William 
Symington,  whose  name  is  as  favorably  associated  with  the  history 
of  steam  navigation  as  Murdoch's  with  that  of  gas-lighting,  exhibited 

.  at  Edinburgh  a  model  of  a  steam  carriage,  the  merits  of  which  he  was 
unable  to  test  by  reason  of  the  wretched  state  of  the  roads.  Oliver 
Evans,  of  Pennsylvania,  proposed  to  the  legislature  of  that  state  a 
scheme  for  steam  traction  on  common  roads  ;  his  plan  met  with  no 
response.  He  was  greatly  laughed  at  for  prophesying  that  the  day 
would  come  when  such  carriages  would  attain  a  speed  of  fifteen  miles 
an  hour.     Who  was  nearer  the  truth,  the  derider  or  the  derided  7 

Early  in  the  present  century  we  find  Trevithick  and  Vivian  com- 
pleting and  running  their  steam  carriage  on  the  very  spot  where  the 
Euston  station  now  stands — not  a  bad  association  of  ideas,  it  will  be 
admitted.  From  the  description  published,  it  seems  to  have  been  a 
tolerably  light  and  compact  piece  of  mechanism.  A  carriage  rested 
on  four  wheels,  of  which  the  front  pair  guided  or  steered,  while  the 
hinder  part  supported  the  greater  part  of  the  weight ;  a  boiler  and  a 

.horizontal  cylinder  were  placed  at  the  back  of  the  hind  axle,  while 
rods,  tooth-wheels,  cranks,  &c.,  connected  the  piston  of  the  cylinder 
with  the  wheels  of  the  carriage. 

Nobody   took   up   these   schemes   in  earnest — war   and  political 

•troubles  occupied  men's  thoughts  in  other  than  peaceful  pursuits. 
Sut  a  new  spurt  took  place  just  about  half  a  century  ago.  Mr.  Grif- 
fiths employed  Bramah  to  work  out  an  idea  of  his,  and  to  make  im- 
provements in  practical  details.  Little  is  now  known  of  the  steam 
carriage  which  resulted  from  this  partnership  in  ingenuity,  except 
that  there  were  two  cylinders  with  pistons,  a  tubular  boiler,  and  ver- 
tical springs  to  deaden  the  concussion.  Another  inventor,  David 
Gordon,  had  firmly  persuaded  himself  that  no  locomotive  carriage, 
or  steam  engine  on  wheels,  can  travel  up  an  incline.  He  therefore 
devised  a  strange  monster,  with  six  jointed  levers  to  act  like  six  legs, 
with  bending  movements  to  imitate  those  of  knees  and  insteps,  the 
legs  alternately  stepping  and  dangling !     Another  mode  of  overcom- 
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ing  the  supposed  difficulty  was  by  putting  a  steam  engine  inside  a 
large  iron  drum,  making  the  engine  roll  the  drum  as  a  squirrel  rolls 
his  cage,  and  a  carriage  to  roll  on  after  the  drum. 

When  it  was  proved  that  a  locomotive  can  travel  up  hill,  if  not 
steep,  inventors  took  courage,  and  novelties  appeared  in  rapid  suc- 
cession. Goldsworthy  Gurney  built  a  steam  carriage  which  Sir 
Charles  Dance  "  tooled  "  (as  coaching  men  would  call  it)  between 
Gloucester  and  Cheltenham.  It  ran  to  and  fro  four  times  a  day,  doing 
the  distance  of  nine  miles  in  about  an  hour.  All  kinds  of  obstacles 
were  thrown  in  his  way.  Innkeepers,  hostlers,  horse-dealers,  coach- 
makers,  road  trustees,  interposed  impediments  wherever  possible. 
Gurney  and  Dance  were  beaten ;  but  nevertheless  they  obtained  a 
favorable  report  from  a  committee  of  the  House  of  Commons.  The 
committee  fairly  judging  the  evidence  brought  before  them,  reported 
that  the  steam  carriage  could  maintain  an  average  speed  of  ten  miles 
an  hour ;  that  it  would  carry  twelve  or  fourteen  passengers ;  that 
the  total  weight  of  carriage,  machinery,  fuel,  water,  passengers, 
driver,  and  attendant,  might  be  under  three  tons ;  that  the  carriage, 
with  such  a  load,  would  ascend  and  descend  ordinary  roads  with  fa- 
cility ;  and  that  the  broad  wheels  were  less  likely  to  cut  up  the  roads 
than  the  narrow  wheels  and  horses'  feet  of  ordinary  road  vehicles. 
Whether  the  system  would  eventually  be  cheaper  than  horse-traction 
could  not  be  determined  on  so  short  an  experience. 

Captain  Ogle  was  another  experimenter  in  the  same  line.  He  made 
a  great  sensation  by  running  a  new  steam  carriage  from  Oxford  to 
Birmingham,  ten  miles  an  hour  in  the  towns,  and  twelve  miles  in  the 
more  open  country.  His  contrivance  was  a  kind  of  mail  coach  for 
six  inside  passengers  and  eight  outside,  the  motive  power  being  placed 
in  the  rear  of  the  passenger  compartment.  Rivals  appeared  in  this 
district  and  in  that,  but  all  went  into  oblivion  after  a  brief  period  of 
excitement.  Mr.  Hancock's  "  infant "  steam  coach  plied  for  a  time 
to  and  fro  between  London  and  Stratford.  A  steam  coach  under  the 
command  of  Colonel  Macerone,  in  like  manner  had  its  little  day. 
Mr.  Scott  Russell  (perhaps  the  only  distinguished  living  representa- 
tive of  that  group  of  inventors)  constructed  a  steam  carriage  which 
plied  for  a  time  between  Glasgow  and  Paisley.  Burstall  (a  name 
that  might  be  regarded  as  rather  ominous  in  connection  with  such 
subjects),  with  his  partner  Hill,  Summers  and  Ogle,  Dance  and  Field, 
James,  Heaton,  Church,  Squire,  Hills,  Sir  James  Anderson — all  are 
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to  be  included  among  the  inventors  which  turned  their  attention  to 
these  matters  at  various  periods  from  half  a  century  to  a  quarter  of 
a  century  ago.  Why  they  all  failed  we  need  not  wait  to  say.  Some 
of  the  engines  were  too  heavy ;  some  had  difficulty  in  maintaining 
their  water-feed ;  some  did  not  steer  readily  nor  stop  with  sufficient 
promptness;  some  frightened  the  horses  with  their  noise;  while 
others  were  placed  beyond  the  reach  of  profit  by  inordinate  tolls  im- 
posed by  turnpike  trusts. 

There  is  still  no  paucity  of  invention  of  steam  coaches,^  if  the 
smallest  encouragement  be  offered  them.  The  Earl  of  Caithness 
created  quite  a  lively  sensation  in  Scotland  a  few  years  ago,  by  per- 
forming a  journey  which  certainly  was  unequaled  of  its  kind.  A 
very  ingenious  steam  carriage  was  invented  by  Mr.  Rickett.  It  was 
a  kind  of  hooded  chaise,  with  a  small  steam  engine  behind  it,  occu- 
pying about  as  much  space  altogether  as  a  horse  and  chaise ;  the 
chaise  had  a  seat  for  three  persons,  while  the  engine  was  attended  to 
by  a  fourth  person,  stationed  in  the  rear.  A  supply  of  coal  for  fifty 
miles  and  of  water  for  fifteen  could  be  carried ;  when  thus  supplied, 
the  whole  affair,  with  four  persons,  weighed  about  a  ton  and  a  half. 
On  a  given  day  the  Earl  started  off,  occupying  the  position  of  driver, 
with  the  Countess  of  Caithness  by  his  side,  a  clergyman  at  the  other 
end  of  the  same  seat,  and  Mr.  Rickett  acting  as  stoker.  On  they 
went,  starting  from  Inverness,  and  taking  the  mail  coach  road  through 
Beauly  to  Dingwall,  Golspie,  Durabin,  Helmsdale,  the  Ord  of  Caith- 
ness, Berriedale,  Wick,  to  Barrogell  Castle — a  ride  of  160  miles. 
The  ascent  and  descent  of  the  Ord  of  Caithness,  one  of  the  stiffest 
bits  in  Britain,  showed  that  the  wheels  of  the  little  vehicle  took  a 
good  hold  of  the  road. 

Without  touching  further  on  these  steam  coaches,  we  may  say  a 
few  words  concerning  the  use  of  traction  engines  for  dragging  heavy 
weights  over  bad  roads,  or  rough  ground  without  any  road  at  all. 
The  success  of  these  is  beyond  all  question.  One  of  the  first  was 
Taylor's  "  Steam  Elephant/'  employed  at  Messrs.  Laird's  to  drag 
marine  boilers  and  other  heavy  masses  of  iron  from  the  works  to  the 
harbor  at  Birkenhead.  It  was  afterwards  used  in  other  places,  usu- 
ally to  support  a  powerful  crane,  which  lifted  up  heavy  weights, 
wheeled  them  along,  and  deposited  them  at  another  spot.  The  ^'Steam 
Bull"  was  a  rival  to  the  '* Steam  Elephant,"  and  used  in  a  similar 
way.     Bray's  traction  engine,  at  one  of  its  early   trials,  carried  or 
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drew  a  boiler  of  80  tons,  an  armor-plate  of  17  tons,  and  two  other 
plates,  all  at  once.  One  of  these  engines,  sent  out  to  the  Soath 
American  mines,  rendered  great  service  at  a  spot  where  there  were 
literally  no  roads,  lowering  ore  down  from  the  mine  to  the  harbor 
and  dragging  up  stores.  Avelong  and  Porter's  traction  engine  is 
another  of  these  excellent  contrivances,  adapted  for  various  kinds  of 
farm  and  quarry  work,  and  as  a  feeder  to  railways  along  roads  where 
the  traffic  would  be  too  small  to  pay  for  a  rail.  Thomson's  engine  is 
also  remarkable,  noticeable  for  the  thick  bands  of  india-rubber  which 
form  the  tires  of  the  wheels,  and  enable  them  to  get  over  rough 
ground  without  much  jolting. 

As  to  steam  vehicles  on  the  common  roadways  of  streets  in  our 
busy  towns,  we  are  almost  as  much  without  them  now  as  ever.  The 
chief  exception  is  the  road-roller,  used  for  crushing  and  smoothing 
the  surface  of  newly  macadamized  carriage-ways.  The  legislature 
has  hitherto  discouraged  rather  than  encouraged  the  appearance  of 
^^  Puffing  Billy  "  in  our  streets.  In  1862  an  Act  was  passed  to  regu- 
late the  employment  of  locomotives  in  the  streets,  under  the  belief 
that  they  were  at  that  time  coming  into  use.  The  weight  and  the 
gauge  were  to  be  limited;  they  were  to  consume  their  own  smoke; 
they  were  to  carry  lights  at  night ;  they  were  to  carry  a  guard  as 
well  as  a  driver  and  a  stoker ;  and  they  were  not  to  exceed  a  speed 
of  five  miles  an  hour  in  towns.  Another  statute,  in  1866,  made 
matters  still  more  stringent,  by  enacting  that  the  speed  should  be 
lessened  to  two  miles  an  hour  in  town  streets,  with  a  man  running  on 
ahead  on  foot,  waving  a  red  flag,  to  warn  persons  to  keep  out  of  the 
way ;  and  noisy  steam  whistles  were  interdicted.  Whether  commer- 
cial traffic  could  live  under  such  iron  rules,  the  future  may  perhaps 
show ;  steam  omnibuses  for  passengers  would  obviously  find  no  trade 
at  two  to  four  miles  an  hour. 

Tramways,  as  we  all  know,  had  a  precarious  infancy  in  this  country, 
but  they  have  surmounted  their  preliminary  troubles,  and  have  be- 
come fairly  remunerative  undertakings.  The  high  price  of  hay  and 
oats  gradually  led  the  companies  to  inquire  whether  the  tram  cars 
could  be  safely  and  profitably  drawn  by  steam-power.  Foreign 
countries  have  preceded  us  in  this  application.  Kohl's  steam 
cars  (an  illustrated  description  of  which  appears  in  our  last  number) 
have,  for  some  time,  been  working  successfully  in  the  streets  of 
Copenhagen ;  Harding's  in  Paris,  and  others  elsewhere.     An  arrange- 
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ment  by  Messrs.  Merryweather  was  tried  for  some  time  in  West- 
minster, but  circumstances  were  unfavorable  to  its  success.  A  greatly 
improved  construction  by  the  same  makers  is  described  on  page  188^ 
illustrated  by  an  engraving ;  this  has  been  brought  into  use  on  some 
of  the  Paris  tramways.  Mr.  Grantham  invented  a  steam  car,  which 
was  tried  experimentally  at  W^est  Brompton,  and  is,  now,  we  believe, 
working  on  a  short  bit  of  country  road ;  he  planned  many  improve- 
ments in  it,  but  did  not  live  to  finish  them.  Mr.  Hughes,  of  Lough- 
borough, who  has  built  many  small  locomotives  for  use  on  mineral 
railways,  has  recently  adapted  them  for  a  tramway  at  Leicester.  His 
tram  locomotive  has  a  pair  of  6-inch  cylinders,  12-inch  stroke ;  as  it 
is  fed  only  at  the  beginning  of  each  journey,  there  is  no  need  for  a 
fuel-box.  Coke  is  used  to  prevent  smoke ;  the  chimney  does  not 
protrude  above  the  roof,  and  the  working  mechanism  is  boxed  off  to 
avoid  frightening  horses.  The  weight  of  engine  and  car,  with  coke 
and  water  for  six  miles,  is  about  five  tons. 

Within  the  last  few  weeks  a  trial  has  taken  place  on  the  Hoylake 
and  Birkenhead  Tramway,  of  a  tram  locomotive  by  Woods,  intended 
for  Vienna.  The  engine  and  car  form  parts  of  tho  same  structure. 
Shand  and  Mason's  patent  inclined  water-tube  boilers  are  employed. 
The  cylinders,  6-inch  diameter  and  9-inch  stroke,  are  placed  under 
the  platform,  and  are  coupled  direct  to  a  pair  of  steel  driving  wheels, 
2  feet  diameter.  Each  end  of  the  car  has  its  own  brake,  steering 
gear,  and  passenger  entrance.  The  boiler  is  at  one  end,  while  the 
other  is  supported  on  a  bogie-truck.  One  man  can  manage  the  dri- 
ving, stopping,  stoking,  &c.  The  car  will  carry  twenty  passengers. 
The  water  tanks  are  placed  under  the  passengers'  seats,  and  the  boiler 
can  be  supplied  either  by  an  injector  or  by  a  donkey  engine. 

Enough  ;  the  future  must  show  whether  steam  or  horse-power  is  to 
rule  the  great  systems  of  tramways.  Hitherto,  those  tram  locomo- 
tives which  have  failed,  have  done  so  because  the  smoke  and  heat 
have  annoyed  the  passengers,  or  because  the  noise  has  frightened  the 
horses  of  passing  vehicles,  or  because  the  sunk  capital,  wear  and  tear, 
and  working  expenses  have  exceeded  the  total  outlay  entailed  by 
horse  traction.  This  last,  we  suspect,  will  be  the  experimenium 
cmcis,  the  real  test  that  will  settle  the  whole  question.  Say  that  a 
large  car,  carrying  forty  passengers  inside  and  out,  can  be  drawn 
along  at  a  fair  speed  by  two  horses — what  will  be  the  cost  of  these 
horses,  the  renewal,  the  stable  and  veterinary  expenses,  the  hay  and 
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oats  ?  And  what  the  cost  of  steam  engine,  repairs,  coke,  water,  &c.? 
These  are  sums  in  arithmetic  which  no  preconceived  theory  oan 
solve. 

In  this  connection  we  now  learn  that  a  new  steam  hand  car  has 
recently  been  designed  and  constructed  by  Mr.  Jay  Noble,  master 
mechanic  for  M.  M.  Buck  and  Co.,  of  St.  Louis,  Mo.,  which  is  ex- 
cellently adapted  for  the  use  of  division'superintendents,  road  mas- 
ters, and  others  whose  duty  requires  them  to  make  frequent  inspec- 
tion of  railway  lines.  The  machine  resembles  an  ordinary  hand  car, 
except  that  the  propelling  power  is  steam  and  not  muscle.  The  floor 
is  about  10  inches  from  the  ground,  and  is  beneath  instead  of  above 
the  axles.  '  The  boiler,  which  is  about  3J  feet  in  height,  with  a  di- 
ameter of  18  inches,  is  placed  in  the  centre  of  the  car,  while  the 
cylinder,  which  is  horizontal,  is  at  the  right  hand  side  and  near  the 
floor.  The  cylinder  is  3J  by  6  inches,  and  the  boiler  is  intended  to 
carry  a  pressure  of  140  lbs.  of  steam.  The  body  of  the  vehicle  rests 
on  rubber  springs,  and  rides  very  easily  without  lateral  motion. 
Seats  are  arranged  in  front  and  rear,  of  sufficient  size  to  accommodate 
six  persons.  The  water  tank  occupies  a  space  under  the  back  seat 
and  holds  about  a  barrel  of  water,  which  is  sufficient  to  run  the  car 
forty  miles.  On  the  left  of  the  boiler  the  coal  pan  is  arranged  in  a 
space  about  2  feet  wide,  and  carries  all  the  fuel  necessary  for  a  day's 
run. 

On  a  recent  trial  trip,  the  run  from  St.  Louis  to  Carondelet,  a 
distance  of  seven  miles,  was  made  in  fifteen  minutes.  The  inventor 
states  that  under  ordinary  circumstances  the  cost  of  fuel  will  not 
exceed  three  shillings  per  day.  The  general  arrangement  is  excel- 
lent and  reflects  much  credit  on  the  designer. 


Errata. — In  consequence  of  absence  of  the  Editor  at  the  time  of 
making  up  the  editorial  pages  of  October  Journal,  a  few  typograph- 
ical errors  were  allowed  to  remain  uncorrected.  The  most  annoying 
are  upon  page  225 — Article,  "  Thallene,*'  which  should  be  corrected 
to  read  " Prof.  Horsford " — " a  green  solid "  and  "the  crystalline 
form."  "  [From  whence  the  first  tar  on  which  Prof.  Morton  experi- 
mented was  derived.]"  This  last  clause  should  not  have  been  in 
parentheses,  as  it  was  an  editorial  remark,  not  a  quotation. 
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NOTES    ON    ENGLISH    CHEMICAL    MANUFACTURES. 

By  S.  Cabot,  Jb. 

[From  the  American  Chemist,  July,  1870.] 

To  give  an  account  of  the  chemical  advance,  even  during  a  few 
years,  in  a  great  country  like  England,  is  no  easy  task,  if  only  in  a 
sketchy  and  superficial  manner.  Nevertheless,  having  had  very  good 
opportunities  of  seeing  some  of  the  newest  processes  in  use  in 
England  and  Scotland,  I  propose  to  run  through  my  note  books  for 
the  benefit  of  your  readers,  leaving  out  many  particulars  which 
would  not  be  interesting  to  any  but  specialists,  and  many  which  are 
parallel  to  our  American  methods. 

Sulphuric  acid  seems  to  be  the  starting  point  of  almost  all  the 
larger  chemical  industries,  therefore  we  will  begin  with  that.  The 
pure  acid  is  made  exclusively  from  sulphur.  In  the  best  chemical 
works  (for  instance,  Mr.  Riley's  of  Accrington,  near  Manchester)  the 
sulphur  is  supplied  through  a  hopper  at  the  top  of  the  furnace,  the 
nitre  and  strong  nitrous  vitriol  being  also  let  into  a  cast-iron  pan  in 
the  exit  flue  by  means  of  another  hopper. 

The  nitrous  fumes  are  removed  from  the  chamber  gases  at  the  end 
of  the  set  of  chambers  by  the  use  of  a  Gay-Lussac  tower.  Vastly 
the  larger  portion  of  the  sulphuric  acid  made  in  England  is,  however, 
obtained  by  the  combustion  of  pyrites.  In  addition  to  the  much 
smaller  first  cost  of  sulphur  thus  obtained,  it  is  in  this  case  possible 
to  use  the  Glover's  towers,  which  cause  a  great  saving  in  fuel.  The 
principle  of  the  Glover's  tower  is  well  known,  but  I  will  describe 
them  as  I  saw  several  in  England.  They  are  towers  made  of  acid- 
proof  stone  joined  together  by  grooving  the  edge  and  then  inserting 
a  rubber  rod ;  at  the  corners  these  rods  are  slit,  and  one  is  run 
through  the  other.  The  whole  is  bolted  together  outside  with  iron 
rods.  These  towers  are  from  30  to  40  or  50  feet  high,  and  are  filled 
with  some  acid-proof  brick.     At  the  top  are  two  tanks,  one  contain- 


Digitized  by 


Google 


352  Chemistrt/,  PhysicSj  Technology,  etc. 

ing  chamber-acid,  and  the  other  nitrous  vitriol  from  the  Gay-Lassac 
tower.  These  acids  are  allowed  to  flow  together  down  through  the 
tower,  while  the  hot  sulphurous  acid  from  the  pyrites  burners  rises  up 
in  the  opposite  direction  and  carrying  some  water  as  steam,  and 
much  nitrous  acid  goes  forward  into  the  chambers.  Many  attempts 
have  been  made  to  use  the  Glover's  tower  where  sulphur  was  burned. 
The  reason  of  failure  is  that,  as  Prof.  Kopp  once  told  the  writer, 
sulphur  can  never  be  raised  to  the  temperature  obtained  by  burning 
pyrites,  as  it  is  volatile  at  a  much  lower  temperature.  The  acid  as 
it  comes  out  of  the  towers  is  not  far  from  55°  or  60°  B^.,  and  may 
be  concentrated  in  glass  or  platinum  stills,  as  is  done  in  this  country. 

The  greater  part  by  far  of  this  acid  is,  however,  used  for  the  de- 
composition of  salt  in  the  Leblanc  soda  process. 

This  decomposition  of  salt  is  done  in  hemispherical  cast-iron  pans, 
which  are  connected  with  absorbing  towers  constructed  much  like  the 
Glover's  towers,  but  filled  with  coke.  These  pans  are  separated  by 
a  sliding  door  with  a  muffle  furnace,  into  which  the  mass  is  shoved 
while  still  quite  liquid,  and  this  muffle  is  connected  with  another  con- 
densing tower  in  which  a  less  pure  hydrochloric  acid  is  obtained. 

There  is,  however,  a  new  method  of  accomplishing  the  decomposition 
of  salt,  patented  by  Hargreaves  &  Robinson.  The  process  is,  briefly, 
to  pass  a  mixture  of  air,  sulphurous  acid  and  steam  through  salt  in  a 
porous  condition,  obtained  by  moistening  it  and  then  drying  and 
breaking  it  up  to  the  required  size.  This  has  the  obvious  advantage 
of  doing  away  with  the  sulphuric  acid  chambers  entirely. 

The  operation  is  performed  in  immense  cast-iron  chests  heated  on 
the  outside  with  coal  fires,  and  the  gas  from  pyrites  burners  is  put  b 
at  the  bottom  of  one  with  an  excess  of  air  and  some  steam,  it  is  then 
taken  in  at  the  top  of  a  second  one,  and  so  on ;  this  is  of  course 
changed  about  as  one  after  the  other  of  the  chests  is  discharged. 

The  hydrochloric  acid  is  very  strong;  indeed  Mr.  Hargreaves 
told  me,  in  showing  me  the  condensing  apparatus,  that  in  the  first 
pipes  it  was  stronger  than  by  the  ordinary  method. 

The  sulphate  of  soda  formed  seems  to  be  of  good  quality,  and 
manufacturers  are  looking  with  much  interest  to  see  the  result  ob- 
tained by  several  large  establishments  running  on  this  plan. 

The  salt  in  its  porous  condition  is  thought  to  act  catalytically^ 
causing  the  sulphurous  acid  (SO,),  which,  however,  would  not  occur 
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without  the  presence  of  steam  to  form  (H,  SOJ  sulphiirio  acid,  which 
in  turn  reacts  on  the  salt  to  form  (Na,  SOJ  sulphate  of  soda  and 
(2HC1)  hydrochloric  acid. 

In  the  preceding  paragraphs  I  disposed,  rather  summarily  per- 
haps,  of  the  various  methods  of  manufacturing  sulphate  of  soda  and 
muriatic  acid.  I  now  propose  to  take  up  the  various  products  of  the 
latter  acid,  and  give  a  sketchy  account  of  the  methods  in  use  in 
England  for  the  manufacture  of  chlorine  and  chloride  of  lime. 

The  two  prominent,  almost  universal,  methods  of  producing 
chlorine  are  by  the  Weldon  and  the  Deacon  processes.  The  Weldon 
process  is,  properly,  only  a  method  of  regenerating  the  oxide  of  man- 
ganese from  the  chloride  of  manganese,  formed  by  the  action  of  the 
muriatic  acid  on  natural  binoxide  of  manganese. 

By  far  the  larger  portion  of  the  chlorine  manufactured  in  England 
is  produced  under  Weldon's  patent,  101,600,000  kilograms,  or  over 
two  hundred  million  pounds  of  chloride  of  lime,  having  been  put  on 
the  market  during  the  year  1874  to  1875  in  England  alone. 

I  had  the  good  fortune  to  make  the  acquaintance  of  Mr.  Weldon, 
and  with  him  made  an  excursion  of  a  day  to  some  of  the  large  works 
at  St.  Helen's,  near  Manchester,  in  one  of  which  I  saw  his  process  in 
operation  to  great  advantage. 

The  native  binoxide  of  manganese  is  decomposed  in  large  sand- 
stone chests  with  muriatic  acid;  to  assist  the  operation  steam  is 
introduced  through  a  small  (earthenware)  pipe.  The  chloride  of 
manganese  is  run  into  a  large  stone  reservoir  while  still  hot.  Here 
it  is  treated  with  a  sufficient  quantity  of  finely  powdered  limestone 
to  neutralize  all  excess  of  acid;  this  throws  down  any  iron  that  is 
present  as  the  carbonate  of  the  peroxide.  The  clear  liquor  is  then 
pumped  into  the  tanks,  where  it  is  mixed  with  an  excess  of  hydrate 
of  lime.  It  is  then  warmed  to  55^  or  75^  Gent.,  and  then  a  power- 
ful blast  of  air  is  blown  through  pipes  which  open  in  fine  jets  at  the 
bottom.  The  protoxide  of  manganese  is  hereby  oxidized  to  the  bin- 
oxide, which  unites  with  the  lime  to  a  feebly  combined  acid  manganite 

Ca\ 
of  the  composition,  GaMnOsHsMnO,,  or  g-  ^(MnO,),.     This  com- 
pound is  a  brownish  black  paste  which  sinks  to  the  bottom,  while  a 
clear  solution  of  calcic  chloride  remains  above  it     This  calcium 
chloride  is  sometimes  treated  with  sulphuric  acid  to  obtain  precip- 
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itated  calcic  sulphate  (Paris  white)  for  papermakers,  etc.  The 
sediment  of  bi-manganite  of  lime  is  run  direct  into  the  chests  of 
fiandstone,  in  which  it  is  treated  with  its  equivalent  quantity  of 
muriatic  acid.  It  is,  however,  in  a  state  of  exceedingly  fine  division, 
and  therefore  requires  less  heat  to  produce  the  reaction.  The  calcium 
of  the  compound  (bi-manganite  of  lime)  requires,  however,  two 
equivalents  of  muriatic  acid,  lost  in  the  chloride  of  calcium,  which  is 
.usually  run  away  for  the  benefit  of  the  fishes. 

CaOH20(Mn02)2+14HCl= 

CaClj+2MnCl2+8H20+8Cl. 

It  is  evident  from  examining  the  above  formula  that  not  only 
two  equivalents  of  muriatic  acid  are  lost  on  the  calcium,  but  four 
more  are  lost  on  the  chloride  of  manganese  (afterwards  changed  to 
chloride  of  calcium  by  the  addition  of  lime).  In  an  attempt  to  avoid 
these  losses  Mr.  Weldon  has  invented  and  patented  another  process, 
which  I  will  only  briefly  notice,  as  it  has  not  as  yet  proved  a  success 
in  a  commercial  sense,  I  believe. 

In  place  of  lime  in  the  regeneration  of  the  chloride  of  manganese, 
he  proposes  magnesia  (MgO).  The  solution  of  MgClj  (chloride  of 
magnesium)  with  suspended  bi-manganite  of  magnesia,  is  evaporated. 
As  it  approaches  dryness  muriatic  acid  is  given  oflF,  which  is  con- 
densed for  further  use ;  then  a  stream  of  air  is  let  in  and  the  mass  is 
roasted  in  a  muffle,  whereupon  the  manganite  of  magnesia  reacts  on 
the  chloride  of  magnesia  and  gives  chlorine  (mixed  with  air).  After 
roasting  with  an  excess  of  air,  the  mass  becomes  changed  to  man- 
ganite of  magnesia.  This  is  treated  with  aqueous  muriatic  acid, 
whereby  chlorine  and  a  mixture  of  chlorides  of  manganese  and  mag- 
nesia are  produced,  which  latter  mixture  is  treated  as  before.  Theo- 
retically this  process  is  subject  to  no  loss  of  chlorine,  but  there  are 
many  practically  important  obstacles  to  its  success — the  difficulty  of 
evaporating  chloride  of  magnesium  without  destroying  the  vessel 
containing  it,  etc.  Both  of  Weldon's  processes  are  at  a  glance 
nothing  but  indirect  methods  of  decomposing  hydrochloric  acid  by 
means  of  the  oxygen  of  the  air.  We  now  come  to  a  direct  method 
of  accomplishing  the  same  result.  This  we  see  exemplified  in  Deacon's 
chlorine  process. 

This  process  I  had  the  good  fortune  to  see  in  Deacon's  own  works. 
It  depends  upon  the  decomposition  of  hydrochloric   acid  at  high 
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temperatures  by  the  oxygen  of  the  air  in  the  presence  of  a  salt  of 
copper.  The  gas  from  the  converting  furnaces  mixed  with,  air  is 
passed  through  chambers  heated  outside  to  between  400°  to  500° 
Cent.,  and  filled  with  earthenware  balls  moistened  with  a  solution  of 
sulphate  of  copper.  The  mixture  is  decomposed  according  to  th» 
following  reaction :  N+0+2HCl=HjO+Cl+N. 

air. 

The  mixture  of  nitrogen,  chlorine  and  steam  is  cooled,  whereby 
the  steam  is  condensed,  then  washed  with  water  to  remove  any  excess 
of  acid  which  has  not  been  decomposed,  and  then  passed  into  the 
lime  chambers,  which  must  have  a  large  surface  on  account  of  the 
dilution  of  the  chlorine  by  nitrogen  and  air. 

The  great  drawbacks  to  this  process  are :  first,  the  quantity  of 
hydrochloric  acid  (HCl)  left  undecompbsed ;  second,  the  great  dilu- 
tion of  the  chlorine.  The  consequence  is,  that  most  large  works — 
Deacon's  own,  for  instance — use  both  the  Weldon  and  the  Deacon 
process.  It  appears  to  me  that  the  two  might  be  combined  to  ad- 
vantage by  passing  the  gas  from  the  Deacon  converter  through  a 
tower  filled  with  native  manganite  in  lumps,  and  regenerating  the 
chloride  of  manganese  formed  by  the  action  of  the  muriatic  acid  left 
undecomposed  in  the  converters  by  the  Weldon  process. 

There  is  one  other  process,  in  use  at  Tennant's  works  in  Glasgow^ 
in  use  at  the  time  I  was  there,  at  least,  wherein  the  manganese 
liquor  was  precipitated  boiling  hot,  and  under  some  pressure,  with 
powdered  limestone.  The  precipitated  carbonate  of  manganese  was 
then  heated  on  trays  in  ovens  with  a  supply  of  air  which  changed 
the  manganous  carbonate  to  manganic  oxide,  with  the  evolution  of 
carbonic  acid.  This  process,  however,  has  not  been  introduced  into 
the  newer  portion  of  Tennant's  works,  in  which  Weldon's  process  has 
been  substituted. 

At  Tennant's,  also,  a  part  of  the  chlorine  was  produced  by  acting 
on  a  mixture  of  salt  and  nitrate  of  soda  with  sulphuric  acid.  The 
mixture  of  chlorine  and  nitrous  acid  was  passed  through  strong  sul- 
phuric acid,  which  absorbed  the  nitrous  gas,  while  the  chlorine  passed 
forward  to  the  lime  chambers.  The  nitrous  vitriol  was  used  in  the 
Gay-Lussac  towers. 
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ON    THE    DEVELOPMENT    OF    THE    CHEMICAL    ARTS 
DURING  THE  LAST  TEN  YEARS.* 

By  Dr.  A.  W.  Hofmann. 

From  the  Chemical  News. 
[Continued  f^om  Vol.  cii,  page  278.  ] 

Weldon'fl  process,  lastly,  is  worked  more  rapidly  than  the  old 
method,  and  requires  a  smaller  number  of  sandstone  troughs,  though 
the  latter  advantage  is  out-balanced  by  the  cost  of  the  oxidation 
apparatus.  The  productive  power  of  a  sand-stone  apparatus  was,  on 
the  old  process,  1270  kilos,  of  chloride  of  lime  weekly ;  whilst  on 
Weldon's  method  in  Alhusen's  works,  at  Newcastle,  the  weekly  pro- 
duction is  4572  kilos.  In  the  same  establishment  four  hours  are 
required  for  the  oxidation  of  2500  kilos,  of  peroxide  of  manganese, 
beihg  at  the  rate  of  115  kilos,  oxygen  per  hour. 

The  cost  of  the  process  in  England  compared  with  the  old  method 
may  be  seen  from  the  following  statements  of  Weldon's : — 

Per  1000  kilos,  chloride  of  lime — 

Weldon*8  Process. — ^Labor,  10s.  to  178.;  coal,  750  kilos.;  lime, 
1400  kilos.;  lime-stone  for  saturating  the  excess  of  acid,  250  kilos.' 

Old  Process. — Labor,  £2 ;  manganese,  £6 ;  lime,  700  kilos. 

The  use  of  Weldon's  process  is  decidedly  increasing.  In  the  be- 
ginning of  1874  the  annual  produce  in  England  on  this  system  was 
£0,800,000  kilos,  chloride  of  lime,  and  plant  for  tike  further  produc- 
tion of  an  equal  quantity  was  in  the  course  of  erection,  whilst  the 
previous  annual  production  on  the  old  system  did  not  exceed 
91,440,000 .  kilos.  In  Germany  the  '^  Silesia "  establishment  at 
Saarau  has  carried  on  Weldon*s  process  with  advantage  for  several 
years.  In  Belgium,  according  to  Mr.  Weldon's  account,  the  works 
at  St.  Marie  d'Oignies,  near  Charleroi,  have  introduced  the  process. 
In  France  the  same  step  has  been  taken  by  the  St.  Gobain  company, 
whilst  Kuhlmann,**  Merle,  and  other  manufacturers  are  preparing  to 

*  '*Berichte  uber  die  Entwickelung  der  Chemisohen  Industrie  Wahrend  des  Letcteo 
Jahnehends.'* 

**0n  September  18th,  1874,  I  found  in  the  eetablishment  of  M.  Euhlmann,  no 
preparations  for  the  introduction  of  Weldon's  process. — ^A.  W.  H. 
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adopt  the  new  method.  In  Saarau,  where,  as  already  mentioned, 
Weldon's  process  has  been  in  operation  for  some  years,  it  is  carried 
on  exactly  as  above  described.  The  consumption  of  lime  for  the  re- 
generation of  material  for  100  kilos,  of  chloride  of  lime  is  70  to  75 
kilos,  inclnsive  of  the  sediment  which  becomes  useless  in  preparing 
milk  of  lime.  To  regenerate  enough  for  2500  kilos,  chloride  of  lime 
air  is  forced  in  for  five  to  five  and  a  half  hours,  and  from  75  to  80 
per  cent,  of  the  manganese  present  is  converted  into  peroxide.  The 
air-pump  employed  works  with  45  horse  power,  and  has  a  cylinder  of 
7*82  cm.  in  diameter,  and  94*16  in  height.  The  piston  makes  40 
strokes  per  minute.  The  loss  of  peroxide  of  manganese  at  Saarau 
Amounts  to  about  10  per  cent,  (von  Kulmitz). 

The  above  described  process  for  the  regeneration  of  manganese  resi- 
dues has  one  deficiency.  A  portion  of  the  hydrochloric  acid  is  used 
to  saturate  the  lime  of  the  calcium  manganite,  and  both  lime  and 
iiydroohloric  acid  are  generally  allowed  to  escape  in  the  almost 
irorthlesB  state  of  chloride  of  calcium.  To  obviate  this  defect  Weldoh 
lias  planned  a  modification  of  his  process,  which  renders  it  practicable 
to  obtain  as  much  as  62  per  cent,  of  the  hydrochloric  acid  employed 
in  the  form  of  free  chlorine,  whilst  only  a  small  quantity  of  chloride 
of  calcium  is  formed  as  a  by-product.  He  attains  this  result  by 
decomposing  the  manganese  solution,  not  with  lime,  but  with  magnesia. 
Eor  this  purpose  the  process  is  modified  as  follows : — The  liquid  de- 
rived from  the  evolution  of  chlorine  out  of  magnesium  manganite, 
-containing  chloride  of  magnesium  and  manganese,  is  evaporated  at 
first  in  a  pan,  and  then  in  a  kind  of  muffle,  whilst  a  current  of  air  is 
constantly  passed  through.  Towards  the  end  of  the  evaporation  the 
ohloride  of  magnesium,  under  the  influence  of  watery  vapor,  yields 
hydrochloric  acid,  which  is  condensed.  After  the  liquid  has  been 
evaporated  to  a  certain  consistence  the  salts  are  drawn  upon  a  hearth, 
where  they  are  roasted  in  a  current  of  air.  Here  chlorine  is  evolved, 
diluted  with  air,  and  is  combined  with  milk  of  lime  in  a  scrubber, 
whilst  manganite  of  magnesium  remains  behind.  The  latter  is  then 
used  with  hydrochloric  acid  for  the  development  of  chlorine,  and 
passes  again  through  the  same  rotation  as  a  mixture  of  chlorides  of 
magnesium  and  manganese.  The  hydrochloric  acid,  which  is  given 
off  about  the  end  of  the  evaporation,  is  exactly  sufficient  to  evolve 
•concentrated  chlorine  from  the  solution  of  chloride  of  lime,  into  which 
the  diluted  chlorine  obtained  by  roasting  the  residue  from  the  evapo- 
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ration  has  been  transformed.  Hence  only  that  part  of  the  hydro- 
chloric acid  is  lost  which  is  consomed  in  decomposing  the  hypochlorite 
of  lime,  whilst  62  per  cent,  of  the  chlorine  which  enters  the  process 
in  the  form  of  hydrochloric  acid  is  utilized  in  the  free  state.  In  this 
manner  it  is  possible  to  obtain  1000  kilos,  chloride  of  lime  with  the 
hydrochloric  acid  evolved  from  700  kOos.  of  common  salt.  The  mag- 
nesia and  manganic  oxide  are  not  consumed,  bat  merely  play  the 
part  of  transferrers  of  oxygen. 

Preparation  of  Chloride  aeeordmg  to  Deacon. — If  Weldon  has  sac- 
ceeded  in  preparing  chlorine  from  hydrochloric  acid  in  a  continaoaa 
process  without,  theoretically  at  least,  requiring  more  than  one 
initial  charge  of  native  manganese,  the  problem  of  converting  hydro- 
chloric acid  into  free  chlorine,  without  the  formation  of  any  by-pro^ 
ducts,  has  been  much  more  completely  solved  by  Deacon. 

It  has  been  long  ago  proposed  to  utilise  for  the  manufacture  of 
chlorine  the  well-known  property  of  cupric  chloride  to  be  decomposed 
on  heating  into  chlorine  and  cuprous  oxide,  which  latter  in  a  current 
of  air  yields  copper  oxy  chloride ;  but  the  experiment  was  never  carried 
out  on  the  large  scale.  The  same  applies  to  the  fact,  likewise  long 
ago  known,  that  hydrochloric  acid  mixed  with  air,  and  passed  over 
ignited  porous  bodies  is  partially  converted  into  chlorine  and  water. 
Deacon  has  succeeded  in  founding  upon  the  combination  of  both 
these  reactions  a  process,  which  enables  us  to  obtain  chlorine  contin- 
uously without  the  formation  of  any  troublesome  residues  whatever. 

Deacon  observed  that  the  decomposition  between  hydrochloric 
add  and  oxygen  takes  place  at  a  far  lower  temperature  if  the  gaseous 
mixture,  instead  of  passing  simply  through  ignited  tubes  or  over 
porous  substances,  is  conducted  over  heated  salts  of  copper,  lead 
(except  the  sulphate),  or  compounds  of  manganese.  The  copper  salts 
were  found  most  effectual,  so  that  when  a  mixture  of  hydrochlorie 
acid  with  an  excess  of  atmospheric  air  was  passed  over  porous  bodies 
saturated  with  sulphate  of  copper  and  heated  to  370^  to  400°,  all  the 
hydrochloric  acid  was  burnt  to  chlorine  and  water.  In  this  reaction, 
which  begins  at  260°,  the  sulphate  of  copper  remains  unchanged  if 
the  temperature  is  not  raised  too  high.  Not  till  425°  does  the  forma- 
tion and  volatilization  of  chloride  of  copper  begin.  The  permanence 
and  the  efficacy  of  the  sulphate  of  copper  can  be  increased  by  the 
presence  of  certain  salts  inactive  in  themselves,  such  as  the  sulphates 
of  potash  and  soda. 


Digitized  by 


Google 


Hofmann — Development  of  the  Chemical  Arts.  359 

A  number  of  experiments  conducted  by  Deacon  in  concert  with 
Hurter  and  Carey,  since  the  year  1867,  have  led'  to  a  knowledge  of 
the  conditions  of  the  reaction  of  air  and  hydrochloric  acid  in  presence 
of  salts  of  copper.* 

1.  The  quantity  of  the  hydrochloric  acid  decomposed  by  a  molecule 
of  copper  sulphate  in  gaseous  mixtures  of  similar  composition  at  the 
same  temperature  depends  on  how  often  the  gaseous  molecules  pass 
through  the  sphere  of  action  of  the  copper  salt. 

2.  At  all  speeds  of  the  gaseous  current  in  long  tubes  of  the  same 
section,  the  opportunity  for  action  in  one  and  the  same  time  is 
inyariable. 

8.  In  long  tubed  of  different  sections  the  opportunity  of  action  is 
equal  when  the  velocities  of  the  currents  are  inversely  as  the  squares 
of  the  diameters  of  the  tubes. 

4.  In  porous  masses  the  efficacy  increases  directly  as  the  speed. 

5.  Other  conditions  being  equal  the  quantity  of  hydrochloric  acid 
decomposed  varies  as  the  square  root  of  the  number  expressing  the 
proportion  of  the  hydrochloric  acid  and  oxygen. 

6.  At  very  high  temperatures  a  certain  quantity  of  chloride  of 
copper  is  formed,  but  its  amount  stands  in  no  proportion  to  the  chlo- 
rine liberated. 

7.  The  efficacy  of  the  copper  salt  extends  to  gas  molecules  not  in 
contact  with  the  salts ;  the  decomposition  of  the  hydrochloric  acid 
takes  place,  therefore,  under  conditions  in  which  a  material  exchange 
between  the  copper  salt  on  the  one  hand  and  the  hydrochloric  acid 
and  air  on  the  other  cannot  take  place. 

Without  entering  upon  the  experiments  made  to  explain  the  efficacy 
of  the  copper  salt  we  turn  to  the  method  of  the  practical  execution  of 
Deacon's  process  as  hitherto  carried  out. 

The  hydrochloric  acid  is  either  prepared  from  salt  and  sulphuric 
acid  in  a  common  salt-cake  furnace  or  from  previously  prepared 
aqueous  hydrochloric  acid.  On  a  small  scale  the  latter  is  preferable, 
as  in  this  manner  it  is  easy  to  produce  a  current  of  hydrochloric  acid 
of  always  equal  strength,  whilst  the  evolution  of  hydrochloric  acid  in 
the  preparation  of  salt  cake  is  very  rapid  at  first,  and  subsequently 
becomes  slow.  On  the  large  scale  this  difficulty  is  met  by  allowing 
several  salt-cake  furnaces  to  work  in  a  series,  so  that  when  the  evolu- 

*  HenTj  Deacon.  **  On  Deacon's  Method  of  Obtaining  Chlorine  lUustrating  some 
Principles  of  Chemical  Dynamics."     Chem,  Soc.  Joum.,  1872,  726. 
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tion  slackens  in  one,  the  actiyity  of  the  next  commences.  The  gas 
obtained  in  one  or  other  manner  is  at  once  mixed  with  a  quantity  of 
air  containing  more  oxygen  than  suffices  to  convert  all  the  hydro- 
chloric acid  into  chlorine.  It  is  then  conducted  through  heated 
U- tubes  of  cast-iron,  which  communicate  to  it  the  temperature  requirecl 
for  the  process.  The  composition  of  the  gaseous  mixture  can  be 
regulated  at  any  moment  by  a  small  air-pump  which,  at  every  piston 
stroke,  drives  a  certain  volume  of  gas  through  a  standard  solution  of 
soda  colored  with  litmus. 

From  the  heated  tubes  the  gaseous  mixture  passes  downwards  into 
an  almost  cubical  tower  whose  interior  is  filled  with  wall-stones  arranged 
like  a  grating,  and  whose  sides  are  traversed  by  flues,  which  keep 
up  the  temperature  favorable  for  the  process.  The  heat  here,  as  la 
all  other  parts  of  the  apparatus,  is  regulated  by  metallic  pyrometers.. 
The  tower  fitted  up  with  stone  blocks  (the  Regulator)  serves  to  take 
up  the  excess  of  heat  from  the  gaseous  mixture,  if  the  temperature 
has  been  carried  too  high,  or  to  impart  heat  to  it  if  the  proper  degree 
has  not  been  reached.  Recently,  however.  Deacon  considers  the 
regulator  as  unnecessary. 

After  the  mixture  of  hydrochloric  acid  and  air  has  left  the  regular- 
tor,  by  its  basis,  it  arrives  in  the  decomposing  furnace.  This  consists 
of  a  cast-iron  box  in  which  are  nine  chambers  airranged  in  a  horizontal 
plane,  each  of  them  provided  with  a  grate  or  false  bottom  at  its  lower 
part.  Upon  this  grating  stand,  in  the  first,  and  also  in  the  second 
chamber,  vertically  arranged  drain-pipes  which  have  been  plunged 
into  a  hot  concentrated  solution  of  2  mols.  copper  sulphate  and  8  mols. 
sodium  sulphate,  and  then  dried.  The  remaining  chambers  are  filled 
with  fragments  of  bricks  or  balls  of  clay  (1*5  centimetres)  which  have 
been  treated  in  the  same  manner  with  sulphates  of  copper  and  of  soda. 
The  entire  furnace  is  surrounded  with  an  air  jacket  and  this  again 
with  a  screen  of  masonry  traversed  by  flues,  which  has  the  object  of 
keeping  back  a  part  of  the  heat  which  would  otherwise  be  lost  by 
radiation.  Another  portion  is  supplied  by  the  heat  generated  in  the 
process  by  the  combustion  of  the  hydrochloric  acid.  The  above* 
mentioned  vertical  drain-pipes  serve  to  prevent  the  apparatus  from 
being  choked  up  with  oxide  or  chloride  of  iron. 

(To  be  continued.) 
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Its  object  is  to  encourage  original  research,  and  disseminate  useful  knowledge 
in  all  matters  relating  to  the  practical  applications  of  science,  but  more  espe- 
cially to  engineering  and  the  mechanic  arts. 

The  number  for  December,  1875,  completed  the  one  hundredth  volume  of  the 
Journal,  and  closes  the  fiftieth  year  of  its  existence,  and  its  next  volume  will 
commence  under  very  favorable  auspices. 

The  services  of  an  eminent  engineer  as  editor  have  been  secured,  and  its  list 
of  able  scientists  and  engineei's,  as  contributors,  largely  increased,  which  with 
the  fact  that  it  is  the  only  Technological  Journal  published  in  the  United  States 
without  any  private  pecuniary  interest  is  suflScient  assurance  that  it  will  main- 
tain its  high  position  as  a  leading  organ  of  technology  and  a  standard  work  of 
i*eference. 

Beside  a  great  variety  of  matter  of  general  interest,  the  Journal  contains  the 
proceedings  of  the  meetings,  and  has  contributed  in  a  very  large  degree  to  the 
usefulness  of  the  Institute,  which  should  especially  commend  it  to  the  support 
of  the  members. 

The  Committee  on  Publication  are  desirous  of  increasing  its  circulation, 
being  fully  assured  that  it  will  more  than  repay  the  small  outlay  required  to 
secure  it. 

As  the  Journal  circulates  extensively  among  scientific  men,  engineers  and 
manufacturers,  advertisers  will  find  it  to  their  advantage  to  avail  themselves  of 
its  advertising  columns. 

SUBSCRIPTION  PRICES. 
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Communications  for  the  Journal  should  be  addressed  to  the  Editor. 
All  business  letters  to  the  Secretary  of  the  Franklin  Institute,  Philadelphia, 
Penna. 
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RnU^rt     "Drio-o-Q      Civil  and  mechanical 
oDert  tjriggs,        engineer, 

Consulting  Engineer  on  the  following  branches  : 

FIRST,  The  construction  and  arrangement  of  heavy  machinery.  Iron 

Work,  Sugar  Apparatus,  Steam  Engines  for  all  uses. 

SECONDLY,  The  application  of  Heat  in  the  Arts,  Evaporation  in  Vacuum, 
Drying,  Definite  Temperatures,  Warming  Public  or  other 
Buildings,  Steam  Boilers  in  all  varieties.  Steam  or  Hot  Water 
Apparatus,  Ventilating  by  Forced  Ventilation. 

THIRDLY,  The  disposition  and  strength  of  materials  in  Structures  ot 
Iron,  Bridges,  Roofs,  Girders,  etc.,  etc. 

FOURTHLY,  The  supply  of  Cities  or  Towns  with  Water,  Reservoirs,  Pipe- 
lines, Engines,  Boilers,  etc. 

FIFTHLY,  The  Manufacture  of  Coal  Gas,  Construction  of  Works,  with 
all  Details. 

IN  any  of  the  above  branches.  Plans,  Specifications  and  Estimates,  embra- 
cing all  information,  can  be  supplied  at  brief  notice.  Preliminary  infor- 
mation and  approximate  estimates  can  be  furnished  readily.  Consultation  will 
be  held  with  Architects  on  such  of  the  above  subjects  as  are  required  in  their 
plans  or  specifications. 


Offi 


ce 


(Franklin  Institute  Building 

i  Seventh  Street,  below  Market, 


Office  Hours,  10  A.  M.  to  2  P.  M.  Philadelphia 

Consultations  should  be  arranged  by  appointment. 


ALL  BUSINESS  RELATING  TO  PROCURING 

American  and  European  Patents 

CONDUCTED   BY 

STEI=>I3:E13Sr    TJSTIOIC, 

184    SOUTH   FOUBTH   STREET,    BHILADELPHIA. 


Residence.  XTo-  iai7  Vorth  Twelfth  Street. 

Jan.  '7^  1  jr 


WANTED.— The  following  numbers  of  the  Fbanklin  Institute 
Journal,  are  wanted  to  complete  sets :  January,  1827 ;  April,  1867  ; 
January,  April,  August  and  October,  1868 ;  January  and  February, 
1869 ;  and  March,  1874.  Persons  having  any  of  the  above  that 
they  are  willing  to  dispose  of,  will  confer  a  favor  by  addressing  the 
Secretary. 
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Vol.  CII.  DECEMBER,  1876.  No.  6. 


EDITORIAL. 


NoTiCB. — The  publication  of  the  Journal  is  made  under  the  direction  of  the  Editor 
and  the  Committee  of  Publication,  who  endeavor  to  exercise  such  supervision  of  its 
articles,  as  will  prevent  the  inculcation  of  errors  or  the  advooaey  ot  special  interests, 
and  will  produce  an  instructive  and  entertaining  periodical;  but  it  must  be  recog- 
nixed  that  the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements  and 
opinions  advanced  in  its  pages. 


The  United  States  International  Exhibition  of  1876.— 

The  prominent  event  of  the  past  month  in  the  annals  of  Science  and 
the  Mechanic  Arts,  has  been  the  closing  of  the  Centennial  Exhibi- 
tion, which  occurred  on  the  10th. 

The  ceremony  of  closing  wanted  the  imposing  character  of  that 
which  accompanied  the  opening;  but  even  a  larger  concourse  of 
people  were  upon  the  ground  (115,000  were  stated  to  be  present). 
A  continued  rain  prevented  the  collection  of  an  audience  which  was 
to  have  been  comprised  of  Commissioners  and  Judges,  and  officers  of 
the  Exhibition,  with  numerous  especially  invited  guests — arrange- 
ments having  been  made  to  accommodate,  within  hearing  distance  of 
the  speakers,  about  10,000  persons,  in  the  same  way  that  this  num- 
ber participated  in  the  opening — but  the  storm  caused  the  substitu- 
tion of  the  Judges'  Hall,  where,  in  the  presence  of  about  1,500 
spectators  (who  attempted   to   listen  to  the  closing  congratulatory 

Whole  No.  Vol.  CII.— (Third  Sbribb,  Vol  Ixxii.)  26 
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addresses),  the  President  of  the  United  States,  at  4  o'clock  in  the 
afternoon,  declared  the  final  closing  of  the  Exhibition,  and  gave  at 
the  instant  the  signal  for  the  motion  of  the  machinery  to  cease. 

Of  the  success  which  has  attended  the  Exhibition  in  its  inception, 
in  each  stage  of  its  existence,  in  its  closing  scene,  at  once  financially 
and  in  good  feeling,  its  excellence  in  display  and  in  entertainment, 
in  the  satisfaction  it  has  given  to  exhibitors  and  to  visitors,  and,  not 
less  than  all,  in  the  gratification  afforded  not  only  to  Philadelphia, 
bat  to  the  country,  and  also  of  those  foreign  nations  who  so 
generously  aided — of  the  success  of  the  Centennial  Exhibition  in  all 
these  points,  there  is  but  one  acclamation. 

In  the  remarks  which  were  made  (in  the  Journal,  Vol.  CI,  p. 
361),  to  record  the  opening  of  the  Exhibition  on  the  10th  of  May, 
it  was  anticipated  that  the  novelties  in  the  mechanical  department, 
of  process  or  production,  which  were  attractive  to  the  general  observer, 
or  would  have  possessed  interest  to  the  popular  reader,  would  prove 
very  infrequent.  The  most  careful  seeking  of  the  numerous  popular 
magazines  and  newspapers,  whether  published  hero  or  abroad,  has 
failed  to  provide  for  their  readers  any  large  number  of  brilliant  or 
even  entertaining  descriptions  or  illustrations ;  while  the  higher 
technical  periodicals  have  had  recourse  to  historical  information  to 
supplement  .the  subjects  they  have  undertaken  to  describe.  It  is  an 
undoubted  fact  that  the  great  attraction  of  all  classes  at  this  Exhi- 
bition, has  been  the  artistic  display.  Pictures,  statuary,  vases, 
jewelry  and  carvings,  decorations,  laces,  ornamental  wares  of  all 
kinds,  called  for  crowds  of  spectators ;  while  even  in  the  machinery 
exhibit,  except  the  common  shows  of  water  fountains,  fancy  weaving, 
fancy  wood-sawing,  pretty  mechanisms  of  various  kinds,  always 
attractive  to  spectators  of  all  ages,  only  walking,  unobservant  throngs 
were  to  be  seen.  It  is  not  that  these  minor  exhibits  grouped  to- 
gether, and  that  the  interested  throng  of  persons  is  not  a  pleasant 
spectacle,  but  what  is  to  the  purpose  for  the  editor  of  a  mechanical  and 
engineering  journal,  is  that  they  do  not  afford  material  for  his  columns. 

As  was  asserted  in  the  editorial  before  referred  to,  many  of  the 
novelties  which  became  within  a  brief  time  prominently  notorious 
to  the  visitors  of  the  Exhibition,  were  by  no  means  noteworthy. 
Trivial  shows  and  productions  were  rewarded  by  popular  attention 
to  the  utmost.  The  crowd  sought  entertainment  rather  than  in- 
struction, and  in  the  mechanical  devices,  found  it  in  anything  to 
wonder  at,  rather  than  in  anything  to  be  studied,  comprehended  and 
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learned.  The  same  taste  for  surprises  in  an  individual  experience,  in 
Tisiting  and  examining  for  one's  self,  is  carried  to  the  gratification 
to  be  derived  from  descriptions  of  what  was  to  be  seen ;  so  that  the 
general  writer  whose  sole  purpose  is  to  interest  his  readers  in  a  mag- 
azine account  was  able  at  all  times  to  produce  an  entertaining  article, 
where  the  careful  observer  would  be  unable  to  discover  in  the  objects 
on  exhibition,  much  of  either  novelty  or  merit — certainly  little  of 
either  which  would  be  instructive  to  the  practical  man. 

But  aside  from  these  minor  displays,  there  was  a  very  large  and 
satiBfactory  exhibit  of  all  kinds  of  working  machines  in  general 
use-^ — engines,  machine  tools,  saw  mills,  agricultural  machinery,  etc., 
etc. ;  although  the  absence  of  machinery  of  special  manufacturers  was 
even  more  marked  than  in  any  previous  international  exhibitions. 
But  this  exhibit  as  a  very  general  rule  was  comprised,  so  far  as  it 
posessed  excellence,  of  the  current  articles  of  sale — articles  well 
known  to  most  technical  readers,  and  such  as  had  been  repeatedly 
exhibited  and  described ;  upon  which,  if  any  improvements  did  exist, 
none  but  those  conversant  with  the  particular  applications  would 
discern  them  ;  they  were  so  completely  improvements  of  detail — 
while  the  improvements,  when  detected,  were  found  to  be  mere  special 
applications  of  well  known  devices,  possessing  little  interest  except 
to  the  very  few  who  employed  the  machinery  as  a  matter  of 
business.  The  opinion  was  expressed  that  the  examination  of 
the  judges  would  bring  out  the  most  striking  novelties  in  mech- 
anism, but  this  expectation  has  been  frustrated  by  the  action 
which  has  awarded  prizes  to  all.  And  it  is  to  be  regretted  that  no 
means  have  been  otherwise  provided  for  giving  publicity  or  award 
for  especial  merit. 

Possibly  relief  of  responsibility  on  the  part  of  the  Judges  and  of 
the  Commissioners,  and  possibly,  also,  good  feeling  on  the  part  of  the 
exhibitors,  have  been  promoted  by  the  system  of  seeking  for  something 
commendable  in  every  exhibit  and  awarding  a  bronze  medal  for  it; 
but  in  the  procedure,  both  the  judicial  character  of  the  judge  and  the 
intrinsic  value  of  the  prize  has  disappeared.  This  general  distribu- 
tion and  establishment  of  level  of  merit  will  scarcely  meet  the  approval 
of  even  those  competitors  whose  exhibits  were  below  the  standard  of 
award,  whereon  the  exhibition,  or  common  usage,  may  have  created 
a  standard.  It  is  a  prize  and  not  a  commendation  that  all  competi- 
tors seek.  Much  of  the  outcry  against  the  partiality,  unfairness  or 
absolute  injustice  of  the  awards  at  previous  exhibitions,  is  well  known 
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to  be  mere  advertising  of  eommodities, — the  pure  seekiog  for  noto- 
riety bj  appeal  to  the  public  by  printed  circulars  and  through  notice! 
in  the  newspapers.  It  has  been  found  safer  to  abuse  the  judges  than 
to  depreciate  the  value  of  a  competitor's  wares,  in  the  legal  point  of 
view  of  the  two  transactions. 

The  race  will  have  its  excitement  and  be  thronged  with  competi- 
tors, although  it  be  not  for  the  swift.  If  it  had  been  generally  known 
that  no  prizes  for  comparative  excellence  or  novelty  were  to  be 
given,  it  is  very  doubtful  if  even  national  or  sectional  pride  would 
have  filled  the  halls  of  exhibition.  Throughout  those  miles  of  passages 
every  object  of  display  was  there,  not  alone  for  admiration,  but  for 
comparison,  for  selection.  What  was  beautiful  to  the  eye,  grotesque 
to  call  for  observation,  farcical  to  be  laughed  at,  easy  to  comprehend, 
crowds  found  out  and  enjoyed  in  a  general  way ;  but  that  apprecia- 
tion which  recognized  what  constituted  excellence  in  thus  producing 
enjoyment ;  and  more  than  all  this,  the  appreciation  of  what  consti- 
tuted excellence  and  merit  in  those  exhibits  which  are  not  merely 
prettinesses,  belonged  to  competent  judges  in  the  several  and  multifa- 
rious branches  of  science  and  the  arts.  The  declaration  of  the  result 
of  comparison  was  one  of  the  obligations  of  the  management  of  the 
Exhibition,  and  the  failure  to  give  such  a  declaration  in  the  form  of 
capital  prizes  is  a  disappointment  both  to  the  public  and  to  the  com- 
petitors. Without  such  prizes  great  exhibitions  lose  much,  if  not 
most,  of  their  value  as  means  of  advancing  science  and  the  arts. 

Anthracite  Coke. — A  small  specimen  of  anthracite  coke  haa 
been  given  the  editor  by  Doct.  C.  M.  Cresson.  It  is  said  to  have  been 
coked  near  Pittsburg  from  equal  parts  of  anthracite  .and  bituminous 
dust  or  slack.  The  density  is  about  0*85  and  the  light  spongy  ag- 
gregation much  resembles  gas  coke  in  texture,  but  with  more 
bright  grains  of  unchanged  anthracite  particles.  Its  strength  is  not 
great,  and  it  is  somewhat  uncertain  if  it  would  bear  transportation 
better  than  most  gas  coke  does,  and  consequently  it  would  be 
found  profitable,  if  not  necessary,  to  make  the  coke  at  the  works  where 
it  is  to  be  used  as  fuel. 

Doct.  Cresson's  test  of  this  coke  gave  : 

Ash,  ....         17'6        per  cent. 

Sulphur,  ....  0-2466        '' 

and  a  heating  power  of  8*08  pounds  of  water  evaporated  per  pound 
of  coat. 
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Hall  op  the  Institute,  Nov.  15,  1876. 

The  stated  meetiDg  was  called  to  order  at  8  o'clock  P.  M.,  the 
President,  Dr.  R.  E.  Rogers,  in  the  chair. 

There  were  present  110  members  and  7  visitors. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers,  and 
reported  that  at  the  last  meeting  19  persons  were  elected  members  of 
the  Institute ;  that  the  award  of  the  Scott  Legacy  Premium  and 
Medal  were  awarded  to  Messrs.  Chambers,  Bros,  k  Co.,  for  their 
Bricks-making  Machine  ;  and  that  the  following  donations  were  made 
to  the  Library : 

Outline  history  of  Japanese  education  prepared  for  the  Phila- 
delphia International  exhibition,  1876,  by  the  Japanese  Depart- 
ment of  Education.  New  York,  1876.  From  D.  Murray,  Commis- 
sioner. 

Meylert's  rational  method  of  drying  and  preserving  food.  From 
A.  P.  Meylert,  M.D. 

The  Russian  system  of  shop-work  instruction  for  engineers  and 
machinists.  Read  before  the  Mass.  Institute  of  Technology,  Aug. 
21,  1876,  by  J.  D.  Kunkle.     From  the  Author. 

Report  on  the  Twelfth  exhibition  of  the  Massachusetts  charitable 
mechanic  association,  Boston,  Sept.  and  Oct.,  1874.  From  the  Asso- 
ciation. 

French  metric  system  of  weights  and  measures,  by  J.  W.  Nystrom, 
C.B.     From  the  Author. 

On  the  state  of  the  Iron  Manufacture  in  Sweden  at  the  beginning 
of  1876.     From  S.  Westergood. 

Norwegian  special  catalogue  for  the  international  exhibition  at 
Philadelphia,  1876.  Christiania,  1876.  From  the  Norwegian 
Department. 

Jetty  System,  explained  by  Jas.  B.  Eads,  St.  Louis,  1874.  Report 
on  the  Mississippi  Jetties,  by  Jas.  B.  Eads,  Chief  Engineer,  Aug.  18, 
1876.  Letter  from  J.  B.  Eads  to  the  Secretary  of  War,  with  Appen- 
dices. New  Orleans,  1876.  Physics  and  hydraulics  of  the  Mississippi 
river,  Report  of  the  U.  S.  Levee  commission,  reviewed  by  Jas.  B. 
Bads,  O.E.,  St.  Louis,  Feb.  19,  1876,  New  Orleans,  1876.  From 
Jas.  B.  Eads. 
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Antique  Jewelry  and  its  revival,  by  Signer  Alessandro  Gastellani 
(of  Rome).     From  J.  H.  Goates,  publisher,  Fhilada. 

Science  made  easy ;  a  series  of  familiar  lectures  on  the  elementa 
of  Scientific  Knowledge  most  required  in  daily  life,  &c.,  &c.,  by  Thos. 
Twining.     London,  1876.     From  Chapman  &;  Hall,  publishers. 

Seventh  annual  report  of  the  Geological  survey  of  Indiana,  made 
during  the  year  1875,  by  E.  T.  Cox,  State  Geologist.  Indianapolis^ 
1876.     From  E.  T.  Cox. 

Mittheilungen  der  K.k.  Geographischen  Gesellschaft  in Wien,  1875. 
XVIII.  Band  (der  neuen  Folge  VIII).  Wien,  1875.  From  the 
Society. 

Lawrence  Water  Works.  Reports  on  the  trial  of  duty  and  capa- 
city of  the  pumping  engines.  May,  1676.     From  E.  D.  Leavitt,  Jr. 

History,  manners  and  customs  of  the  Indian  nations,  who  once 
inhabited  Pennsylvania  and  neighboring  states,  by  Rev.  John  Hecke- 
welder,  &c.     Philada,,  1876.     From  the  Historical  Society  of  Penna. 

De  la  transmission  et  de  la  distribution  des  forces  motrices  a  grande 
distance,  par  A.  Achard.     Paris,  1876.     From  the  Author. 

Specifications  and  drawings  of  patents  issued  from  the  United 
States  patent  office  for  May,  1876.     From  the  Patent  office. 

South  Australia :  Its  history,  resources,  and  productions,  edited 
by  Wm.  Harcus,  Esq.  London,  1876.  From  S.  Davenport,  Cen- 
tennial Commissioner. 

Geological  survey  of  Kentucky :  Chemical  examinations  of  ashes 
of  Hemp  and  Buckwheat  plants,  with  remarks,  &c.,  &c  By  Robert 
Peter,  M.  D.,  Chemist  to  the  survey.  Pt.  3,  Vol.  2,  2d  series.  From 
Robt.  Peter,  M.  D. 

Instructions  to  Observer-Sergeants,  Signal  service,  U.  S.  A.,  on 
duty  at  stations.  Washington,  1875.  Practical  use  of  meteorological 
reports  and  weather  maps.  Washington,  1871.  War  Dept.  weather 
map  signal  service,  U.  S.  A.,  for  Oct.,  1878,  and  January — December 
of  any  year.  From  Albert  J.  Meyer,  Brig.  Genl.  and  Chief  Signal 
Officer  U.  S.  A. 

Les  Promenades  de  Paris,  Bois  de  Boulogne,  Bois  de  Vincennes, 
Pares,  Squares,  Boulevards,  par  A.  Alphaud.  Paris,  1867-1873. 
From  Dr.  Chas.  M.  Cresson. 

The  Secretary  presented  his  Report,  embracing  Mr.  T.  J.  Love- 
grove's  new  Boiler  Tube  expander;  Saml.  L.  Harrison's  car  axle  for 
turning  curves  without  friction ;  Dr.  A.  P.  Meylert's  apparatus  for 
drying  and  preserving  food ;  Saml.  Murset's  Fire  Escape ;  and  a 
governor  for  the  prevention  of  racing  in  marine  engines,  the  inven- 
tion of  Mr.  A.  Adamson,  Past  Asst.  Eng.,  U.  S.  N. 

Mr.  Robt.  Briggs  gave  an  illustrated  description  of  Hipp's  chro- 
nograph, prefacing  it  with  a  short  paper  on  the  general  subject  of 
divisions  of  time. 
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The  Secretary  gave  notice  that  the  catalogue  of  the  library  is  now 
complete,  and  is  for  sale,  bound  in  cloth,  at  $2.00  per  copy.  He  also 
again  called  the  attention  of  members  to  the  elementary  series  of 
lectures,  which  commence  on  to-morrow  evening,  and  urged  members 
to  do  all  in  their  power  to  secure  the  attendance  of  those  intended  to 
be  benefited^  and  to  encourage  such  persons  by  coming  themselves. 

Under  the  head  of  deferred  business  was  taken  up  the  motion  of  Mr. 
Jones,  relative  to  the  Majority  Report  on  the  metric  system  of 
weights  and  measures,  the  original  motion  having  been  divided  into 
three  separate  resolutions,  as  follows: 

luty  Besolved;  That  the  Reports  of  the  majority  of  the  committee 
on  the  subject  of  the  metric  system  of  weights  and  measures  be 
adopted. 

2i,  Resolved;  That  a  copy  of  the  same  be  transmitted  to  the  Boston 
Society  of  Civil  Engineers. 

3(2,  Resolved;  That  the  Report  of  both  the  majority  and  of  the 
minority  of  the  committee  be  printed  in  the  Journal. 

The  general  subject  was  discussed  by  Messrs.  Orr,  Briggs  and 
Tatham,  when  Mr.  Briggs  moved  to  lay  the  whole  subject  on  the 
table,  which  was  lost. 

After  considerable  discussion  the  previous  question  was  called,  and 
sustained  by  a  standing  vote  of  39  ayes  to  3L  nays. 

The  Chair  then  put  the  first  resolution,  and  it  was  adopted  by  a 
standing  vote  of  41  ayes  to  39  nays. 

The  second  resolution  was  also  adopted. 

The  mover  stated  that  as  both  reports  have  already  been  published 
in  the  Journal,'''  by  authority  of  the  Committee  on  Publication,  it 
was  not  necessary  that  the  third  resolution  should  be  adopted ;  and 
on  putting  it  to  vote  it  was  lost. 

The  proposed  amendment  to  Sec.  2  of  Act  VII  of  the  By-laws, 
offered  by  Mr.  J.  J.  Weaver,  and  postponed  from  the  last  meeting, 
was  then  taken  up,  and  was  discussed  by  a  number  of  members. 

The  previous  question  was  called  and  sustained. 

The  question  of  the  adoption  of  the  proposed  amendment  being 
put  to  vote,  it  was  lost. 

On  motion,  the  meeting  adjourned. 

J.  B.  Knight,  Secretary. 


»  See  Vol.  d,  pp.  870-884.  June,  1876. 
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Tube  Expanding. — The  tube  expander  of  Mr.  T.  J.  Lovegroye, 
exhibited  hy  the  Secretary  at  the  meeting  of  the  Institute,  is  remark- 
able as  a  novel  use  of  the  elasticity  of  form  of  india  rubber.  The  ex- 
pander is  simply  a  ring  or  collar  of  india  rubber,  fitting  closely  upon  a 
bolt  of  iron  and  secured  between  two  discs,  inserted  in  the  end  of  the 
tube  to  be  set  or  expanded,  and  held  or  clamped  firmly  in  place. 
This  collar  is  then  compressed,  in  the  direction  of  its  length,  by  means 
of  a  screw  on  the  bolt,  which  moves  one  of  the  discs,  and  the  effect 
of  this  endwise  compression  is  to  expand  the  rubber  ring  in  radial 
direction,  producing  a  hydrostatic  pressure  on  the  inside  of  the  end 
of  the  tube,  proportionate,  and  almost  equal  in  value,  or  amount,  to 
the  endwise  pressure  exerted  by  the  action  of  the  screw  on  any  unit 
of  surface  of  the  rubber  collar.  This  result  proceeds  from  the  fact 
that,  while  rubber  has  much  elasticity  of  form,  it  is  almost  wholly 
incompressible  in  volume.  In  fact  it  is  one  of  the  most  incompressible 
solids  known,  if  not  the  most  incompressible.  It  very  closely  ap- 
proaches to  water  in  this  regard,  and  seems  to  be  devoid  of  either 
pores,  or  particle  elasticity,  which  pertains  to  other  solid  bodies  how- 
ever composed.  (It  is  probable  that  all  liquids  in  common  with  water 
are  incompressible  except  in  some  slight  degree.)  The  idea  of 
taking  advantage  of  this  quality  of  rubber  for  obtaining  a  hydrostatic 
pressure,  while  its  tenacity  prevents  its  escape,  or  flowing  away,  at 
the  joint  between  the  discs  and  the  inside  of  the  tube,  is  decidedly 
novel,  and  is  thought  to  be  original  with  Mr.  Lovegrove. 


Flooding  of  the  Thames  Tunnel,*— Underground  railways 
in  the  metropolis  are  all  liable  to  be  flooded  with  water,  and  to  pre- 
vent this,  continuous  pumping  in  certain  districts  is  required.  For 
example,  on  the  Metropolitan  District  Railway,  steam  pumps  are  in 
operation  night  and  day,  at  the  Victoria  and  Temple  stations.  The 
East  London  Railway  is  no  exception  to  the  rule,  and  owing  to  tbe 
failure  of  the  pumping  machinery  at  Deptford-road,  the  line  has  been 
rendered  impassable  for  a  few  days.  The  facts  appear  to  be  as 
follows  : — On  Monday  morning,  at  the  Deptford  station,  it  was  dis- 
covered that  water  was  percolating  through  the  gravel  from  the  new 
dock  of  the  Surrey  Commercial  Company  on  to  the  permanent  way. 
The  inflow  was  not  a  large  one,  but  the  pumps  at  Deptford-road, 

♦From  The  Engineer,  London,  October  27th,  1876. 
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which,  in  order,  wouM  have  been  able  to  oope  with  it,  were  in  such  a. 
state  of  disrepair  as  to  be  useless.  From  Deptford-road  station 
there  is  a  rather  steep  gradient  to  Botherhithe,  where  the  Thames 
tunnel  commences.  There  is  a  similar  rise  from  Wapping  towards 
Shadwell,  so  that  the  tunnel  being  the  lowest  part  of  the  line,  and 
the  flow  of  water  being  unchecked,  it  soon  rose  to  such  a  height 
between  Wapping  and  Rotherhithe  that  is  was  deemed  advisable  to 
stop  the  through  traflSc.  There  are  pumps  at  Rotherhithe  as  well  as 
at  Deptford-road,  and  the  former  would  have  been  quite  sufScient 
to  keep  out  the  water,  but  they,  like  those  at  the  latter  place, 
happened  to  be  out  of  order,  and  after  being  at  work  for  a  little 
time  they  broke  down  altogether.  Through  trafSc  was  suspended  at 
11.20  on  Monday  morning,  but  the  tunnel  pumps,  though  out  of 
order,  were  able  to  reduce  the  height  of  the  water  by  night,  so  that 
the  two  last  trains  were  taken  through ;  but  soon  afterwards  the 
tunnel  pumps  became  unfit  for  further  service  without  repairs.  These 
repairs  are  now  being  carried  out,  so  that  in  the  opinion  of  the 
railway  officials  the  resumption  of  the  traffic  depends  upon  the  time 
it  will  take  to  place  them  and  the  others  at  Deptford  in  order.  The 
rumor  that  the  crown  of  the  tunnel  beneath  the  London  Docks  had 
given  way  is  untrue ;  in  fact,  the  trains  have  been  running  beneath 
the  basin  to  and  from  Wapping,  and  on  the  other  side  of  the  river 
between  Rotherhithe  and  New  Cross,  ever  since  the  stoppage  of 
through  traffic,  and  as  if  that  check  had  never  taken  place.  It  will 
be  remembered  that  the  line  runs  close  to  the  new  Surrey  Commercial 
Dock.  This  dock  was  partly  filled  ten  days  ago.  What  will  happen 
to  the  railway  when  it  is  quite  filled  remains  to  be  seen.  According 
to  the  latest  reports  the  line  had  been  cleared  for  the  present. 


Orindstones. — None  of  the  processes  of  the  mechanic,  however 
commonplace  they  may  seem,  are  below  the  universal  law  of  being 
required  to  be  learned.  Either  practice  or  instruction  must  teach 
the  beginner ;  intuitive  mechanics,  who  trust  to  their  own  experience, 
are  likely  to  have  a  deal  of  it,  before  they  attain  a  capability  that 
is  trustworthy  in  any  branch.  A  little  pamphlet  on  grindstones 
and  grindstone  fixtures,  issued  by  J.  E.  Mitchell,  of  this  city,  as  an 
accompaniment  to  an  advertising  exhibit  at  the  Centennial  Exhibi- 
tion, is  a  striking  exemplification  of  the  desirableness  of  a  literature 
on  a  special  subject.      Our  grindstones  come  from  England,  from 
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Scotland,  from  Nova  Scotia,  from  New  Brunswick,  from  Ohio,  from 
Michigan.  They  are  found  in  the  sand  rocks  of  different  ages — thej 
are  suited  to  various  uses — they  must  have  special  treatment  to 
render  them  valuable  for  particular  requirements.  It  is  as  much  of 
an  art  to  run  a  grindstone  for  any  purpose  as  that  of  the  smith,  the 
machinist  or  the  plumber,  and  the  occasional  use  of  a  stone  by  other 
mechanics,  presents  to  them  as  many  di£5culties  as  the  taking  up  of 
another  trade,  which  mechanical  engineering  sometimes  requires.  It 
is  the  ability  to  makeshift  in  case  of  necessity  that  makes  at  once  a 
skilful  and  skilled  workman. 

Mr.  Mitchcirs  instructions  as  to  how  to  hang  a  stone,  how  to  keep 
it  in  order,  how  to  keep  it  from  getting  out  of  order,  are  the  result  of 
a  lifetime  of  knowledge  of  the  experience  of  those  whose  neglect,  igno- 
rance or  conceit  has  found  out  the  what  to  do  and  what  not  to  do  with 
a  grindstone.  It  is  stated  that  they  should  always  be  hung  by  plates 
which  clamp  the  sides  of  the  stones,  in  lieu  of  being  keyed  and  driven 
by  a  square  hole  in  the  centre, — that  they  should  be  turned  all  over 
io  run  true, — should  be  abundantly  supplied  with  water  when  grind- 
ing, but  never  permitted  to  stand  in  water  when  not  running.  That 
large  stones  should  be  kept  true  by  the  free  use  of  the  hacker,  and 
small  ones  by  the  constant  use  of  the  turning  tool.  The  bresting  of 
grindstones  is  attributed  generally  to  the  allowing  a  part  to  stand 
in  water  when  not  in  use.  Great  care  should  be  exercised  in  examining 
a  stone  for  defects  before  hanging  it.  The  sides  and  edge  should  be 
washed  off  with  water  and  a  broom,  and  if  any  crack  be  discovered, 
the  stone  should  be  rejected. 

The  use  of  the  grinding  processes  in  the  machine  shop  is  rapidly 
increasing.  Rolling,  stamping  or  squeezing  metal  into  shape,  and  to 
exact  size,  without  calling  for  the  planing,  or  turning,  or  milting 
operations,  are  practices  of  great  economic  value  in  mechanism. 
Cutlery  of  all  kinds,  knives,  forks,  scissors,  scythes,  besides  zoanj 
parts  of  engines  and  other  machines,  are  forged  to  exact  dimensions, 
and  the  emery  wheel,  or  the  grindstone  and  hone,  gives  the  finish. 
Work  made  in  this  way  is  really  better  than  that  which  has  been 
wrought  out  of  the  solid.  As  the  grindstone  is  the  important  element 
in  this  kind  of  workmanship,  a  reference  to  Mr.  Mitchell's  pamphlet 
is  one  of  the  best  ways  to  learn  '^  how  to  use  a  grindstone." 
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TOUGHENED  GLASS: 

Notes  on  its  Manufacturk.* 

From  The  Practical  Magazine  of  London,  for  October,  1876. 

The  following  notes  on  the  manufacture  of  toughened  glass  are 
the  result  of  a  visit  to  the  factory  at  Choisy-le-Roi  by  M.  Bourse, 
The  process  employed  is  that  of  De  la  Bastie.  M.  Bourse  says  that 
the  result  of  the  hardness  of  the  glass  being  above  all  things  a  ques- 
tion of  care,  he  enters  into  the  details,  it  may  seem,  somewhat  min- 
utely ;  but  he  thinks  it  necessary  in  one  who  wishes  to  give  an  exact 
account  of  the  process. 

Theory  of  Toughness. — Toughness  is  a  quality  obtained  by  sud- 
denly cooling  a  body  after  it  has  been  heated.  Glass  is  toughened 
by  immersing  it  when  red  hot  in  a  bath  of  a  given  temperature ;  that 
is  to  say,  the  glass,  after  having  received  its  definite  shnpe,  instead 
of  being  placed  in  an  oven  where  it  gradually  cools,  after  having 
gone  through  the  operation  of  annealing,  is,  on  the  contrary,  again 
heated  to  redness  and  rapidly  plunged  into  a  bath  of  grease.  The 
toughness  is  the  more  effective  in  proportion  to  the  excessiveness  of 
the  heat  and  the  rupidity  of  the  cooling.  The  cooling  is  obtained  by 
the  difference  of  the  temperature  of  the  glass  at  the  moment  of  im- 
mersion and  that  of  the  bath.  The  effects  of  the  toughening  are 
purely  physical.  The  toughening  changes  the  molecular  composition 
of  the  glass ;  it  becomes  less  dense,  and  its  fragments,  when  it  is 
broken,  do  not  contain  sharp  edges  like  ordinary  glass.  Pressed 
into  the  flesh  it  does  not  wound.  This  phenomenal  metamorphosis 
will  be  accomplished  under  the  better  conditions  the  less  of  cohesion 
there  is  between  the  molecules.  The  more  glass  is  malleable  and 
approaches  a  pasty  state,  the  more  the  molecules  are  easily  dis- 
placed to  group  themselves  after  a  certain  law.  Glass  that  has 
not  been  brought  to  a  sufScient  degree  of  malleability  will  be  imper- 
fectly toughened,  and  below  a  certain  temperature  will  be  insensible 
to  the  action  of  the  bath  ;  but  if  too  soft  it  will  be  distorted.  The 
glass  to  be  submitted  to  the  toughening  process  should  be  heated  to 
a   temperature   approaching    that   which    would    alter  its   shape — 

*  II  should  be  borne  in  mind  that  the  degrees  of  temperature  referred  to  in  tbiB 
*riiele  are  Centigrade — 0^  ^-  S'l^  Fahrenheit.  The  word  "toughened"  is  here  employed, 
BOiwithstanding  its  possible  faults  of  oonstruction,  as  it  has  been  adopted  in  this  countrj 
M  *  denomination  of  the  peculiar  manufacture. 
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nearlj  to  melting.  The  more  effectual  the  cooling  the  gresler 
degree  of  toughness  is  attained  ;  bat  the  toughened  glass  breaks  in 
a  bath  the  temperatore  of  which  is  too  low.  The  reaction  is  too  pre- 
cipitate; the  displacement  of  the  molecules  is  produced  in  too 
•ccentaated  a  manner,  and  the  eqailibrium  is  broken.  Within  a 
certain  limit  the  temperature  of  the  bath  is  subservient  to  that  of  the 
glass.  The  minimum  temperature  of  the  bath  in  which  the  glass, 
heated  to  almost  melting,  is  susceptible  of  being  toughened  must  be 
found.     It  is  to  be  found  bj  experimenting,  and  varies : 

1.  With  the  compoBition  of  the  glass. 

2.  With  the  form,  the  thickness,  and  the  dimensions  of  the  article. 

3.  With  the  temperature  of  the  glass. 

On  the  Influence  of  the  Nature  of  the  GViis  on  Toughening. — ^In 
accordance  with  its  composition,  glass  approaching  melting,  and  pass- 
ing through  its  different  states  of  malleability  by  very  variable  temp- 
eratures, the  temperature  of  the  bath  should  be  also  varied.  Repeated 
experiments  will  best  show.  Primarily,  it  will  be  necessary  to 
determine  the  temperature  and  the  nature  of  the  bath  that  is  the 
most  advisable  for  glass  of  which  the  exact  composition  is  known. 
It  may  be  said  in  general,  that  the  bath  should  be  warmer  in  propor- 
tion to  the  softening  of  the  glass  being  slower.  Crystal :  All  crystal 
is  tougheiied  in  a  bath  of  pure  grease  in  a  temperature  of  from  60^ 
to  120°  Centigrade.  Trials  have  been  made  with  Baccarat  crystaL 
A  crystal  composed  of  300  parts  of  sand,  100  of  potash  and  soda, 
and  50  of  red  lead,  is  one  that  succeeds  well  in  toughening. 

Glass:  Glass  is  toughened  in  a  mixture  of  oil  and  grease  of  a 
temperature  varying  from  150®  to  300° ;  the  more  difficulty  in  melt- 
ing the  glass  the  higher  the  temperature  employed.  The  proportions 
in  which  lime  and  soda  enter  into  the  composition  notably  influence  the 
temperature  of  the  bath.  Bohemian  glass,  having  a  basis  of  potashi 
is  toughened  in  a  bath  of  at  least  300°. 

The  Temperature  of  Crystal  varies  with  the  Thickness  and  Farm 
of  the  objects, — Shaped  pieces  of  crystal  coming  from  the  same 
crucible,  in  accordance  with  their  form,  their  thickness,  and  their 
dimensions,  require  to  be  more  or  less  reheated  before  being  treated 
for  toughening.  The  temperature  of  the  bath  should  be  also  varied 
within  certain  limits.  Thick  pieces  require  to  be  reheated  the  most, 
and  want  the  bath  a  little  hotter.  Thus  at  Choisy-le-Roi  gas  tubes, 
lamp  glasses,  &c.,  are  toughened  in  a  bath  of  60° ;  while  drinking 
glasses  and  goblets,  according  to  their  form  and  dimensions,  are 
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toughened  in  baths  reaching  60°,  65°,  70°  and  76°.     Water-bottles, 
dishes,  &c.,  are  toughened  in  baths  varying  from  75°  to  ^0°. 

Campogition  of  the  Bath  for  Glass  and  Crystal. — The  composition 
of  the  bath  has  a  notable  influence.  All  liquids  are  not  appropriate 
for  toughening.  In  water,  glass  always  breaks.  Perfectly  pure 
grease  and  virgin  oil,  free  from  all  mixture,  give  the  best  results. 
Pure  grease  is  employed  for  toughening  crystal  in  preference  to  oil. 
Pieces  toughened  in  oil  attain  clearness  at  much  too  great  an  expense* 
The  toughening  of  glass  requiring  a  bath  of  a  temperature  varying 
from  150°  to  800°,  pure  grease  cannot  be  employed  on  account  of 
its  ebullition.  Recourse  is  therefore  had  to  a  mixture  of  three* fourths 
of  linseed  oil  with  one-fourth  of  grease.  Pure  glycerin,  or  a  mixture 
of  grease  and  glycerin,  that  will  not  boil  up  to  300°,  may  be  em- 
ployed with  advantage  in  toughening  glass.  Toughening  cannot  be 
properly  accomplished  in  a  bath  of  grease  that  is  not  free  from  im- 
purities or  the  least  quantity  of  water.  For  this  reason  a  new 
grease  should  not  be  employed  that  has  not  been  previously  heated 
for  four  or  five  days  to  a  temperature  of  150°.  It  can  be  used  in- 
definitely afterwards,  and  the  older  it  is  the  better.  In  a  factory 
there  should  always  be,  in  a  fixed  place,  a  constantly  heated  vat  of 
grease  that  would  serve  to  replenish  the  baths.  An  indispensable 
condition  for  the  success  of  the  toughening  is  that  the  temperature 
of  the  glass  should  be  perfectly  uniform  on  all  points  of  its  surface. 

Means  of  Conversion  for  Table  Glass. — Glass  irregularly  heated 
breaks  in  the  bath,  the  toughening  not  being  equal  the  equilibrium  of 
the  molecules  is  disturbed.  In  table  glass  the  object  leaving  the 
hands  of  the  moulder  has  a  nearly  uniform  temperature  in  all  the 
points  of  its  surface;  it  is  always  hotter  at  the  extremity  last  fash- 
ioned, and  reheats  more  there.  In  this  state  it  is  not  susceptible  of 
receiving  toughness ;  not  being  warm  enough  it  should  be  replaced 
in  the  working-hole,  and  as  deeply  as  possible,  to  insure  the  equal 
distribution  of  heat  in  all  its  points.  In  taking  it  out,  the  workman 
must  assure  himself,  before  plunging  it  in  the  bath,  that  this  condi- 
tion is  fully  realized.  If  the  extreme  parts  appear  redder  than  the 
others  he  will  wipe  them  delicately  with  a  piece  of  paper  slightly 
wetted,  and  replace  the  piece  in  the  working  hole  for  a  few  seconds 
before  toughening.  How  long  the  glass  should  remain  in  the  oven  is 
for  the  workman  to  learn  to  determine.  I  will  meanwhile  say  that  a 
good  workman  toughens  better  with  more  heat.  That  piece  which, 
brought  to  softening,  would  be  deformed  in  unskilful  hands,  preserves, 
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on  the  contrary,  its  form  perfectly  when  confided  to  a  trained  toagh- 
ener.  It  is  important  also  that  the  temperature  in  the  working-hole 
should  be  uniform.  This  is  attained  by  heating  it  by  burning  wood 
equally  distributed  on  the  surface.  Currents  of  air  in  the  factory, 
which  might  cool  the  glass  at  the  moment  of  toughening,  must  be 
carefully  avoided. 

(To  be  continued.) 


TIMBER   NOMENCLATURE. 


[From   the  TSmber  Trades'  Journal,'} 

[Continued  from  Vol.  cii,  page  208.  ] 

Thorn,  although  generally  associated  with  our  cultivated  hedgeBy 
had  in  its  Anglo-Saxon  form  a  more  extended  meaning.  It  implied 
a  tree,  although  not  of  the  first  order.  In  this  sense  it  is  used  in  the 
"Buckthorn,"  and  the  "Blackthorn."  From  the  study  of  place- 
names  in  Mid  England,  we  are  led  to  infer  that  thorn  implied  a 
wood ;  a  portion  of  Sherwood  Forest  was  known  as  "  Thorneywood 
chase,"  and  part  of  Hatfield  chase  an  extensive  wood  known  as 
"Thome- waste."  Indeed  "  Thornhills  "  and  "  Woodhills  "  occur  in 
such  order  that  we  are  led  to  the  conclusion  that  they  are  synon- 
ymous terms. 

Timber  is  from  the  Anglo-Saxon  "timber,"  and  "tymber."  1, 
wood;  2,  a  tree;  3,  a  frame  structure  or  a  building,  From  the  fact 
of  building  being  conducted  in  wood,  timbering  (getimbrian)  was  the 
equivalent  of  building*  At  the  burning  of  the  first  wooden  church 
or  cathedral  at  York,  in  626,  a  larger  church  was  ordered  to  be  ge- 
timbrian of  stone.  It  does  not  appear  to  have  been  a  term  much 
used  in  a  territorial  sense.  Henry  II.  confirmed  the  grant  of  the 
church  of  Tymberhind  to  Thurgarton  Priory,  Notts,  which  may  or 
may  not  be  the  village  of  that  name  in  Lincolnshire.  From  this  we 
may  infer  that  the  term  applied  more  to  the  wood  in  a  dead  state 
than  to  that  of  the  living  tree ;  in  which  sense  it  has  undergone  little 
or  no  change. 

Tree,  from  the  Anglo-Saxon  "treow."  1,  a  tree;  2,  wood;  3,  & 
piece  of  wood.  In  the  latter  sense,  it  is  used  in  shipbuilding  and 
carpentery,  as  "cross-tree,"  "roof-tree,"  "side-tree,"  Ac.  "Treow- 
wyrhta,"  the  tree  or  wood  worker,  was  the  old  term  for  carpenter  be- 
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fore  we  borrowed  the  French  one  of  charpentter,  and  "  treow-geweorc," 
tree  work,  was  the  primitive  of  the  now  general  "  woodwork." 

Wainscot  is  a  word  of  doubtful  etymology.  Bayley  says  it  is  from 
the  Belgian  **  wandschote/*  wall  defence  or  lining.  Ogilvie  says  it 
is  from  the  Dutch  "  wagenschot,"  which  evidently  means  wagon  li- 
ning or  covering;  whereas  Loudon  says  it  is  from  the  Dutch  "ward," 
a  wall,  and  "  schoten,'*  to  suspend.  These  derivations  are  evidently 
sought  for,  the  various  authorities  having  in  view  the  fact  of  wains- 
cots being  largely  used  in  the  Tudor  and  Stuart  ages  for  wall  framing 
or  paneling,  which  appears,  probably  from  being  made  of  oak,  to 
have  taken  up  the  name  of  wainscoting.  As  wainscots  were  articles 
of  import  centuries  before  this  time,  it  is  highly  probable  these 
authors  were  in  error.  In  the  Liber  Albus  of  the  city  of  London  in 
the  reign  of  Henry  II  (1215-1266),  we  find  the  following  note : — 
"  For  every  hundred  of  boards  called  weynscotte  one  halfpenny  to  be 
paid  as  custom  upon  landing  at  Billingsgate;"  and  "wainscot*' 
formed  items  of  assessment  in  the  cargoes  of  nearly  every  ship  ar- 
riving in  Hull,  2d  Henry  IV  (1400).  The  writer  records  these 
notes  to  assist  in  the  solution  of  this  knotty  term,  the  accepted  deriv- 
ations of  which  are  in  no  way  satisfactory.  It  may  be  further  noted 
that  wainscot  in  the  Swedish  and  German  dialects  bears  the  sense  or 
meaning  of  wall-lining  or  paneling. 

Walnut,  a  name  that  occurs  with  little  variation  in  the  German 
and  Swedish,  dialects,  is  from  the  Anglo-Saxon  "  wealh-knut,"  the 
foreign  nut.  "Wealh"  was  a  term  our  rude  forefathers  applied  to 
anything  foreign,  hence  "wealh- men,"  Welsh-men,  the  Celtic  race 
formerly  inhabiting  this  country,  but  driven  by  them  into  the  fast- 
nesses of  the  Welsh  mountains.  The  etymology  of  this  word  implies 
that  the  same  people  were  acquainted  with  this  fruit  long  before  the 
tree  was  introduced.  Like  many  other  fruit-bearing  trees,  it  is  sup- 
posed to  have  been  introduced  by  the  Romans,  but  to  have  been 
lost  through  the  neglect  they  received  after  the  departure  of  these 
warlike  people,  and  to  have  been  reintroduced  by  the  monks  of  the 
middle  ages,  who  were  great  gardeners  and  cultivators. 

Wood  is  a  grand  old  Teutonic  term.  It  is  the  Anglo-Saxon  "  wude," 
German  "  wald,"  and  the  Swedish  "  ved."  It  means  1,  a  tree;  2, 
the  substance  of  a  tree;  8,  a  collection  of  trees.  "Wude-beam" 
was  the  primitive  term  for  forest-tree,  and  "wood-hewer"  and  "wood 
feller"  of  woodman.  The  mention  of  this  term  reminds  us  of  the 
Scriptural  allusion  to  "  the  hewers  of  wood  and  the  drawers  of  water." 
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In  early  times,  the  calling  of  wood-hewer  was  of  that  importasce  that 
it  stood  for  a  family  name  with  the  followers  thereof;  heace  the 
common  surnames  of  Woodyeare,  Goodyear,  &c. ;  by  the  same  rule 
the  progeniCbrs  of  the  wood-fellers  are  recognized  under  the  nom  de 
plume  of  Goodfellow.  In  a  territorial  sense,  ^^  wood  "  has  given  its 
name  to  numerous  families,  some  of  which  may  be  recognized  under 
the  corrupted  forms  of  "Good"  and  "Hood."  Robin  Hood,  the 
popular  myth  of  the  middle  ages,  is  supposed  to  be  a  name  or 
term  drawn  from  his  calling — "  Robber  of  the  Wood,"  as  robbers 
were  called  "  Robin-men."  "  Robin  "  is  given  in  the  "  Dictionary  of 
Phrase  and  Fable,"  as  highwayman.  Perhaps  one  of  the  most  re- 
markable uses  of  the  term  "  wood "  was  in  application  to  timber 
dealers  or  merchants,  whom  we  anciently  called  "  Wood-mongers," 
the  equivalent  of  the  Swedish  "  ved-hanlare."  The  writer  has  docu- 
mentary evidence  of  the  use  of  this  serio-comic  term  in  London  as 
early  as  1850,  and  in  Hull  as  late  as  1650. 

Wright,  the  short  or  abbreviated  form  of  "  wroughter,"  a  workman, 
may  in  conclusion  be  noticed.  It  is  curious  that  it  has  a£Sxed  itself 
to  those  trades  associated  with  wood ;  thus  evidencing  the  former  im- 
portance of  these  crafts  or  callings.  We  have  already  noticed  that 
ancient  "tree-wright"  is  buried  under  the  modern  term  of  carpenter, 
but  it  lives  in  cartwright,  wheelwright,  wainwright,  plowright,  ship- 
Wright,  and  boatwright,  which  are  common  as  trade  or  personal 
names. —  Wm,  Stevenson^  F,R,ff.S.y  Hull 
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The  Editor  acknowledges  the  receipt  of  a  pamphlet  on  "  Interpo- 
lation, or  adjustment  of  series,"  by  E.  L.  DeForeet,  Watertown,  Conn., 
privately  published.  This  pamphlet  is  a  continuation  of  two  other 
papers  on  the  same  subject  which  appeared  in  the  Annual  Reports 
of  the  Smithsonian  Institute,  for  1871  and  1873.  In  this  country 
the  interest  in  pure  mathematics,  either  popularly  or  professionally,  is 
so  little  developed,  that  even  the  Smithsonian  Institute  is  dilatory  in 
publishing;  and  the  author  in  this  instance,  fearing  a  loss  of  his 
reward  on  an  original  investigation,  has  issued  the  present  publica- 
tion. Tht»re  is  no  study  so  engrossing,  and  consequently  so  pleasant 
to  the  student  as  pure  mathematics;  and  especially  as  its  pursuit  calls 
for  a  high  order  of  intellectual  ability,  it  is  to  be  regretted  that  the 
same  interest  is  not  taken  here  as  in  foreign  countries;  as  it  is,  how- 
ever, we  can  only  call  the  attention  of  the  few  of  our  readers  whom 
it  concerns,  to  this  work,  which  contains  some  new  and  interesting 
formulae  and  applications. 
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CERTAIN  POINTS  IN  THE  DEVELOPMENT  AND  PRACTICE 

OF 

MODERN  AMERICAN  LOCOMOTIVE  ENGINEERING. 


By  Francis  E.  Galloupb,  S*B. 

[A  portion*  of  a  Thesis  presented  for  Graduation  in  the  Mechanical  Engineering  Depart- 
ment of  the  Massachusetts  Institute  of  Technology,  Boston,  May  1,  1876.] 

Part  I. — An  American  Passenger  Locomotive. 

^^  The  locomotive  engine,"  it  has  been  said,  ^^  may  be  selected  as 
the  grandest  and  most  important  development  of  modern  civilization 
and  human  skill.*'  It  occupies  a  prominent  position,  and  constitutes. 
a  great  and  important  branch  in  mechanical  or  dynamical  engineering. 
In  it  we  deal  with  dynamical  science — the  science  of  motion  and  of 
power. 

The  first  impression  received  by  even  a  casual  observer,  is  that 
of  power.  Its  condition  throughout  is  that  of  a  transmitter  and 
transmutor  of  energy.  It  begins  in  the  furnace,  with  receiving 
power,  as  the  motion  of  heat,  from  the  combustion  of  coal ;  transmits 
it  to  water  and  steam,  as  the  working  fluid,  by  means  of  the  boiler ; 
and  converts  it  in  the  engine  into  visible  motion  of  masses  of  matter 
through  space. 

In  a  more  limited  sense  the  locomotive  engine  may  be  defined  to 
be  a  machine  for  converting  the  expansive  force  of  steam  into 
mechanical  work.  Its  ultimate  object  is  to  draw  a  train  of  a  certain 
number  of  cars  upon  a  specified  maximum  ascending  grade  at  a 
certain  velocity.  It  consists  of  two  high  pressure  steam  engines^ 
mounted  upon  wheels,  and   carrying  not   only  the   apparatus  for 

*  In  a  previous  portion  were  considered  the  subjects  of  Force,  Heat,  Combustion  of 
Goal,  Water  and  Steam.  Beginning  with  a  historical  sketch,  the  modern  theory  of 
the  nature  of  force,  motion  and  heat,  the  primary  moying  force  in  the  locomotiye, 
was  treated.  The  heat  of  combustion  and  eyaporative  power  of  bituminous  coal  were 
then  calculated,  and  the  efficiency  of  steam  determined  under  the  ordinary  conditions 
in  looomotiye  practice. 
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generating  and  distributing  its  power,  but  many  adjuncts  for  the 
convenience  and  safety  of  those  who  run  it,  and  the  public  at  large^ 

As  it  now  exists  it  has  more  than  two  hundred  parts  in  its 
anatomy  alone,  each  having  its  distinct  work  to  do,  and  all  so  inter- 
dependent that  if  any  one  fails,  it  may  involve  the  others  in  a 
general  destruction. 

A  complete  discussion  of  the  locomotive  would,  I  suppose,  include 
at  least  the  treatment  of  all  of  these ;  but  it  may  be  sufficient  for  the 
present  purpose,  to  classify  its  parts  as  on  the  opposite  page. 

The  differences  in  the  construction  of  locomotives  have  produced 
different  classes,  and  they  have  hence  been  classified  in  various  ways, 
according  to  their  use  and  the  arrangement  of  their  parts. 

With  reference  to  their  partSj  locomotives  were  formerly  divided 
according  to  the  number  of  pairs  of  driving  wheeU  that  they  had; 
and  this  has  been  continued  to  the  present  time  in  the  Baldwin 
Locomotive  Works,  where  those  having  one  pair  of  driving  wheels- 
are  called  B  engines,  two  pairs  C  engines,  and  so  on.  Another 
system  of  classification  has  been  according  to  the  position  of  their 
cylinders^  whether  surrounded  by  the  smoke-box  or  with  outside  con- 
nections, in  which  all  locomotives  were  either  outside  or  inside  con- 
nected engines.  The  latter  class  has  nearly  disappeared  from  American 
engines,  on  account  of  their  requiring  the  cranked  axle,  which 
was  expensive ;  the  working  parts  were  also  greatly  crowded,  and 
other  injurious  effects  produced. 

With  reference  to  their  use  or  service^  we  may  now  regard  all 
American  locomotives  as  of  the  outside  cylinder  pattern,  and  classify 
them  as  either  passenger^  freight^  or  shifting^  which  latter  are  often 
tank  engines. 

There  is  a  sub-variety,  which  falls  mostly  under  the  first  of  these, 
called  narrow  gauge  engines.  Some  of  these  are  but  a  reproduction 
on  a  reduced  scale  of  the  larger  engines.  In  the  real  type  of  narrow 
gauge  engines  the  peculiarity  is  a  short  rigid  wheel-base,  or  distance 
between  the  driving  wheels.  The  peculiar  construction  which  admits 
of  this  was  designed  by  Mr.  Robert  Fairlie,  in  England,  and  greatly 
improved  upon  by  Mr.  William  Mason,  of  Taunton,  Mass.  The 
cylinders,  driving  wheels,  and  all  the  working  parts  are  attached  to 
a  frame,  which  turns  about  a  centre-pin  like  an  ordinary  truck.  The 
front  part  of  the  boiler  is  hung  upon  a  vertical  link,  so  that  on  passing 
short  curves  the  truck  and  wheels  very  closely  follow  the  curvature 
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of  the  rails,  while  the  boiler  swings  over,  relatively  to  the  truck,  apon 
the  link.  These  eDgines,  so  far  as  I  know,  are  used  almost  ex- 
clusively for  passenger  conveyance. 

In  all  engines  of  the  passenger  class,  in  which  the  maximum  speed 
is  wanted,  and  light  loads  carried  in  comparison  with  the  freight, 
there  is  a  necessity  for  a  long  wheel-base  to  prevent  ^'  galloping  "  or 
^'  pitching ''  of  the  engine,  and  in  the  narrow  gauge  engines  this  is 
effected  by  a  rigid  connection  between  the  engine  and  tender,  which, 
while  it  lengthens  the  total  wheel-base  by  an  amount  equal  to  the 
distance  between  the  rear  driving  wheel  and  rear  tender  wheel,  does 
not  at  all  effect  their  peculiar  property  of  passing  around  curves  of 
extremely  short  radius. 

In  the  freight  class,  great  tractive  power,  and  therefore  a  multipli- 
cation of  coupled  wheels,  a  small  diameter  of  driving  wheels  and  a 
consequent  low  speed,  are  the  distinctive  features. 

In  the  shifting  class,  the  tank  engines  utilize  the  weight  of  the 
water >nd  fuel  by  supporting  it  upon  the  driving  wheels,  and  do  not 
work  under  the  disadvantage  of  pulling  a  heavy  tender  after  them. 
The  object  is  to  move  light  loads  for  short  distances  and  to  start 
them  and  attain  speed  very  quickly.  They  have  a  short  wheel-base 
which  enables  them  to  run  over  switches  and  upon  sidings  of  very 
sharp  curvature,  and  this  quality  more  than  compensates  for  the 
pitching  motion  which  would  result  if  they  were  put  upon  fast 
passenger  trains. 

The  cost  of  a  modern  American  passenger  locomotive  is  from 
$8,500  to  $11,000.  Its  ordinary  ^'life*'  is  ten  years.  Sometimes  an 
American  engine  will  remain  in  operation  twenty-five  years,  so  great 
is  the  difference  in  the  effects  produced  upon  them  in  different  locali- 
ties, and  under  different  conditions.  According  to  a  paper  read 
before  the  British  Association,  the  life  of  a  locomotive  is  'Hhirty 
years ; — boiler  tubes,  five  years ;  crank  axles,  six  years ;  tires,  boiler 
and  fire-box,  seven  to  ten  years ;  side-frames  and  axles,  thirty  years/' 
^'  The  total  cost  of  repairs  in  that  time  is  $24,450 ;  so  that  it  requires 
in  eleven  years  a  sum  equal  to  its  first  cost,"  and  the  distance  it 
would  travel  in  that  time  may  be  taken  at  220,000  miles. 

The  progress  in  the  construction  of  steam  engines  has  been  in 
three  directions, — land^  or  stationary  steam  engines,  including  the 
great  diversity  of  examples  in  pumping  engines  for  water  works,  and 
the  portable  and  semi-portable  types ;  marine  and  loeomotive.     Each 
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class  has  its  distinctive  features  and  conditions,  in  conformity  with 
which  the  machine  must  be  designed  and  under  which  it  must  work. 
In  the  locomotive,  the  speed,  weight  of  train  and  the  grade  are  given,, 
from  which  to  design  and  build  the  entire  structure  in  all  its  intricate 
parts.  The  principles  by  which  this  is  done  have  not  yet,  to  any 
great  extent,  been  reduced  to  formulae,  but  the  engines  have  been 
built  by  a  process  entirely  empirical. 

The  locomotive  is  the  result  of  an  accumulation  of  a  multitude  of 
facts;  in  its  development,  as  one  new  truth  or  fact  after  another 
became  mentally  established,  practice  reflected  the  added  knowledge. 
It  has  hence  been  through  a  process  of  integration,  with  hardly  an 
important  change  in  theory  since  the  time  of  Stephenson. 
The  details,  by  the  immense  advance  of  the  processes  of  manu- 
facture, by  the  improvement  of  machine  tools,  have  been  minutely 
examined  and  improved  until  we  have,  seemingly,  as  perfect  a  prac- 
tical exhibition  of  theory  as  we  can  hope  to  attain.  The  tendency 
of  first  inventions  is  complexity.  Inventors  seem  to  be  often  far 
more  ingenious  in  making  a  machine  that  will  do  a  diversity  of 
operations,  many  of  which  may  be  superfluous  to  the  object  at  hand, 
than  in  producing  simplicity. 

One  of  the  first  requisites  of  the  production  of  power  is  economy. 
Every  superfluous  part  added  increases  the  cost,  first,  by  the  material 
wasted,  the  expense  of  machines  made  to  produce  it,  the  labor  of 
fitting  and  skilled  workmanship ;  and  second,  by  the  expense  of  look- 
ing after  and  repairing  it,  and  the  constant  and  greater  part,  if  it  is 
a  moving  piece,  by  the  force  consumed  by  friction  in  running. 

Hence,  in  such  a  machine  as  we  are  considering,  it  might  be  sup- 
posed that  as  improvements  were  made  simplification  would  follow, 
until  the  limit  is  reached  when  only  the  essential  parts  of  the  mechanism 
to  fulfil  the  definite  and  specific  object  for  which  the  machine  is  to 
be  employed,  remain.  This  does  not  seem  to  be  the  case,  thus  far, 
however,  in  the  example  before  us,  for  from  the  outset  we  see  that  we 
have  not  to  do  with  a  perfect  instrument.  To  quote  from  Professor 
Thurston,  "  the  process  of  improvement  has  been  primarily  one  of 
differentiation,  the  number  of  parts  has  been  continually  increased, 
while  the  work  of  each  part  has  been  simplified,  a  separate  organ 
being  appropriated  to  each  process  in  the  cycle  of  operations."  The 
parts  have  increased,  some  in  the  moving  mechanism,  some  for  safety 
and  signals,  such  as  the  Westinghouse  air  or  the  vacuum  brake, 
the  bell,  whistle,  etc.,  and  others  for  convenience  in  manipulation. 
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In  all  improvement  in  design  of  the  locomotive  engine,  then,  exist- 
ing examples  have  been  taken  as  the  basis  and  the  proportions  of  a 
new  one  founded,  with  certain  modifications  according  to  the  kind  of 
service  for  which  it  is  to  be  made,  entirely  upon  estimates  from  the 
experience  of  the  designer. 

In  our  study  of  the  locomotive  engine,  the  subject  falls  apart  into 
what  are  called  theoretical  and  practical  aspects.  ^^  Practice  pro- 
vides the  facts;  theory  the  inferences  in  regard  to  those  facts." 

There  are  hence  two  directions  in  which  inquiries  lie,  in  order  to 
produce  as  perfect  a  machine  as  our  present  stage  of  development 
will  allow ; — first,  the  treatment  of  the  scientific  principles  which  are 
applied  in  the  locomotive,  which  would  be  a  subject  for  theoretical 
treatment ;  and  second,  the  manner  of  constructing  the  machine  in 
accordance  with  these  principles.  The  latter  is  practice.  I  will 
take  the  former  as  the  leading  method  of  inquiry  and  determine  what 
the  practice  is,  as  far  as  may  be,  especially  in  regard  to  the  efficiency 
of  the  apparatus, — to  trace  what  becomes  of  the  power  as  it  is  trans- 
mitted from  one  piece  of  mechanism  to  another. 

Assumiog  the  foregoing  statements  as  the  text  of  my  remarks,  I 
have  thought  that  the  best  mode  of  treating  the  subject  was  to  select 
a  good  pattern  of  locomotive,  which,  having  its  parts  and  proportions 
already  given,  the  reasons  for  these  proportions  could  be  studied  and 
their  conformity  to  theory,  in  so  far  as  that  has  been  applied  to  the 
locomotive,  ascertained.  For  this  purpose  I  have  taken  a  first  class 
bituminous  coal-burning  passenger  engine  for  a  rather  heavy  pas- 
senger service^  and  built  at  the  Hinkley  Locomotive  Works,  in  Boston. 
This  engine  is  of  the  four  driving-wheel  and  leading  truck  pattern, 
was  designed  and  built  in  the  latter  part  of  1875  for  the  Eastern 
Kailroad  Company,  and  is  now  running  on  one  of  the  fast  Pullman 
trains  of  that  road.  It  was  selected  both  on  this  account  and  for 
convenience,  and  as  being  a  fair  type  of  the  coal-burning  engines 
running  on  the  New  England  Roads. 

To  illustrate  the  parts  of  this  engine,  five  drawings  have  been 
made,  which  show  the  details  as  follows : — 

Plate  A.  Side  elevation,  plan  and  rear  elevation  of  a  Hinkley  pas- 
senger locomotive.     Scale,  \  inch  to  1  foot. 

Plate  B.  Details  of  locomotive ; — cylinder,  plan,  longitudinal  and 
cross  section;  piston,  steam-chest,  bed-plate,  pump,  cross-head, 
throttle,  check-valve,  etc.     Scale,  1^  inches  to  1  foot. 
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Plate  G.  Details ; — Main  connecting  rod,  slides,  yoke,  eccentric 
rods,  equalising  beam,  crank  pins,  boiler  brace,  levers,  etc. 

Plate  D.  Details ; — Frame,  qaadrant  and  reversing  apparatus,  link, 
rocker  and  driving  spring. 

Plate  E.  Tender  for  the  Hinkley  Locomotive, — side  elevation,  plan 
und  rear  view. 

These  drawings  were  traced  from  a  set  made  at  the  Hinkley  Works 
4ind  published  in  Weissenborn's  *^  American  Locomotive  Engineering^' 
and  show  nearly  all  the  important  parts.'*'  The  details  and  arrange- 
ment of  parts  are  correct  and  will  be  often  referred  to,  although  the 
design  is  for  a  heavier  engine  than  that  we  are  considering,  and  hence 
some  of  the  dimensions  given  are  too  large. 

The  following  is  a  complete  specification  of  this  engine,  obtained, 
with  care  taken  in  regard  to  its  correctness,  both  from  the  specifica- 
tion in  the  books  at  the  Hinkley  Works,  and  from  actual  measure- 
ments of  the  parts. 

Boston,  Oct.  25,  1875. 

Gbnbral  Description. — One  eight-wheeled  heavy  engine  and 
«ight-wheeled  tender  for  the  Eastern  Railroad  Company.  Name, 
none.  Road  number,  55.  Shop  number,  1225.  Gauge  of  road,  4 
feet  8J  inches.  Date  of  delivery,  October  28th,  1875.  To  be  a 
first  class  coal-burning  passenger  engine,  having  four  driving-wheels 
ooupled,  a  four-wheeled  centre-bearing  truck  and  eight-wheeled 
tender.  All  working  parts  thoroughly  interchangeable,  and  all 
material  warranted  of  the  best  quality. 

DETAILS. 

Engine. — Cfj/linders,  of  fine  hard  iron,  placed  horiEontally,  and 
bolted  to  frame  and  smoke-arch.  Finish :  lagged  with  wood  and 
covered  with  brass ;  head  of  cast  brass ;  steam  chest  trimmings  of 
brass. 

Diameter  of  Cylinders,  16  inches. 

Length  of  Stroke^  24  inches. 

Oylinder  CockSy  worked  with  straight  rod  and  lever  in  cab. 

Oil  OupSy  cylinder  oil  cups  on  steam  chests  and  gauge  stand  in 
«ab  with  seamless  brass  tubes  under  lagging  to  steam  chests. 

Steam  Ports:  length,  14  inches;  width,  1^  inches. 

*  The  plates  have  been  reduced  to  one-half  their  dimensions  as  drawn,  and  will 
be  inserted,  by  permission,  where  referred  to  in  the  paper. 
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JExhaust  Fort :  width,  2f  inches. 

Admi9mn  Forts :  length,  14  inches ;  width,  If  inches.  Offset 
face,  3^  inches. 

JExhaust  Nozzle  and  tips,  double ;  diameter,  3^  inches. 

Valves :  Outside  lap,  J  inch ;  inside  lap,  ^  inch ;  travel  of  valve^ 
5  inches. 

Valve  Motion :  Links  of  hammered  scrap  iron,  thoroughly  case- 
hardened  and  made  to  cut  off  equally  at  all  points  of  the  stroke. 
Beckers  and  reverse  shafts  forged  solid.  Valve  stems  bushed  with 
socket  and  key. 

Mockers^  of  wrought  iron ;  diameter  of  rocker  shaft,  3^  inches ; 
arms,  9^  inches  long. 

Links :  60  inches  radius,  12  inches  between  centres ;  13|  inch 
lifters ;  pin,  f  inch  back. 

JSccentricSy  13^  inches  diameter,  3  inches  thick,  5  inch  throw. 

Fiston  Faeking :  Dunbar,  two  composition  rings,  babbitted.  Iron 
cut  into  six  pieces. 

Fiston  Bods :  diameter,  2f  inches ;  length  between  shoulders,  84^ 
inches. 

Oross  Heads  of  charcoal  iron  cast  in  dry  sand,  solid. 

Slides:  of  steel;  45^  inches  long,  3  inches  wide,  1|  inches  thick. 

Toke^  of  hammered  iron,  reaching  from  frame  to  frame. 

Main  Connecting  BodSj  length  from  centre  to  centre,  7  feet  4f 
inches. 

Farallel  BodSy  length  from  centre  to  centre,  7  feet  6  inches. 

Crank  Fins :  of  steel ;  bearings,  3^  X  4  inches,  and  2^  X  2|  inches. 

Driving  Wheels :  Centres  of  cast  iron,  with  hollow  spokes,  and  rim. 
Diameter  of  centres,  57  inches. 

Diameter  of  Driving  Wheels,  outside  of  tires,  62^  inches. 

THres,  of  best  Firthe's  steel,  imported,  all  flanged.  Inside  diameter 
of  tire,  57  inches ;  width,  5|  inches ;  thickness,  2f  inches. 

Driving  Axles j  of  hammered  iron;  diameter  of  bearings,  7  inches. 

Driving  Boxes,  regular.  Length  of  journals,  7  inches ;  diameter^ 
7  inches. 

Driving  Springs,  Nichols,  Pickering  and  Co.,  Pittsburgh,  11  leaves. 

Truck  Wheels,  N.  Washburn's  patent,  with  cast  steel  rims,  Di* 
ameter  of  wheels,  28  inches. 

l^ruck  Journals :  Length,  7  inches ;  diameter,  4^  inches. 

Truck  Springs,  N.,  P.  and  Co.,  16  leaves. 
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Truck  Frame^  centre  bearing.  Frame  of  wrought  iron,  forged 
solid.     Jaws  of  cast  iron.     Frame  of  1^  inch  iron,  48|  inches  wide. 

FramCy  of  hammered  scrap  iron,  forged  solid,  with  lugs  to  hold 
jcjlinders.  End  rails  wrought  iron;  front  rail,  8^  inches  deep,  3^ 
inches  wide;  back  rail  8^  inches  deep,  3  inches  wide;  offset  d 
inches,  18  inch  jaw. 

BoiLBR. — Wagon  top,  7  inch  oflFset,  of  extra  flange  charcoal  iron, 
thoroughly  stayed  and  riveted  throughout  and  having  one  dome  over 
the  fire-box.  Throat  sheets  and  all  horizontal  seams  double  riveted ; 
fire-box  thoroughly  stayed  to  shell  and  dome ;  shell  of  boiler  flanged 
up  into  dome ;  smoke-arch  raised  up  even  with  lagging  by  one  inch 
bar.  Height  of  back  end,  88  inches;  height  of  door,  40^  inches. 
Finish;  boiler  lagged  with  wood  and  covered  with  Russia  iron^ 
secured  by  finished  brass  bands. 

Shell :  Inside  diameter  48  inches. 

Thickness  of  Iron  in  Shelly  f  inch. 

Thickness  of  Iron  in  Front  Tube  Sheets  \  inch. 

Tubes :  of  iron,  161  in  number ;  length,  11  feet  0  inches ;  outside 
diameter,  2  inches ;  f  inch  water  spaces. 

Fire-Box^  of  homogeneous  cast  steel,  Bay  State  plate,  60  inches 
long,  66  inches  high,  and  35f  inches  wide  inside. 

Thickness  of  steel  in  Sides  and  Bcuik  of  Fire-Box^  -^  inch. 

Thickness  of  steel  in  Tube  Sheets  -^  inch. 

Thickness  of  steel  in  Crown  Sheets  -^  inch. 

Grate,  ooal-burning.  Length,  60  inches ;  width,  35f  inches ;  area 
of  grate,  14*84  square  feet. 

Fire-Box  Bracing :  Centres  of  stay  bolts  not  over  4  inches  apart ; 
centres  of  crown  bars  not  over  4^  inches  apart. 

Dome.  One  on  furnace,  of  cast  iron,  lagged  with  wood,  and  cov- 
ered with  brass ;  diameter  28  inches. 

Smoke  Stack :  for  coal  burning,  of  cast  iron,  18  feet  8  inches  high 
from  rail;  ItiAgth  61}  inches,  with  netting  38  inches  in  diameter. 

Throttle  Valve,  5  inches  poppet. 

Steam  Pipes.  Dry  pipe,  5f  inches  inside  diameter ;  branches  of 
cast  iron  4}  inches  in  diameter. 

Safety  ValveSy  two  in  number,  Richardson's  patent,  2^  inches  in 
diameter,  without  levers. 

Pumps.  One  right  plunger  pump,  brass,  with  brass  vacuum 
chamber.  Valves  of  hard  composition.  Diameter  of  plunger  1| 
inches. 
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Injectors.  One  No.  6  Mack's;  on  left  side,  overranning  board  and 
taking  water  back  of  cock, 

Oheek  Valves,  of  brass,  covered  with  brass. 

Whistle,  6  inches  in  diameter ;   worked  by  shaft  and  lever  in  cab. 

BeU,  large  pattern ;  posts  of  iron. 

Sand  Box,  with  cast  brass  rings,  covered  with  brass. 

Cab,  of  black  walnut ;  63^  inches  long ;  well  joint-bolted ;  roof 
<50vered  with  tin. 

Pilot,  of  wood,  vertical  slats,  weU  braced  and  ironed ;  iron  broom 
stands. 

Total  Wheel  Base,  21  feet  4^  inches. 

Rigid  Wheel  Base,  7  feet  6  inches. 

Wheel  Base  of  Truck,  6  feet  6  inches. 

Weight  of  Engine,  with  water,  about  63,000  pounds. 

Tbnder. — Tank  of  best  tank  iron,  well  braced.  Thickness  of  iron 
in  bottom  and  inside  of  legs,  \  inch ;  in  top  and  sides,  -^  inch ;  frame 
of  wood ;  draw  casting,  Miller's  new  pattern. 

Wheels,  eight  in  number,  Washburn  Iron  Co.,  of  chilled  iron,  30 
inches  in  diameter  ;  axles,  E.  R.  R. 

Springs,  cast  steel,  elliptic ;  front  tender,  N.,  P.  and  Oo. ;  rocker, 
17  leaves ;  back  tender,  ditto. 

Capacity  of  Tank,  2,500  gallons. 

Weight  of  Tender,  empty,  20,000  pounds. 

Air  Brake  Pump,  on  left  side,  between  wheels. 

Painting :  All  unfinished  work  of  engine  and  tender  to  be  neatly 
painted  and  varnished ;  boiler  to  have  a  coat  of  mineral  paint  under 

lagging. 

Sundries:  Each  engine  to  be  furnished  with  steam  gauge; 
gauge,  heater,  blow-off,  and  water  cocks ;  also  oil  cans,  two  jack- 
screws,  two  pinch-bars,  wrenches,  hammers,  file,  boxes,  etc. 

The  details  and  action  of  the  locomotive,  as  far  as  I  shall  be  able 
to  enter  upon  their  discussion,  in  accordance  with  the  preceding 
classification,  may  be  regarded  in  the  following  order  : 

A,  The  Boiler.  I,  The  Shell;  its  construction, material,  strength, 
and  factor  of  safety.  II,  The  Heating  Apparatus  and  Boiler  Pto* 
portion.  Ill,  The  Feed  Apparatus.  TV,  The  Safety  Apparatus. 
And  y,  The  Transmission  Apparatus,  or  the  Distributum  of  the  Power 
to  the  engine.  B,  The  Engine.  I,  The  Cylinder  and  its  propor- 
tion.    II,    The    Valve  Gear.    Ill,  The  Action  of  Steam  tn   the 
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Cylinder  and  the  Theory  of  the  Blaet.  IV,  The  Trammisnon  of 
Power  to  the  WheeU  by  means  of  the  piston,  crank  and  connecting 
rods.  V,  The  Running  Gear.  VI,  The  Balancing  of  the  Engine. 
And  VII,  Tractioe  Power  and  Train  RemtanceB. 

There  are,  then,  three  principal  steps  in  the  inquiry ;  first,  that  of 
the  transfer  of  the  energy  of  heat  to  the  steam,  in  which  we  consider 
the  heating  surface,  rate  of  combustion,  evaporative  power  and 
eflElciency  of  the  boiler ;  second,  the  subject  of  boiler  pressure,  since 
that  is  the  form  which  the  energy  next  takes,  and  which  should  be 
traced  through  all  its  losses  till  it  gives  its  energy  up  to  the  piston ; 
and  third,  that  of  the  actual  power  rendered  available  at  the  circum- 
ference of  the  wheels,  or  the  tractive  power,  the  adhesion  of  the 
wheels  to  the  rails,  the  resistances  of  the  train,  and  the  equivalent 
horse  power  developed. 

I.  Ths  Boilbr  of  a  Looomotivb  Enginb  is  usually  defined  to  be 
^^  a  close  vessel  in  which  steam  is  generated."'*'  It  has  two  principal 
functions.  It  must  first  retain  the  energy  obtained  in  the  form  of 
pressure;  and,  second,  produce  it  most  economically.  The  first 
relates  to  boiler  strength ;  the  second  to  its  efficiency.  The  first,  it 
will  be  proved,  is  at  a  maximum  when  the  form  given  to  the  material 
of  which  the  boiler  is  composed  is  spherical.  The  latter,  it  will  be 
seen,  depends  upon  obtaining  the  maximum  amount  of  heating 
surface.  These  two  requirements  are  opposed  to  each  other,  one 
being  at  a  minimum  when  the  other  is  at  its  maximum.  The  result- 
ing form  of  boilers  for  the  generation  of  steam,  modified  in  accord- 
ance with  each  of  these  two  principles,  has  been  the  cylindrical. 

The  locomotive  boiler  has  these  distinct  parts, — the  cylindrical  shell 
called  the  barrel,  or  boiler  proper ;  the  internal  and  external  fire- 
box attached  to  it ;  and  the  smoke  box,  upon  which  rests  the  chimney 
or  smoke  stack. 

It  is  made  up  of  several  sheets  of  wrought  iron,  and  in  the  internal 
fire-box,  steel ;  of  irregular  shapes ;  bent  to  their  proper  form  and 
riveted  together  by  the  system  of  single  riveting,  except  in  the 
longitudinal  seams,  which  are  double  riveted.  The  names  of  these 
sheets  or  plates,  referring  to  the  position  in  the  boiler  which  each 
occupies,  are:  the  shell  plates,  off-set  plates,  side  plates,  bottom 
plate,  front  round  head,  front  tube  plate,  back  head,  front  furnace 
plate,  crown  sheet,  dome  plate,  side  plates,  tube  plate,  ash  pan, 
bottom  and  side  plates,  doors,  and  two  smoke  arch  plates. 

*  Wilson. 
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The  boiler  proper  is  a  cylinder  11  feet  long  and  48  inches  in 
inside  diameter,  and  made  up  of  three  cylindrical  sections.  Each  of 
these  sections  is  formed  from  a  single  plate,  56  inches  in  breadth 
and  166^  inches  long,  which  wraps  entirely  around  the  circumference 
of  the  boiler.  The  ends  of  each  of  these  plates  are  riveted  together 
with  a  double  row  of  diagonally  placed  rivets,  and  constitute  a 
longitudinal  seam  in  the  boiler.  The  ends  of  the  three  sections 
which  constitute  the  boiler  shell,  overlap  one  upon  another,  and  are 
united  by  a  single  row  of  rivets  around  the  circumference.  In 
putting  the  sections  together  they  shut  one  within  another,  not  like 
the  tubes  of  a  telescope,  but  alternately  over  and  under  the  edge  of 
the  section  adjacent,  so  that  the  diameter  of  alternate  sections  is 
greater,  by  twice  the  thickness  of  the  plate,  than  that  of  intervening 
ones. 

Connecting  the  barrel  of  the  boiler  to  the  rectangular  fire-box 
with  its  arched  top  are  diagonal  plates,  shown  in  Plate  A,  at  a.  Fig. 
1,  four  in  number,  called  the  off-set  plates,  which  increase  the  radius 
of  the  outer  shell  at  the  fire-box  end  by  7  inches.  The  under  plates 
are  bent  so  as  to  form  flanges  upon  which  to  rivet  the  vertical  front 
side  of  the  external  fire-box. 

The  barrel  of  the  boiler  consists  of  the  outer  shell,  which  has  at 
its  extremities  the  two  tube  plates,  placed  11  feet  apart,  and  con* 
nected  by  161  tubes,  each  2  inches  in  diameter ;  the  smoke-box,  and 
the  bracing.  The  smoke-box  is  simply  an  extension  of  the  shell  by  an 
additional  section,  which  forms  a  receptacle  for  the  hot  gases  as  they 
come  in  detached  currents  through  the  tubes  from  the  fire  box.  The 
bracing  consists  of  diagonal  stays  for  the  ends,  angle  iron,  and  ten 
longitudinal  stay  rods  passing  from  the  front  tube  sheet,  through  the 
steam  space  above  the  tubes  to  the  back  end  of  the  boiler,  and 
fastened  by  nuts  and  washers  upon  the  outside.  The  boiler  has 
lagging,  which  consists  of  felting  and  wood,  covered  with  Russia 
iron,  and  held  down  by  bands  of  brass  running  around  the  boiler. 

The  (Qualities  which  it  is  most  desirable  to  obtain  in  the  constrac- 
tion  of  the  steam  generators  of  locomotives,  are :  adaptation  to  the 
circumstances  of  their  use;"*"  durability  or  economy  in  the  cost  of 
repairs ;  economy  in  construction^  in  material  and  workmanship,  by 
which  weight  would  be  reduced  till  limited  by  the  other  conditions  ; 
strength,  to  sustain   both  the  internal   pressure  and  other   forces 

*  Trowbridge. 
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coming  upon  it;  and,  finally,  efficiency  or  economy  in  evaporative 
qualities — to  decrease  the  expense  of  maintenance,  to  produce  more 
power  without  increase  of  weight,  and  to  employ  as  thin  heating 
surface  and  as  great  in  extent  as  possible,  without  influencing  in  an 
injurious  way  the  other  conditions. 

How  nearly  the  locomotive  boiler  fulfils  these  conditions  would 
form  too  large  a  subject  for  discussion  here,  and  I  will  hence  take 
up,  in  a  general  way,  only  the  problems  of  boiler  strength  and 
efficiency. 

The  materials  in  use  for  locomotive  boilers  are  wrought  iron  for 
the  shell,  and  copper  or  steel  for  the  fire-box.  The  advantages  of 
copper  are  soundness,  easy  working,  little  corrosion  or  oxidation, 
ductility  in  working  and  flanging,  and  its  superior  conducting  power 
to  iron.  Its  disadvantages  are  its  cost,  softness,  in  resisting  the 
abrading  action  of  the  particles  of  coal  as  they  are  driven  against 
such  parts  as  the  crown  sheet  or  tube  plate,  its  loss  of  strength  on 
being  heated,  and  the  greater  thickness  required  for  strength,  which 
overbalances  its  superior  conducting  power.  The  unequal  expansion, 
also,  of  two  metals  of  so  dissimilar  a  constitution  as  copper  and  iron, 
when  used  together,  has  an  important  influence. 

Wrought  iron  has  many  advantages  and  but  few  defects,  the 
greatest  of  which  is  its  rusting.  It  is  perfectly  reliable,  which  can- 
not as  yet  be  said  of  steel,  for  the  unaccountable  way  in  which  that, 
apparently  of  the  best  quality,  cracks  in  the  fire-boxes  when  the 
boiler  is  cooling  down,  separating  sometimes  through  the  rivet 
holes,  but  often  diagonally  or  between  them,  has  formed  a  subject 
for  almost  endless  discussion. 

Experiments  on  Tensile  Strength  of  Boiler  Plate,  made  by  C.  B.  Richards, 
Esq.,  M.  E.,  Hartford,  Conn. 


Kind  ov  Iron  and  its  Brand. 

Ultimate  Tenacity— Tensile  Strength  per  Square 
Inch,  Original  Cross  Section. 

Strongest  Speci- 
men, libs. 

Weakest  Specimen 
Lbs: 

Averages, 
libs. 

Bay  State  Flange  iron 

52998 
71189 

60770 
70100 

52102 

Bay  State  homogeneous  metal 
fgteeU 

70672 

Wrought  iron  increases  in  strength  on  heating,  up  to  570°,*  and 
its  properties,  as  well  as  those  of  steel,  in  respect  to  tensile  strength, 

*  Experiments  by  Franklin  Institute. 


Digitized  by 


Google 


390  Oivil  and  Mechanical  Engtneering. 

are  best  shown  by  the  table  inserted,  which  gives  the  facts  concern- 
ing the  metals  that  are  used  in  the  locomotive  under  consideration. 

The  iron  and  steel  for  this  locomotive  were  furnished  to  the  Hinkley 
Works  on  the  authority  of  these  experiments,  and  were  not  tested  by 
them  before  being  made  up  into  the  boiler.  We  may  then  safely 
take  the  ultimate  tenacity  of  these  two  metals  at  the  figures  given  in 
the  column  of  averages. 

(To  be  continued.) 


THE  MANCHESTER  STEAM  USERS'  ASSOCIATION. 

From  Scientific  American  Supplement,  New  York,  October  21,  1876. 

At  the  request  of  the  Judges,  Group  20,  of  the  American  Exhibition, 
the  Manchester  Association  sends  the  following  particulars  of  the 
operation  of  their  society  : — 

OflSces  :  9  Mount  Strbbt,  Manchbstbb,  July  4,  1876. 

THB   OBNTBNNIAL   COMMISSION,   INTBRNATIONAir  BXHIBITION, 
PHILADBLPHIA. 

For  the  Use  of  the  Judges  in  Oroup  20. 

Gentlemen : — In  reply  to  a  letter  received  from  Mr.  Chas.  T. 
Porter,  requesting  information  as  to  the  working  of  the  Manchester 
Steam  Users'  Association,  for  the  use  of  the  Judges  of  the  Inter- 
national Exhibition,  Philadelphia,  I  beg  to  forward  the  following 
particulars,  and  in  doing  so  will  take  up  the  points  seriatim,  in  the 
order  in  which  they  occur  in  Mr.  Porter's  letter. 

No.  1.  "  Term  of  Eosistence.'' — The  Association  was  established  in 
the  year  1854,  and  has  been  in  active  work  ever  since,  increasing  in 
the  number  of  its  boilers  and  the  area  of  its  operations. 

No.  2.  '^Average  and  Present  Number  of  Boilers  in  charge.'' — The 
number  of  boilers  now  under  inspection  is  as  nearly  as  may  be  3000, 
The  average  for  the  last  five  years  has  been  2500. 

No.  3.  Character  of  the  Boilers^  and  if  of  different  types  the  num- 
ber of  each. — By  far  the  greater  number  of  boilers  enrolled  with  the 
Association  are  horizontal,  and  internally  fired.  Speaking  approxi- 
mately, the  relative  number  of  the  various  types  is  as  follows  : — 
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50  per  cent,  are  what  are  termed  ^^  Lancashire  "  boilers;  that  is  to 
say,  having  two  internal  tubes  running  through  them  from  end  to  end^ 
in  which  the  fires  are  placed. 

16  per  cent,  are  of  the  "  Cornish  "  Type ;  that  is  to  say,  having  one 
furnace  tube  running  through  it  from  end  to  end,  in  which  the  fire  ia 
placed. 

15  per  cent,  are  externally  fired,  such  as  plain  cylindrical,  egg- 
ended  colliery  boilers;  French  or  "Elephant,"  and  "Butterly*' 
boilers. 

8  per  cent,  are  variations  of  the  "  Lancashire  '*  and  "  Cornish  '* 
boiler,  with  a  number  of  small  flue  tubes,  some  termed  multiflued,  and 
others  multitubular,  etc. 

6  per  cent,  are  of  the  "  Galloway  "  type. 

6  per  cent,  are  of  miscellaneous  types,  such  as  boilers  at  iron-works 
heated  by  flames  passing  off  from  puddling  and  iron  furnaces,  water- 
pipe  boilers,  locomotive  and  marine  boilers,  and  vertically  internally 
fired  boilers,  etc.  This  proportion  varies  somewhat  year  by  year,  as 
boilers  are  changed. 

No.4.  Pressure  carried — between  what  limits, — All  the  ''Lancashire*'' 
boilers  made  for  members  under  the  inspection  of  the  Association, 
the  ruling  diameter  of  which  is  7  feet  in  the  shell,  and  2  feet  9  inches 
in  the  furnace  tubes,  are  fit  for  a  working  pressure,  as  a  minimum, 
of  75  pounds  on  the  square  inch.  Many  are  fit  for  a  pressure  of  85 
pounds,  others  90  pounds  and  100  pounds.  No  new  boilers  are  made 
to  the  Association's  standard  for  a  lower  pressure  than  75  pounds  on 
the  square  inch.     Many  smaller  boilers  are  carrying  120  pounds. 

No.  5.  Character  of  the  Examinations  made^  and  their  frequency, — 
A  complete  examination  of  every  boiler  is  made  both  inside  and  out- 
side, when  at  rest  and  properly  prepared,  at  least  once  a  year,  and 
more  often  if  necessary  :  that  is  to  say,  if  the  boiler  does  not  appear 
thoroughly  sound  or  repairs  have  to  be  examined.  Hydraulic  tests 
are  also  had  recourse  to  when  necessary.  In  addition  to  the  annual 
thorough  examination,  two  "  external "  examinations  are  made  of 
each  boiler  per  annum,  with  the  boilers  at  work  and  steam  up.  This 
number  is  a  minimum. 

No.  6.  Nature  of  the  Defects  and  the  Number  of  each  per  annum, 
— The  following  is  a  list  of  the  defects  discovered,  with  the  number 
of  each  for  the  year  1875 : 
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Farnaces  ont  of  shape 

Fractures  . 

Blistered  plates 

Internal  corrosion 

External  corrosion     . 

Internal  grooving 

External  grooving    • 

Feed  apparatus  out  of  order 

Water-gauges  " 

Blow-out  apparatus 

Fusible  plugs 

Safety  valves 

Pressure  gauges 

Boilers  without  glass  water-gauges 
"  "      safety  valves 

^'  ^^       pressure  gauges 

**  "       blow-out  apparatus 

"  "       feed   back-pressure 

valves    . 

Cases  of  over  pressure 

Oases  of  deficiency  of  water 


22 

87 

79 

163 

104 

117 

9 

1 

7 

14;     8 
6 

80;     8 
110;     7 
2 

8;  1 
6;  4 
6 

61 

9;  5 
2;    1 


3  dangerous. 
10 

6 

5  « 

21  « 

1  " 

2  « 


ro^oZ— defects,  833 ;  77  dangerous. 

No.  7.  ^^In9traetion%  given  to  Oumers  and  Firemen.** — We  have  no 
written  code,  but  are  thinking  of  preparing  a  list  of  instructions  to 
firemen.  All  we  ask  from  the  owners  is,  to  get  a  good  boiler  and  a 
careful  man.  We  impose  no  arbitrary  conditions.  Information  to 
the  owners  is  always  accessible  at  these  offices. 

No.  8.  The  Chiarantee  afforded  to  Memben. — The  Association 
guarantees  the  members  freedom  from  explosion,  and  the  Associa- 
tion's guarantee  has  never  failed.  Its  members  continue  to  enjoy 
immunity  from  explosion  year  after  year.  As  a  pledge  of  good 
faith,  the  reports  are  endorsed  with  a  pecuniary  guarantee  of  X300, 
but  the  Association  has  no  explosions.  The  only  exception  to  this 
was  the  rending  of  a  furnace  through  overheating  in  consequence  of 
misuse  by  the  owner,  who  charged  the  boiler  heavily  with  caustic 
soda  and  arsenic,  bringing  down  the  incrustation  but  yet  neglecting 
to  blow  out.  No  one  was  hurt,  and  the  boiler  was  soon  repaired  and 
set  to  work  again.  We  warn  our  members  against  using  compositions 
and  neglecting  to  blow  out.  We  guarantee  our  members  perfect 
immunity  from  explosion,  provided  only  they  meet  us  with  ordinary 
fairness.  Year  after  year  we  are  able  to  report  "  No  exploeionfrom 
any  boiler  guaranteed  by  the  Association.** 
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No.  9.  The  Cost  to  Members  of  the  Inspection  and  Q-uarantee. — 
The  charge  for  inspection  is  one  guinea  and  a  half  per  annum  each 
boiler,  within  a  radius  of  40  miles  of  Manchester ;  beyond  that  dis- 
tance according  to  arrangement.  There  is  no  charge  for  guarantee. 
The  Association's  guarantee  is  neither  to  be  bought  nor  sold.  If  the 
Association  considers  a  boiler  unsafe,  nothing  will  induce  it  to  say  it 
is  safe.  If  the  boiler  is  safe,  there  is  no  need  to  charge  for  saying 
so.  The  expenditure  is  incurred  in  inspection,  and  the  Association 
has  no  explosions  to  make  compensation  for. 

No.  10.  "  The  Result  of  the  Work  of  the  Association  in  Immunity 
from  Accidents.'* — It  is  presumed  that  by  the  word  "accidents*'  is 
meant  explosions.  Explosions  in  the  great  majority  of  cases  are  not 
accidental.  They  arise  from  known  causes.  Inspection  is  able  to 
prevent  their  occurrence,  and  is  found  in  the  experience  of  the  Asso- 
ciation to  be  quite  adequate.     See  here  reply  to  question  No,  8. 

No.  11.  Upon  what  do  you  rely  for  Safety? — Upon  competent 
periodical  inspection.     See  reply  to  questions  8  and  10. 

No.  12.  ^^  Low-water  Detectors" — We  recommend  that  each  boiler 
should  have  two  good  glass  water-gauges,  fixed  directly  to  the  front 
end  plate  of  the  boiler,  immediately  under  the  eye  of  the  attendant. 
We  approve  of  a  low-water  safety  valve  which  relieves  the  pressure 
of  the  steam  as  soon  as  the  water  falls  below  the  desired  level.  Alarm 
whistles  may  be  easily  silenced,  and,  as  a  rule,  have  been  discarded. 
A  low-water  safety  valve  is  more  reliable,  as  it  blows  oflF  either  for 
high  steam  or  low  water,  and  thus  is  kept  in  constant  play. 

No.  13.  ^^Automatic  Feed  Regulators.'' — We  do  not  approve  of 
these,  thinking  them  apt  to  mislead,  and  to  engender  a  false  confi- 
dence.    We  prefer  feeding  by  hand  as  more  trustworthy. 

No.  14.  "  Testing  Boilers  in  use  by  Hydrostatic  Pressure.*' — We  do 
not  adopt  this  course  as  a  rule,  and  only  adopt  it  where  there  is  some 
peculiarity  in  form,  say  to  ascertain  the  strength  of  a  flat  surface,  or 
when  any  question  arises  as  to  the  power  of  a  furnace  to  resist  collapse. 
In  the  case  of  the  cylindrical  shells  of  boilers,  we  rely  on  careful  in- 
spection. If  the  plates  appear  to  be  wasted  we  drill  them  to  ascertain 
the  precise  thickness,  and  sound  the  rivet  heads  to  see  if  corrosion  is 
interfering  with  the  consistency  of  the  metal.  We  have  the  boiler 
so  set  that  all  parts  may  be  accessible  to  examination.  If  the  brick- 
work interferes  we  have  it  removed.  When  hydraulic  tests  are  ap- 
plied, the  boilers  are  gauged  at  the  fiat  ends,  and  also  in  the  furnace 
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tubes,  to  see  if  any  movement  occurs.  We  have  no  faith  in  ^^  blind" 
hydraulic  tests  for  getting  at  the  strength  of  parts  out  of  sight.  Our 
rule  is  to  see  everything. 

No.  15.  *'  The  Experience  and  approved  Usages  of  other  Similar 
Associations  in  England.'* — The  object  of  the  Manchester  Steam 
Users'  Association  is  the  saving  of  human  life,  and  the  prevention  of 
explosions.  It  has  no  shareholders  and  pays  no  dividends.  The 
President  and  members  of  the  Executive  committee  give  their  time 
gratuitously  year  after  year  in  the  interest  of  the  members  and  the 
public  generally,  vrith  the  object,  as  already  stated,  of  saving  life. 
There  is  no  other  similar  association  in  the  country,  but  there  are 
joint-stock  boiler  insurance  companies,  founded  for  the  purpose  of 
dividend.  I  think  I  have  now  replied  to  all  the  inquiries  contained 
in  Mr.  Porter's  letter,  .but  may  add  that  our  Association  goes  to  the 
expense  of  sending  a  qualified  officer  to  investigate  every  explosion 
that  occurs  in  any  part  of  the  country,  and  draw  up  a  full  report, 
with  illustrative  drawings  of  the  same.  These  are  carefully  preserved 
at  the  offices,  and  form  most  instructive  and  valuable  documents.  A 
very  abridged  statement  of  the  description  of  boiler,  course  of  the 
rents,  effects  of  the  explosion,  and  the  cause,  is  given  in  a  tabular 
synopsis  published  in  the  Association's  printed  monthly  reports, 
circulated  amongst  the  members,  and  sent  to  the  press  gratuitously,  so 
as  to  disseminate  the  information  as  widely  as  possible. 

The  Association  has  boilers  enrolled  under  its  inspection  situated 
in  all  parts  of  the  United  Kingdom.  Also  it  has  several  correspond- 
ing members  abroad,  and  is  affiliated  with  another  institution  for  the 
periodical  inspection  of  boilers  at  Calcutta.  Its  monthly  reports 
will  be  found  in  the  library  of  the  Franklin  Institute  at  Philadelphia. 

Trusting  that  this  information  will  be  of  service  to  you,  and  wish- 
ing you  every  success  in  your  labors, 

1  remain,  Gentlemen,  yours  faithfully, 

L.  E.  Fletcher,  Chief  Engineer. 


St.  Oothard  Tunnel. — An  international  commission  charged 
with  the  duty  of  reporting  upon  the  St.  Oothard  Tunnel  have  offi- 
cially remarked  that,  thanks  to  the  improved  machinery  which  has 
been  introduced,  the  works  have  made  great  progress  of  late,  so  that, 
unless  unforeseen  obstacles  should  supervene,  it  will  in  future  be 
comparatively  easy  to  complete  the  tunnel  at  the  average  rate  of  20 
feet  per  day. — Engineering. 
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ON  ROPE  GEARING  FOR  THE  TRANSMISSION  OF  LARGE 
POWER  IN  MILLS  AND  FACTORIES.* 

By  Mr.  James  Durib. 

[A  Paper  read  at  the  Meeting  of  the  Institution  of  Mechanical  Engineers,  at  Man- 
chester, England,  October  25,  1876.] 

The  best  means  of  transmitting  power  from  the  prime  mover  to 
the  various  machines  in  a  factory  has  long  been  a  matter  of  import- 
ance to  the  engineer  and  to  the  manufacturer.  Until  lately,  toothed 
gearing— either  as  spur  or  bevel  wheels,  or  a  combination  of  both — 
has  been  almost  universally  employed  for  first  motions,  the  smaller 
powers  being  taken  off  pulleys  by  leather  belts.  The  facility  of 
taking  small  powers  off  drums  to  machines  by  means  of  belts,  and 
the  absence  of  noise  and  vibration,  led  to  the  adoption,  in  the  United 
States  of  America,  of  broad  leather  belts  for  the  transmission  of 
large  powers  from  the  prime  mover  to  the  shafting  in  factories ;  and 
the  success  which  has  followed  the  adoption  of  these  large  belts  there, 
has  led  to  their  being  adopted  by  many  users  of  power  in  this 
country. 

The  object  of  the  present  paper  is  to  bring  before  the  institution 
the  plan  of  transmitting  large  powers  by  means  of  round  ropes  work- 
ing on  grooved  wheels,  which,  in  some  parts  of  this  country,  has  been 
largely  adopted  as  a  substitute  for  toothed  gearing.  The  experience 
gained  by  the  firm  with  which  the  writer  is  connected,  in  this  mode 
of  transmitting  power,  hes  extended  over  a  period  of  thirteen  years; 
and  wherever  it  has  been  employed,  either  to  replace  toothed  gearing 
in  old  or  for  new  works,  it  has  always  given  complete  satisfaction. 

In  this  mode  of  driving,  the  fiy-wheel  of  the  engine  is  made  con- 
siderably broader  than  the  fly-wheel  of  an  engine  having  cogs  on  its 
circumference ;  and,  instead  of  cogs,  a  number  of  parallel  grooves  for 
the  ropes  are  turned  out,  the  number  and  size  of  which  are  regulated 
by  the  power  to  be  taken  off  the  fiy-wheel.  The  power  which  each  of 
the  ropes  will  transmit  depends  upon  their  size,  and  the  velocity  of 
the  periphery  of  the  fiy-wheel.  The  ropes  employed  are  of  two  sizes 
for  large  powers,  namely,  5 J  inches  and  6|  inches  circumference ; 
another  size  of  rope,  4J  inches  circumference,  is  employed  for  small 

*  From  Iron,  London,  Oct.  28,  1876. 


Digitized  by 


Google        — 


896  Civil  and  Meekanical  Engineering. 

powers,  but  there  is  no  definitely  ascertained  limit  to  the  size  of  ropes 
that  may  be  employed.  Where  large  powers  are  required,  and  where 
large  pulleys  can  be  used,  it  is  best  to  use  heavy  ropes,  and  the  con- 
trary when  the  opposite  is  the  case. 

The  velocity  of  the  periphery  of  the  grooved  fly-wheel  and  pulley» 
is  generally  arranged  to  be  between  8,000  and  6,000  feet  per 
minute ;  and  the  velocity  being  settled  and  the  power  of  the  steam 
engine  known,  the  number  of  the  ropes  required  to  transmit  the 
power  is  then  determined,  from  the  experience  that  has  been  gained 
of  the  amount  of  power  transmitted  by  ropes  in  previous  cases.  It 
is  very  essential  that  the  right  proportion  between  the  diameter  of 
the  ropes  and  the  pulleys  is  obtained ;  if  the  diameter  of  the  pulley 
is  too  small,  the  rope  in  continually  bending  over  them  is  apt  to  strain 
the  strands  and  grind  the  core  into  dust,  and  on  the  size  of  the  pulley 
in  a  great  measure  depends  the  life  of  the  rope.  As  a  general  rule 
the  circumference  of  a  pulley  should  not  be  less  than  thirty  times 
that  of  the  rope  which  works  on  it.  In  apportioning  the  distance 
between  the  driver  and  the  driven  shafts,  great  latitude  may  be  taken 
— a  distance  of  from  20  to  60  feet  may  be  taken  as  a  fair  space. 

The  mode  of  applying  a  complete  system  of  rope  gearing  may  be 
seen  at  a  factory  for  spinning  and  weaving  jute  belonging  to  Messrs. 
A.  and  J.  Nicoll,  at  Dundee,  and  fitted  up  by  Messrs.  Pearce  Bros., 
Lilybank  Foundry,  of  that  town ;  this  gearing  has  been  working 
from  June,  1870.  The  engine  fly-wheel  is  22  feet  diameter,  and  has 
eighteen  groves  cut  in  its  circumference ;  its  width  is  4  feet  10  in. 
over  all.  The  engine  makes  43  revolutions  per  minute,  and  the 
velocity  of  the  periphery  of  the  fly-wheel  is  2,967  feet  per  minute. 
The  power  of  the  engine  varies  from  400  to  425  ind.  h.  p. ;  the 
power  transmitted  by  each  of  the  ropes,  which  are  6J  inches  circum- 
ference, is,  therefore,  about  23  h.  p.  The  power  is  transmitted  to 
the  ground  floor  by  five  ropes  on  to  a  pulley  7  feet  6  inches  diameter, 
the  power  required  being  115  ind.  h.  p.;  that  to  the  first  floor  by 
four  ropes  to  a  pulley  6  feet  6  inches  diameter,  the  power  required 
being  92  ind.  h.  p. ;  and  that  to  the  attic  by  six  ropes  on  to  a  pulley 
5  feet  6  inches  diameter,  the  power  required  being  138  ind.  h.  p.j 
two  shafts  being  required  in  this  room,  the  power  to  the  second  shaft 
is  transmitted  by  horizontal  ropes,  whilst  on  the  other  side  of  the 
engine  shaft  three  ropes  transmit  69  ind.  h.  p.  to  a  weaving  shed, 
the  pulley  being  7  feet  6  inches  diameter.     The  ropes  should  never 
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be  80  heavily  loaded  as  to  draw  them,  even  on  short  spans,  to  a  near 

approach  to  a  straight  line ;  in  this  factory  each  rope,  traveling  at 

a  velocity  of  2,967  feet  per  minute,  transmits,  as  above,  23  ind.  h.  p., 

33,000X23 
the  tension  on  the  rope  is,  therefore,  — ^  0^7 —  =  256  lbs.,  which  is 

a  very  long  way  under  the  breaking  strength  of  the  ropes. 

The  ropes  do  not  rest  on  the  bottom  of  the  groove,  but  on  its 
V-shaped  sides ;  these  sides  are  generally  made  at  an  angle  of  about 
43°  to  each  other.  If  the  angle  at  which  the  grooves  are  formed  is 
very  obtuse,  the  ropes  will  slip ;  if  too  acute,  much  friction  may  be 
caused  by  the  rope  becoming  wedged  into  the  groove.  As  the  sum 
of  the  tensions  upon  the  two  parts  of  a  band  is  the  same,  whatever 
be  the  pressure  under  which  the  band  is  drawn  or  the  resistance 
overcome,  the  returning  side  of  the  rope  is  as  much  slackened  as  the 
working  side  is  tightened.  It  is  therefore  generally  advisable,  when 
it  can  be  so  arranged,  to  have  the  tight  or  driving  side  of  the  ropes 
at  the  bottom,  so  that  the  returning  side  may  lap  round  the  top  of 
the  pulleys,  and  consequently  obtain  extra  bearing  surface ;  when 
the  opposite  is  the  case,  the  ropes  fall  sooner  out  of  the  grooves,  and 
so  lessen  the  bearing  surface.  It  is  not  always  practicable  to  arrange 
this,  and  in  the  case  of  taking  the  power  off  both  sides  of  the  driving 
pulley,  it  is  obviously  impossible. 

None  of  the  shafts  of  this  factory  are  driven  from  the  fly-wheel  by 
less  than  three  ropes,  the  strain  on  each  rope  being  only,  as  shown 
above,  256  lbs.;  it  may  therefore  be  supposed  that  a  greater  weight 
may  temporarily  be  put  upon  a  rope,  in  case  any  of  the  ropes  should 
require  to  be  tightened  up,  and  this  is  often  done.  A  rope  is  taken 
off  at  a  n^al  hour,  respliced,  and  put  on  again  at  the  next  stoppage  of 
the  engine,  thus  avoiding  any  necessity  for  night  work  or  overtime. 
Night  work  should  always  be  avoided,  for  besides  the  extra  expense 
incurred,  the  work  is  never  so  well  done  by  artificial  light  as  it  is 
-done  by  daylight. 

In  the  Samnuggur  Jute  Factory,  Calcutta,  which  is  a  one-story 
building,  all  the  machinery,  both  spinning  and  weaving,  is  on  the 
ground  floor.  The  engines  are  placed  near  the  middle  of  the  build- 
ing ;  they  are  about  1,000  ind.  h.  p.,  and  make  forty-three  revolutions 
per  minute  ;  the  fly-wheel  is  28  feet  diameter,  and  its  width  6  feet  7 
inches ;  the  velocity  of  the  periphery  being  3,784  feet  per  minute. 
The  ropes  are  6|  inches  circumference,  eighteen  ropes  transmit  the 
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power  to  the  right  hand  or  spinning  side,  and  seven  ropes  to  the  left 
liand  or  weaving  side,  making  a  total  of  twenty-five  ropes ;  each  rope 
therefore  transmits  40  ind.  h.  p.     The  tension  on  each  rope  due  to 

this  load  at  the  above  velocity  is  — VtqT —  =  849  lbs.,  which  is 

rather  a  heavier  load  than  in  the  previously  described  factory ;  all 
the  shafts  are  also  driven  by  more  than  one  rope,  with  the  exception 
of  some  of  the  line  shafts  in  the  weaving  shed.  Rope  gearing  was 
only  adopted  in  this  case  after  the  most  searching  inquiry  as  to  its 
suitability  for  working  in  the  warm  and  humid  climate  of  Calcutta, 
and  its  adoption  has  been  attended  with  very  satisfactory  results, 
both  in  this  case  and  also  at  the  Sealdah  Mills  in  Calcutta. 

The  drawings  show  the  arrangements  adopted  when  the  factories 
have  been  specially  designed  for  rope  gearing,  but  this  gearing  has 
often  been  applied  to  replace  toothed  gearing  in  mills  already  built. 
The  plan  then  adopted  is  to  put  in  a  new  grooved  fly  wheel,  or  to> 
place  grooved  segments  upon  the  existing  fly  wheel,  when  the  speed 
is  sufficiently  great  to  allow  of  a  limited  number  of  ropes  being  em- 
ployed, and  the  width  of  the  wheel  pit  is  also  sufficient  for  the 
purpose ;  but  if  this  plan  cannot  be  adopted,  grooved  pulleys  are  put 
on  the  second-motion  shaft,  and  the  ropes  carried  to  the  different 
stories  of  the  mill.  It  has  even  sometimes  been  necessary  to  put  in 
a  counter  shaft,  so  as  to  gain  speed  and  get  sufficient  length  between 
the  centres  of  the  shafts  on  which  the  pulleys  are  placed. 

A  comparison  has  now  to  be  made  between  the  system  of  rope 
gearing  and  the  other  two  systems  in  use  at  the  present  time.  The 
system  in  most  general  use  is  toothed  gearing;  in  this  the  first  driver 
is  the  spur  wheel  fitted  on  to  the  crank  shaft  of  the  engine,  into 
which  is  geared  the  driven  pinion  of  smaller  size.  In  order  to  insure 
these  two  wheels  working  well  it  is  absolutely  essential  that  the 
centres  of  the  engine  shaft  and  the  shaft  of  the  pinion  are  rigidly 
fixed  at  the  correct  distance  from  each  other,  and  that  the  teeth  of 
the  two  wheels  are  accurately  of  the  same  pitch  and  size.  The  first 
of  these  objects  is  obtained  by  making  the  engine  bed,  in  a  horizontal 
engine,  a  strong  rigid  casting  resting  on  an  expensive  ashlar  foun- 
dation, or  in  a  beam  engine  the  foundations  are  alone  depended  upon. 
If  these  objects  are  obtained,  the  wheels  ought  to  work  smoothly 
and  without  much  noise;  but  how  often  this  desirable  object  is 
obtained,  it  only  requires  a  walk  to  be  taken  through  the  streets  of  a 
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manufactariDg  town,  to  ascertain  by  the  rumbling  noise,  sometimes 
heard  at  a  distance  of  several  hundred  yards,  that  all  is  not  as  it 
should  be  for  the  safe  and  economical  transmission  of  the  power  of 
the  steam  engine.  If  the  factory  consists  of  more  than  one  story,  the 
power  has  to  be  taken  from  the  second-motion  shaft,  by  means  of  an 
upright  shaft  and  bevel  wheels,  requiring  heavy  wall  boxes,  and 
strong  walls  to  keep  the  wall  boxes  in  their  places ;  the  whole  object 
in  the  construction  of  the  factory  being  to  secure  a  rigid  and  im- 
movable structure,  a  matter  which  is  very  difficult  to  attain. 

In  the  case  of  rope-gearing,  the  ropes  by  which  the  power  is  trans- 
mitted consist  of  an  elastic  substance,  and  their  lightness,  elasticity, 
and  comparative  slackness  between  the  pulleys,  are  highly  conducive 
to  their  taking  up  any  irregularity  that  may  occur  in  the  motive 
power.  This  accounts  for  the  slight  attachments  that  are  required 
for  shafting  driven  by  ropes  from  a  grooved  fly  wheel ;  and  it  is  the 
same  with  all  the  bearings  throughout  the  mill,  the  shafts  in  the 
various  flats  only  requiring  a  light  wall  box,  bracket,  or  the  bearing 
may  be  carried  on  a  column  of  the  mill.  The  cost  of  fitting  up  a 
mill  with  rope  gearing  is  considerably  less  than  with  tooth  gearing, 
when  the  shafts  to  be  driven  revolve  at  a  high  speed,  but  the  cost  is 
about  the  same  in  other  cases.  It  is,  however,  rather  difficult  to  give 
exact  figures  for  this  comparison,  one  great  saving  being  in  the 
foundations  of  the  engine,  the  wall  boxes,  and  the  extra  strength  of 
the  walls  required  for  upright  shafts. 

The  great  advantage  of  rope  gearing,  however,  is  the  entire  free- 
dom from  any  risk  of  a  breakdown  ;  when  a  rope  shows  symptoms  of 
giving  way — and  ropes  always  give  symptoms  of  weakness  long  before 
they  break — the  weak  rope  can  be  removed  and  another  put  in  its 
place  at  any  meal  hour  or  evening.  The  cost  of  the  maintenance  of 
ropes  for  transmitting  400  ind.  h.  p.  has  been  found  to  be  ^20  per 
annum,  or  about  £b  per  100  ind.  h.  p.  per  annum.  This  is  made  up 
of  the  cost  of  renewal  of  the  ropes,  and  occasional  wages  for  tighten- 
ing them.  Some  ropes  have  been  found  to  run  ten  and  a  half  yearsy 
but  as  the  general  rule,  the  life  of  a  rope  may  be  said  to  be  from 
three  to  five  years,  though  even  five  years  has  been  often  much 
exceeded. 

The  friction  of  rope  gearing  has  often  been  found  to  be,  for  high 
speeds,  considerably  less  than  that  of  toothed  gearing;  but  the 
writer  regrets  not  being  able  to  give  definite  information  on  this 
point,  which  is  a  very  important  one  to  those  contemplating  altering 
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their  gearing  or  building  new  works.  The  reason  why  no  definite 
reason  can  be  given — beyond  the  universal  impression  of  those  who 
have  adopted  them,  that  ropes  require  less  power  to  drive  than 
toothed  gearing — is,  that  in  all  cases  where  rope  gearing  has  been 
substituted,  other  alterations  have  been  made  at  the  same  time,  or 
the  engines  were,  after  the  alteration,  driven  at  an  extra  speed  of  ten 
or  fifteen  revolutions  per  minute.  However,  every  one  who  has  sub- 
stituted rope  gearing  for  toothed  gearing,  also  agrees  in  bearing 
testimony  to  the  great  improvement  and  steadiness  of  driving  ob- 
tained after  the  alteration,  and  that  they  are  enabled  to  turn  off  a 
greater  amount  of  yarns  from  the  machinery  in  the  same  time.  The 
tendency  at  the  present  time,  with  the  introduction  of  shorter  hours 
of  labor  and  foreign  competition,  being  to  increase  the  speed  of 
shafting  and  machinery,  to  be  able  by  this  means  to  increase  the 
speed  of  the  shafts  must  be  of  great  advantage  to  those  who  own  old 
mills,  the  toothed  gearing  of  which  is  generally  driven  as  fast  as  it  is 
safe  to  drive  it. 

The  ropes  used  for  rope  gearing  are  mostly  made  of  hemp,  care- 
fully selected;  the  qualification  of  a  good  rope  being  that  the  fibres 
are  as  long  as  possible,  and  that  the  rope  should  be  well  twisted  and 
laid,  and  yet  be  soft  and  elastic.  It  is  also  very  important  that  the 
ends  of  the  ropes  should  be  united  by  a  uniform  splice — the  splice 
should  not  be  of  a  greater  diameter  than  the  other  part  of  the  rope ; 
to  effect  this  object  the  splice  is  made  about  nine  or  ten  feet  long. 

The  comparison  between  rope  gearing  and  toothed  gearing  having 
been  made,  it  remains  to  compare  ropes  and  leather  belts,  which 
latter  have  been  largely  used  in  the  manufacturing  districts  of  Lan- 
cashire and  Yorkshire,  for  the  transmission  of  large  powers.  The 
writer  has  not  been  able  to  obtain  very  satisfactory  information  as  to 
the  amount  of  power  absorbed  in  friction  by  large  belts ;  in  some 
cases  it  has  been  said  to  be  more,  and  in  some  less,  than  with  toothed 
gearing.  The  most  trustworthy  information  he  has  obtained  is  in  the 
case  of  a  four  story  woolen  mill,  where  an  upright  shaft,  with  bevel 
gearing,  was  replaced  by  two  belts,  one  22  inches  wide,  and  the 
other  27  inches  wide,  the  power  transmitted  being  400  ind.  h.  p.,  and 
the  speed  of  the  belts  3,000  feet  per  minute.  The  driving  pulleys 
are  on  the  second-motion  shaft.  In  this  case  the  power  is  stated  to 
be  the  same  with  the  belts  as  it  was  before  the  alteration  ;  but,  as  in 
the  case  of  rope-driving,  the  "  turning  "  is  found  to  be  much  superior 
to  what  it  was  before  the  alteration.     The  width  of  the  pulleys  for 
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ropes  is  generally  rather  less  than  for  belts  transmitting  the  same 
power ;  but  there  is  some  difference  of  practice  as  to  the  width  of 
belt  used  for  transmitting  a  certain  power.  The  cost  of  hemp  ropes 
is  considerably  less  than  of  leather  belting,  the  cost  of  hemp  ropes 
being  about  1«.  per  pound  against  8«.  per  pound  for  leather  belts. 
The  grooved  pulleys  for  ropes  cost  more  than  plain  pulleys,  but 
making  allowance  for  this,  the  total  cost  of  ropes  and  grooved  pulleys 
for  transmitting  a  given  power,  does  not  exceed  one-half  or  two- 
thirds  the  cost  of  leather  belting  and  flat  pulleys.  The  advantage 
of  ropes  over  belting,  however,  lies  in  the  power  being  divided  up 
into  a  number  of  ropes,  so  that  in  the  case  of  any  one  of  the  ropes 
showing  symptoms  of  weakness,  that  rope  may  be  removed  by  stopping 
the  engine  for  a  few  minutes,  the  remaining  ropes  continuing  to  do 
the  work  until  a  stoppage  of  the  engine  occurs.  In  the  case  of  belt- 
ing, as  only  one  belt  is  employed  to  drive  one  flat  of  a  mill,  if  any- 
thing were  to  occur  to  the  belt,  the  whole  of  that  flat  would  be  stopped 
until  the  belt  was  repaired. 

Judging  from  the  practice  adopted,  the  comparative  amount  of 
power  transmitted  by  certain  sizes  of  ropes  and  widths  of  double 
belts,  the  writer  finds  that  a  6J  inch  circumference  rope  does  about 
the  same  amount  of  work  at  a  given  speed  of  say  3,000  feet  per 
minute  as  a  belt  4  inches  broad.  This  width,  however,  represents  the 
smallest  width  adopted  as  a  rule,  5  inches  corresponding  to  the 
American  practice,  but  taking  a  4  inch  belt,  the  bearing  surface  of  a 
6  j  inch  circumference  rope  on  the  sides  of  the  grooves  on  a  4  feet  6 
inch  pulley  will  be  half  the  circumference,  or  85  inches,  and  allowing 
the  rope  half  an  inch  width  of  bearing  on  each  side,  or  1  inch  for 
both  sides,  the  total  bearing  surface  is  86  X  1  =  85  square  inches, 
whilst  the  belt  has  85  X  4  =  340  square  inches,  or  four  times  the 
amount.  Consequently,  in  order  that  a  6 J  inch  circumference  rope 
may  transmit  as  much  power  at  the  same  tension  as  a  4  inch  belt,  the 
effective  pressure  per  square  inch  of  the  bearing  surface  of  the  rope 
on  the  pulley  must  be  at  least  four  times  as  great  as  that  of  the  belt. 

In  order  to  obtain  some  information  bearing  on  this  point,  a  set  of 
experiments  have  been  made  by  Mr.  A.  W.  Pearce.  at  Lilybank 
Foundry,  Dundee,  the  results  of  which  are  given  in  the  following 
table.  The  experiments  were  made  with  the  materials  at  hand ; 
both  the  pulleys  were  just  as  they  came  from  the  lathe,  and  equally 
smooth,  and  they  were  nearly  the  same  size  as  named  in  the 
table.     Comparing  together  Nos.  2  and  5  experiments,  it  is  seen 
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that  a  6  inch  circumference  ungreased  rope,  with  336  lbs.  suspended 
at  one  end,  and  passing  over  a  4  feet  9  inch  grooved  pulley  which 
was  at  rest,  required  only  28  lbs.  at  the  other  end  to  prevent  slipping ; 
whilst  a  half-worn  good  single  leather  belt,  4  inches  wide,  with  the 
same  weight  at  one  end,  and  passing  over  a  4  feet  6  inch  pulley,  re- 
quired 113  lbs.  at  the  other  end  to  prevent  slipping,  or  about  four 
times  as  much  as  with  the  rope.  The  bearing  surface  of  the  rope 
would  be  only  about  one-fourth  that  of  the  belt,  and  the  effective 
pressure  per  square  inch  of  the  bearing  surface  of  the  rope  was  con- 
sequently in  this  case  sixteen  times  as  great  as  that  of  the  belt.  In 
the  experiment  No.  4  a  double  leather  belt,  6  inches  wide  and  f  inch 
thick,  with  the  same  weight  at  one  end,  and  passing  over  a  4  feet  6 
inch  pulley,  required  98  lbs.  at  the  other  end  to  prevent  slipping,  or 
3^  times  as  much  as  with  the  6  inch  circumference  rope.  The  ex- 
periments show,  however,  such  a  great  difference  between  the  results 
with  different  sizes  of  ropes  as  to  make  it  impossible  to  come  to  any 
definite  proportion  between  the  friction  of  ropes  and  belts ;  but  they 
show,  as  was  to  have  been  expected,  that  ropes  have  a  considerably 
greater  hold  on  the  V 'Shaped  grooves  per  square  inch  of  bearing 
surface  than  flat  belts  have  on  pulleys. 

Experiments  on  the  Friction  of  Ropcs  and  Leather  Belts  on  Cast  Iron 

Turned  Pullets. 


No.  of 

-Raaa 

Clronm- 

ferenoe  of 

rope  or 

width  of 

belt. 

Diam- 
eter of 
pulley. 

lioad 

suspended 

atone 

end. 

Weight  required  at 

other  end  to 

prevent  slipping. 

Remarks. 

^.'S^-o-diH 

Un. 
greased. 

Qreased. 

lbs. 

102 

90 

188 

\ 
8 
4 
5 

Rope. 

it 

if 
Belt. 

Inch. 

7 
6 

H 

6 
4 

Ft.  In. 
4    9 
4    9 
4     9 
4    6 
4    6 

lbs. 
886 
886 
886 
886 
886 

lbs. 
66 
28 
14 
98 

118 

Rope  somewhat  worn. 
Rope  new. 
Rope  new. 

Doublebeltfin.thick. 
Single  belt  half  worn. 

Note. — The  rope  pulley  used  in  these  experiments  was  grooved  for  6^  inch  circum- 
ference of  rope. 

The  writer  has  been  informed  that  in  the  United  States  several 
rolling  mills  are  driven  by  means  of  fiat  leather  belts,  and  that  very 
satisfactory  results  are  obtained  by  their  use,  and  he  wishes  to  draw 
the  attention  of  members  engaged  in  this  department  of  manufacture 
to  the  suitability  of  rope  gearing  for  this  purpose.  Although  he  is 
not  aware  of  any  practical  example  of  its  having  been  applied  to 
driving  rolling  mills,  he  is  confident  that  from  the  slackness  with 


Digitized  by 


Google 


The  Duration  of  a  Blow.  408 

which  the  ropes  can  work,  and  the  hold  they  have  on  the  grooves  of 
the  pulleys,  they  would  be  admirably  adapted  for  taking  up  the 
shock  which  is  thrown  upon  the  gearing  of  a  train  of  rolls  when  the 
iron  enters  the  rolls. 

Mr.  Welsh  opened  the  discussion  by  a  mathematical  criticism  of 
the  principles  involved  in  the  paper,  arriving  at  a  corroboration  of 
the  angle  of  40°,  approved  by  Mr.  Durie,  on  the  ground  that  the 
tangent  of  half  this  angle  (0*364)  ought  to  be  equal  to  the  coefficient 
of  friction,  which,  taking  the  mean  of  the  writer's  experiments,  was 
0*399.  He  enforced  his  remarks  by  symbols  and  formulae  of  fearful 
complexity,  inscribed  upon  the  blackboard. 

Mr.  Paget  said  that  he  had  been  working  in  the  same  direction, 
and  had  performed  over  900  experiments  with  a  view  of  getting  at 
some  general  principle.  The  results,  however,  were  so  absurdly  dis- 
cordant that  he  had  abandoned  the  task.  His  best  results  corroborated 
Mr.  Durie's  angle  of  40°. 


THE   DURATION  OF  A  BLOW. 

[From  Engineering  London,  Oc.  27,  1876.] 

In  a  recent  number  of  Engineering  {vide  page  380  ante\  a  paper 
was  reprinted,'*'  describing  an  ingenious  method  by  which  very  small 
intervals  of  time  occurring  between  two  successive  mechanical  move- 
ments may  be  determined  with  a  considerable  degree  of  accuracy. 
For  the  determination  of  the  velocities  of  projectiles  this  method, 
which  has  been  devised  by  Mr.  Robert  Sabine,  would  probably  not 
be  so  applicable  as  the  ordinary  chronoscope  systems,  unless  the  time 
interval  to  be  determined  were  less  than  the  yr^  ^^  ^  second,  when 
it  would  become  superior,  from  the  fact  that  electricity  having  no 
appreciable  inertia  there  is  no  limit  to  the  smallness  of  the  interval^ 
which  may  be  measured  by  means  of  its  outflow  from  an  accumulator. 
But  for  the  determination  of  the  duration  of  contact  between 
metallic  surfaces  during  a  blow  it  is  the  only  system  which  can  afford 
us  any  information  at  all.  For  this  reason  the  following  series  of 
experiments,  with  the  details  of  which  we  have  been  favored  by  Mr. 
Sabine,  will  be  regarded  with  much  interest. 

These  experiments,  which  were  intended  as  preliminary  to  a  more 
extended  inquiry,  were  made  with  a  view  to  And  approximately  how 
the  duration  of  a  blow  varied  with  the  weight  of  the  hammer,  its 
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velocity  of  descent,  and  with  the  materials.  An  iron  ball,  weighing 
^  lb.,  was  suspended  by  a  fine  wire  from  an  insulated  support  upon 
the  ceiling,  so  that  when  it  hung  vertically  it  just  grazed  the  vertical 
face  of  an  ordinary  blacksmith's  anvil  placed  upon  its  side  on  a  table. 
By  raising  the  ball  and  letting  it  swing  against  the  face  of  the  anvil 
a  blow  of  varying  force  could  be  struck.  On  rebounding,  the  ball 
was  arrested  whilst  the  excursion  of  the  galvanometer  needle  was 
observed.  By  measuring  the  angle  through  which  the  ball  was  sep- 
arated, its  vertical  fall  and  final  velocity  could  be  easily  deduced. 
In  this  way  the  greatest  vertical  height  from  which  the  iron  ball  was 
let  fall  on  to  the  face  of  the  iron  anvil  was  4  ft.,  the  least  about  ^ 
inch.  Six  readings  were  taken  for  each  height,  and  they  were  in- 
variably found  to  agree  amongst  each  other.  The  means  only  are 
given  in  the  following  records : 

From  this  it  would  appear  that 
when  the  velocity  of  a  blow  is  in- 
creased, the  duration  is  decreased 
*within  a  certain  limit :  but  that  it 
reaches  a  minimum.  The  velocity 
of  impact  in  the  first  experiment 
was  about  sixty  times  as  great  as  in 
the  last  one ;  but  the  duration  of 
the  blow  nppears  to  be  reduced  only 
to  about  one-fourth  of  the  time. 
The  blows  given  by  two  hammers  of 
different  weights  were  compared. 
No.  1  weighed  4  oz.,  No.  2  weighed 
only  2J  oz.  The  durations  of  the 
blows  were  as  follows : 

It  appears  from  this  that  a  heavier 
hammer  of  the  same  material  gives 
a  longer  duration  of  blow. 

In  the  course  of  these  experi- 
ments it  was  observed  that  the  ball 
after  striking  the  anvil  rebounded 
irregularly,  sometimes  to  a  greater, 
at  others  to  a  less  height,  and  that 
some  relation  appeared  to  exist  be- 
tween the  heights  to  which  the  ball  rebounded  and  the  excursions  of 
the  galvanometer  needle  due  to  the  residue  of  the  charge. 
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In  the  next  series,  therefore,  the  rebounds  of  the  iron  ball  from 
the  iron  anvil  were  measured  and  recorded,  from  which  it  appeared 
that  when   the   rebound  was  greater  the  duration  of  contact  was 

shorter,  and  vice  versa. 

The  explanation  of  this  is  prob- 
ably that  when  the  energy  of  the 
blow  is  expended  in  bruising  or  per- 
manently altering  the  form  of  the 
hammer  or  anvil  by  which  the  contact 
of  the  two  is  prolonged,  it  has  less 
energy  left  to  enable  it  to  rebound, 
and  vice  versa.  Substituting  a  brass 
anvil  and  brass  ball,  it  was  found 
that  the  blow  was  duller,  the  rebound 
much  less,  and  the  duration  of 
contact  nearly  three  times  as  great 
as  when  an  iron  ball  and  anvil  were 
used. 

This  series  shows  also  the  longer 
duration  of  the  blow  when  its  ve- 
locity is  small.  Using  a  brass  anvil 
and  iron  ball  the  duration  of  the 
blow  was  greater  than  when  both 
were  of  iron,  but  less  when  both  were 
of  brass. 

Striking  the  brass  anvil  with  a 
common  hammer,  the  duration  of 
the  blow  appeared  shorter  when 
struck  sharply. 
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It  was,  of  course,  necessary  to  allow  in  each  case  the  hammer  to 
rebound  freely,  and  not  to  prevent  it  doing  so  by  continuing  to  exert 
any  pressure  at  the  instant  of  the  blow.  When  this  condition  was 
observed,  in  was  invariably  found  that  the  harder  and  sharper  the 
blow  the  shorter  was  its  duration.  It  was  also  noticed  that  whenever 
the  anvil  gave  out  a  sharp  ringing  sound,  the  duration  of  the  blow 
was  much  shorter  than  when  the  sound  was  dull. 

A  very  slight  error  would  be  introduced  by  reason  of  thermo- 
currents  set  up  between  the  metals  at  the  moment  of  the  blow.  By 
reversing  the  direction  of  charge  of  the  accumulator,  however,  the 
effect  from  this  cause  was  found  to  be  quite  inappreciable.  Mr. 
Sabine's  experiments  are,  as  we  have  said,  altogether  very  interesting, 
and  we  hope  hereafter  to  be  able  to  record  the  results  of  his  further 
researches. 


Purification  of  Bisulphide  of  Carbon.— M.  L.  H.  Friedburg. 
— The  author  distils  the  sulphide  over  a  pure  vegetable  fat,  such  as 
palm  oil.  To  free  the  sulphide  of  carbon  from  a  little  fatty  matter 
which  it  carries  over,  it  is  poured  into  fuming  nitric  acid,  stirred,  and 
allowed  to  digest  for  twenty-four  hours.  It  is  then  mixed  with  cold 
water,  distilled  at  50°  or  60°,  mixed  with  water  again,  and  re-distilled, 
when  it  is  obtained  perfectly  pure. — Berichte  der  JDeutschen  Chem- 
ischen  Qeselhchaft  zu  Berlin. 
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INFUSORIAL    EARTH    AND    ITS    USES. 
By  Dr.  W.  H.  Wahl.* 

[Prom  the  Quarterly  Journal  of  Science ,  for  July,  1876.] 

Geologists  have  long  since  established,  beyond  peradventure,  the 
fact  that  there  are  rocks  in  the  interior  of  continents,  at  various 
depths  in  the  earth,  and  at  great  heights  above  the  sea,  which  are 
almost  entirely  made  up  of  the  remains  of  what  were  once  living 
organisms.  Such  rock-masses,  says  Lyell,  may  be  compared  with 
modern  oyster  beds  and  coral  reefs,  and,  like  them,  their  rate  of  in- 
crease must  have  been  extremely  gradual.  But  there  are  a  variety 
of  mineral  deposits  that  are  now  proved  to  have  been  derived  from 
plants  and  animals,  of  which  the  organic  origin  was  not  suspected 
even  by  naturalists.  Great  surprise  was  therefore  manifested  when 
the  late  Prof.  Ehrenberg  announced  the  discovery  that  a  certain 
kind  of  siliceous  stone,  called  tripoli,  was  entirely  composed  of  the 
remains  of  countless  millions  of  extremely  minute  organic  beings. 
This  observation  of  the  famous  German  microscopist  speedily  led  to 
the  discovery  of  the  fact  that  deposits  of  this  character  were  quite 
abundant,  and  that  they  were  even  being  formed  at  the  present  time 
over  extended  areas.  The  minute  organisms,  whose  skeletons  make 
up  the  bulk  of  the  deposits,  which  are  now  known  under  the  name  of 
infusorial  earth,  have  been  shown  to  inhabit  the  ocean  in  inconceiv- 
able numbers,  giving  rise  to  the  luminosity  of  the  waters,  which  has 
been  the  subject  of  much  discussion,  and  flourishing  in  almost  every 
place  where  water  stands  for  several  months  of  the  year.  Their 
indestructible  shells  are  therefore  to  be  found  in  greater  or  less 
quantity  in  the  sedimentary  deposits  of  all  our  bogs,  ponds,  and  slow 
streams.  They  are  found  in  great  abundance  beneath  peat  bogs, 
where  they  constitute  strata,  often  many  feet  in  thickness  and  of 
great  extent,  almost  entirely  composed  of  the  siliceous  carapaces  of 
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organic  beings,  so  inconceivably  minute  that  millions  of  their  remains 
are  found  in  a  single  inch.  Ehrenberg  estimates  that  about  18,000 
cubic  feet  of  these  siliceous  organisms  accumulate  annually  in  the 
harbor  of  Wismar,  in  the  Baltic.  He  has,  furthermore,  demonstrated 
that  they  accumulate  in  the  beds  of  American  and  other  seas,  lakes 
and  rivers. 

The  deep  sea  soundings  which  have  lately  been  conducted  in 
various  quarters  of  the  world,  and  have  attracted  much  popular 
interest,  have  shown,  likewise,  that  the  impalpable  mud  or  ooze, 
which  is  accumulating  at  great  depth  in  the  bed  of  the  Atlantic  and 
other  oceans,  is  made  up  almost  entirely  of  the  mineral  skeletons  of 
certain  extremely  minute  organisms.  Of  these  shells,  some  are  cal- 
careous, and  appear  to  be  identical  with  the  organisms  which  abound 
in  the  chalk  of  Europe — the  chalk,  indeed,  is  largely  made  up  of 
such  organic  remains — while  others  are  siliceous.  One  of  these 
deposits  in  the  North  Atlantic  has  been  traced  over  a  distance  of 
thirteen  hundred  miles  in  breadth,  and  not  less  than  six  hundred 
miles  in  length. 

In  peat  bogs,  swamps,  and  the  like,  both  of  modern  and  ancient 
origin,  there  are  often  found  layers,  at  times  many  feet  in  thickness, 
and  of  considerable  extent,  of  a  white  siliceous  paste,  which  is  found 
beneath  the  microscope  to  be  made  up  wholly  of  the  remains  of  these 
minute  organisms.  These  deposits,  with  which  this  article  is  chiefly 
concerned,  are  designated  by  geologists  with  the  name  of  infusorial 
earth.  The  substance  of  which  they  are  composed  has  generally, 
when  dry,  the  appearance  and  consistence  of  friable  chalk,  and  the 
remains  of  which  it  is  made  up,  and  which  were  formerly  referred  to 
microscopic  infusoria,  are  now  generally  held  to  be  plants,  called  by 
naturalists  diatomacece.  The  remains  of  these  diatomacese  are  of  pure 
silex,  and  their  shapes,  as  seen  beneath  the  microscope,  are  various, 
and  form  objects,  often  of  extreme  beauty.  These  forms  are  very 
marked  and  constant  in  particular  genera  and  species,  of  which  many 
hundreds  have  been  described  and  classified  by  Ehrenberg,  Bailey, 
and  others,  and  while  many  of  the  fossil  forms  are  identical  with 
living  species,  others  are  allied  to  them ;  and  the  so-called  infusorial 
beds  are  sometimes  of  marine  and  sometimes  of  fresh  water  origin. 
The  infusorial  earth  may  readily  be  distinguished  from  the  several 
calcareous  and  clayey  deposits  which  it  resembles  in  appearance,  by 
the  fact  that  it  does  not  effervesce  in  acids,  and  its  ready  solubility 
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in  solation  of  caustic  soda  or  potash.  It  has  long  been  well  known 
in  the  arts  as  a  powder  for  polishing  stones  and  metals.  At  Bilin, 
in  Bohemia,  which  is  famous  for  its  occurrence,  there  is  a  single 
stratum  of  this  material,  not  less  in  some  places  than  18  feet  in 
thickness,  and  extending  over  a  large  area.  This  stone,  when  seen 
beneath  the  microscope,  is  found  to  consist  of  the  siliceous  plates  or 
frustules  of  the  above  mentioned  diatomaceae,  united  together  with- 
out visible  cement,  and  so  inconceivably  minute  are  the  particles  of 
which  it  is  composed  that,  according  to  Ehrenberg's  statement,  a 
single  cubic  inch,  which  weighs  about  220  grains,  contains  about 
41,000,000,000  of  individuals,  and  a  single  grain  no  less  than 
187,000,000.  Other  deposits  of  infusorial  earth  (kieselguhr), 
scarcely  less  extensive,  occur  in  Germany,  at  Berlin,  and  at  Planitz, 
in  Saxony.  It  is  found  near  Luneburg,  in  a  stratum  nearly  28  feet 
in  thickness,  and  again  at  Kliecken,  near  Dessau,  and  in  the  vicinity 
of  Cassel.  In  England  deposits  of  considerable  magnitude  have  been 
found  in  Surrey,  at  the  base  of  the  chalk  hills,  and  elsewhere.  In 
Ireland  there  is  a  celebrated  stratum  on  the  banks  of  the  River 
Bann,  in  the  county  of  Down,  and  which,  from  being  in  much  request 
for  polishing  plate,  is  locally  known  as  Lord  Roden's  plate  powder ; 
another  bed  is  found  at  the  base  of  the  Mourne  Mountains,  in  the 
same  county.  In  Lapland  a  similar  earth  is  met  with,  which  in 
times  of  scarcity,  it  is  said,  is  mixed  by  the  inhabitants  with  the 
ground  bark  of  trees  and  used  for  food.  The  edible  earth  of  Lill- 
haggsjon,  in  Sweden,  is  of  the  same  nature.  The  infusorial  earth  is 
found  in  quantity  in  the  Isle  of  France  and  at  San  Fiora,  in  Tus- 
cany, and  deposits  of  various  thicknesses  have  been  detected  in 
Africa  (the  tripoli  of  commerce  is  an  infusorial  earth  that  has  long 
been  exported  from  the  country  whose  name  it  bears),  Asia,  Aus- 
tralia, and  New  Zealand.  In  America  it  has  been  found  in  a  great 
number  of  localities,  and  occasionally  in  enormous  quantities.  Of 
this  nature  are  the  beds  of  white  earth  along  the  banks  of  the 
Amazon,  in  Brazil,  and  used  occasionally  as  food  (7)  by  the  native 
inhabitants.  They  have  been  detected  also  in  Newfoundland  and 
Labrador.  In  the  United  States  perhaps  the  most  remarkable 
deposit  is  that  upon  which  the  City  of  Richmond,  Ya.,  is  built ;  this 
deposit  is,  in  places,  over  20  feet  in  thickness,  and  has  been  traced 
by  Prof.  W.  B.  Rogers,  who  was  the  first  to  point  out  its  nature, 
from  Herring's  Bay,  on  the  Chesapeake,  Md.,  to  Petersburg,  Va., 
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and  beyond.  At  Petersburg  the  stratum  is  30  feet  in  thickness. 
Beds  of"  the  same  character  and  of  some  magnitude  have  likewise 
been  found  in  California,  Oregon,  and  other  points  on  the  Pacific, 
and  at  West  Point,  N.Y.;  while  of  less  importance  are  the  infusorial 
beds  at  Wrentham  and  Andover,  Mass.,  Smithfield,  R.I.,  Stratford, 
Conn.,  and  other  localities  too  numerous  to  mention. 

An  interesting  occurrence  of  this  nature  is  the  deposit  of  infusorial 
earth  at  Drakeville,  Morris  County,  New  Jersey,  and  which,  through 
the  instrumentality  of  the  writer  and  others,  was  first  brought  into 
general  public  notice  about  three  years  ago.  The  bed  in  question  is 
on  the  property  of  the  late  Frederick  S.  Cook,  and  is  located  at  the 
foot  of  Schooley's  Mountain.  The  annual  report  of  Prof.  George 
H.  Cook,  State  Geologist  of  New  Jersey  for  1874,  contained  a 
descriptive  article  in  reference  thereto,  from  which  we  obtain  the  fol- 
lowing statements  concerning  its  probable  extent,  etc. : 

^^  It  has  been  known  as  a  white  earth  or  marl  for  a  long  time,  and 
some  years  since  was  dug  out  and  spread  upon  the  soil  as  a  manure ; 
it  had  also  been  observed  to  possess  remarkable  excellence  for  scour- 
ing silver.  The  establishment  of  a  manufactory  for  making  nitro- 
glycerine and  giant  powder  at  McGainsville,  near  Drakeville,  in 
which  infusorial  earth  imported  from  Germany  was  used,  led  to  an 
examination  of  this  deposit,  when  it  was  found  to  be  the  same 
material  with  that  they  were  bringing  from  Europe.  The  deposit 
occurs  in  a  depression  of  the  surface  just  at  the  foot  of  the  mountain 
(Schooley's).  The  swale  appears  to  be  occupied  in  its  lowest  part 
by  a  common  swamp  of  low  bushes,  growing  in  wet  black  earth ;  but 
by  digging  in  the  black  earth  it  is  found  to  be  only  about  a  foot 
thick,  and  underneath  it  is  the  infusorial  earth.  The  extent  of  the 
black  ground  is  about  540  feet  in  length  by  200  feet  in  breadth,  and 
100  yards  north-east  is  another  but  much  smaller  deposit.  A  trial 
pit  sunk  in  the  middle  of  the  swale  showed  a  thickness  of  12  inches 
of  black  earth,  8  inches  of  very  light  infusorial  earth,  and  12  inches 
or  more  of  a  much  denser  infusorial  earth.  The  lower  part  is  said 
to  be  8  feet  thick,  but  I  only  examined  the  upper  foot  of  it." 

The  report  continues  :  "  There  is  little  doubt  that  other  deposits 
will  be  found  in  the  small  ponds  and  swamps  in  this  gneiss  region, 
and  those  interested  will  do  well  to  make  search  for  it  in  any  of  the 
swales  where  these  little  swamps  occur.  It  can  be  easily  reached  by 
digging,  and  when  found  can  be  distinguished  from  any  other  white 
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earth  by  its  not  effervescing  with  acids  as  white  marl  does,  by  its  not 
becoming  plastic  when  wet,  as  white  clay  does,  and  by  its  dissolving 
almost  entirely  in  a  strong  boiling  hot  solution  of  washing  soda. 

^'  The  importance  of  this  material  will  be  appreciated  when  it  is 
stated  that  the  manufacture  of  dynamite^  or  giant  powder,  at  Drake- 
ville,  has  reached  50,000  pounds  a  month.  There  are  different  grades 
of  dynamite^  but  some  of  it  contains  25  per  cent,  of  infusorial  earth." 

An  analysis  of  an  average  dried  sample  of  the  Drakeville  deposit 
yielded  the  writer  47-12  per  cent,  of  soluble  silica. 

Concerning  the  application  of  this  curious  substance  in  the  useful 
arts  quite  a  chapter  might  be  written.  During  the  past  few  years  it 
has  attracted  the  special  attention  of  practical  men,  and  so  many  and 
various  have  been  the  uses  for  which  it  has  been  suggested  that  their 
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bare  enumeration  may  well  excite  surprise.  At  least  one  very  im- 
portant industry  of  recent  origin  has  been  practically  created  by  it, 
and  its  employment  in  others  is  steadily  growing  in  extent  and  im- 
portance. A  summary  of  the  subject  in  its  technical  aspects,  with 
brief  comments  upon  the  more  important  items,  is  given  in  what 
follows. 

The  most  popularly  known,  and  perhaps  the  earliest  application  of 
the  diatomaceous  earth,  is  its  utilization  as  a  polishing  agent  for 
stone  and  metals.  For  this  purpose,  when  carefully  freed  from  grit 
and  other  impurities,  its  considerable  hardness  and  its  wonderfully 
fine  state  of  division  fit  it  most  admirably.  It  may  be  applied  wet  or 
dry.     It  is  well  known  in  this  connection  under  the  name  of  tripoli, 
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so  called  from  the  locality  whence  it  was  originally  brought.  Under 
the  name  of  "  electro-silicon,"  "  magic-brilliant,"  and  other  trade 
designations,  the  diatomaceous  earth  from  Nevada  and  other  locali- 
ties has  been  extensively  introduced  as  a  polish  for  gold,  silver,  and 
plated  ware,  for  which — as  for  tin,  Britannia  ware,  and  other  metals 
used  in  the  household — its  wide  popularity  is  the  best  proof  of  its 
excellence. 

Being  a  very  poor  conductor  of  heat,  it  has  been  suggested  and 
applied  for  surrounding  ice,  beer  and  ale  cellars,  fire-proof  safes, 
steam-boilers,  powder-magazines,  refrigerators,  etc.  The  results  of 
certain  experiments  lately  made  by  Befart  and  Co.,  of  Braunschweig^ 
to  ascertain  how  this  material  compared  with  other  substances  gene- 
rally employed  for  the  purpose,  are  highly  favorable  to  th'e  merits  of 
infusorial  earth  for  this  application. 

Without  entering  into  the  mechanical  details  of  the  apparatus  em- 
ployed in  these  trials,  it  will  suflSce  to  state  that  in  the  time  required 
to  melt  100  parts  (by  weight)  of  ice  surrounded  by  the  siliceous 
earth,  235  parts  of  ice  were  melted  in  a  cylinder  surrounded  with  an 
equally  thick  layer  of  dry,  light  garden  earth.  Moist  earth,  and 
moist  materials  generally,  gave  still  more  unfavorable  results.  Again, 
for  every  100  parts  of  ice  melted  when  protected  by  the  infusorial 
earth,  142  parts  of  ice  protected  by  dry,  sifted  coal  ashes,  w^ere 
melted.  The  results  obtained  with  flax-shives  were  about  the  same 
as  with  the  infusorial  earth.  These  trials  demonstrated  that  infuso- 
rial  silica  and  flax-shives  offer  the  greatest  amount  of  resistance  to 
the  transmission  of  heat ;  that  dry  coal-ashes  are  far  less  efficient, 
and  moist  ashes  still  more  so ;  and  finally  that  earth,  as  compared 
with  these,  is  very  inferior  as  a  non-conductor.  The  use  of  the 
infusorial  earth  is  therefore  highly  recommended  for  filling  in  between 
the  walls,  and* for  covering  the  mason  work  in  ice-cellars.  For  this 
purpose  the  following  additional  advantages  are  urged  in  favor  of  this 
substance,  viz. : — It  is  extremely  light, — being  nearly  five  times  as 
light  as  dry  earth,  and  about  half  the  weight  of  dry  coal  ashes, — and 
it  is  not  combustible,  remaining  unaffected  in  the  hottest  fire.  These 
properties,  to  quote  from  the  published  account  of  the  above  trials, 
"render  this  substance  preferable  to  flax-shives,  tan-bark,  peat,  saw- 
dust, and  similar  materials,  which  are  about  equal  to  it  in  non-con- 
ducting quality,  but  which  are  combustible,  and  when  kept  for  some 
time  rot  or  moulder,  shrink  and  settle,  and  might  under  some  circum- 
stances, take  fire  spontaneously  "  {%ic  !). 


Digitized  by 


Google 


Wahl — Infusorial  Earth  and  its  Uses.  413 

The  infasorial  earth,  it  is  farther  claimed,  will  be  found  highly 
useful  in  fire-proof  safes,  as  a  surrounding  for  powder-magazines  on 
shipboard,  for  covering  steam-pipes  and  boilers,  and  for  all  similar 
purposes.  Reference  is  made  in  some  of  the  encyclopaedias  {vide 
"American  Encyclopaedia,"  iii,  268)  to  what  are  termed  floating 
bricks,  which,  according  to  account,  are  made  of  infusorial  earth,  and 
are  named  in  virtue  of  their  power  of  floating  upon  water.  Clay  is 
sometimes  added  to  the  silica  to  assist  in  binding  the  material  to- 
gether. Such  bricks,  we  are  told,  were  made  in  ancient  times,  and  were 
described  by  Posidonius  and  Strabo,  and  particularly  commended  by 
Vitruvius,  PoUio,  and  Pliny.  In  1791  they  were  again  brought  into 
notice  by  Giovanni  Fabroni,  in  Tuscany,  who,  after  many  trials,  suc- 
ceeded in  making  bricks  which  would  float  upon  water.  Their 
strength  was  but  little  inferior  to  that  of  ordinary  bricks ;  they  are 
remarkable  not  only  for  extreme  lightness,  but  also  for  their  infusi- 
•bility,  and  for  being  very  poor  conductors  of  heat ;  they  may  be  held 
at  one  end  while  the  other  is  red-hot.  As  an  experiment,  Fabroni 
constructed  the  powder-magazine  of  a  wooden  ship  with  these  bricks; 
thje  vessel  being  set  on  fire,  sank  without  explosion  of  the  powder. 
In  1832  Count  de  Nantes,  and  Fournet,  a  mining  engineer,  used  them 
in  constructing  powder-magazines  and  other  parts  of  ships,  thus  les- 
sening danger  from  fire.  From  an  earlier  source  ("  Encyclopaedia 
Americana,'*  ii,  266)  we  are  informed  that  these  floating  bricks, 
made  of  agaric  mineral  or  fossil  farina, — infusorial  earth, — have  been 
found,  on  account  of  their  infusibility  at  the  highest  temperatures,  to 
be  extremely  useful  in  constructing  reverberatory  furnaces,  pyro- 
meters, and  magazines  of  combustible  materials,  while  their  lightness 
apd  non-conducting  qualities  render  them  particularly  useful  for  the 
construction  of  powder-magazines  on  board  of  ships. 

In  agriculture,  the  use  of  the  infusorial  earth  has  been  suggested 
as  a  manure  for  lands  poor  in  silica,  which  substance  enters  impor- 
tantly into  the  constitution  of  the  stalks  and  outer  coverings  of  cereals. 
Quite  an  animated  controversy,  indeed,  has  of  late  sprung  up  as  to 
the  merits  of  infusorial  silica  as  a  component  of  fertilizers,  an  idea 
which  forms  the  essential  feature  of  a  patent  lately  issued  to  Messrs. 
N.  and  G.  Popplein,  Jun.,  of  Baltimore.  It  would  be  foreign  to  the 
purpose  of  this  sketch  to  enter  into  a  discussion  of  the  merits  of  this 
controversy,  involving  as  it  does  the  introduction  of  certain  debatable 
questions  in  agricultural  chemistry;   but  the  ideas  of  the  Messrs, 
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Popplein  have  aroused  on  the  one  hand  such  warm  championship,  and 
on  the  other  such  opposition,  that  a  concise  statement  of  the  points  in 
dispute  may  not  be  amiss. 

The  manufacturers  before  named,  proceeding  from  the  well-known 
fact  that  the  relative  quantity  of  silica  in  the  ash  of  the  cereals  is 
greatly  in  excess  of  what  is  required  for  the  normal  combination  witk 
the  bases  (potash,  soda,  etc.)  found  therein,  claim  that  in  the  ordinary 
course  of  things  it  is  impossible  for  Nature  to  furnish  to  cultivated 
lands  for  successive  years  the  proper  amount  of  silica  in  assimilable 
form  for  the  plant,  inasmuch  as  the  liberation  of  this  substance  by 
the  chemical  decomposition  of  the  mineral  matters  of  the  soil  con- 
taining it,  goes  on  so  slowly  as  to  render  doubtful  the  production  in 
many  years  of  the  amount  required  for  a  single  crop.  In  proof  of 
this  assertion  they  refer  to  the  great  reduction  in  the  yield  of  the 
wheat  crop,  since  farmers  began  years  ago  to  sell  the  straw  of  the 
crop  that  formerly  was  returned  to  the  soil.  For  this,  and  other 
reasons  less  obvious,  their  attention  was  attracted  to  the  importance 
of  incorporating  silica  into  commercial  fertilizters — one  difficulty  re- 
mained to  be  overcome,  namely,  the  discovery  of  a  form  of  the  silica 
— which  should  be  assimilable  by  the  plant.  This  they  claim  to  have 
found  in  the  infusorial  earth, — in  which  the  silica  is  in  an  inconceivably 
minute  state  of  division, — the  result  of  their  consideration  being  the 
production  of  a  so-called  '^  silicated  superphosphate  of  lime,"  a  super> 
phosphate  with  which  the  infusorial  earth  is  intimately  incorporated. 
The  argument  urging  the  importance  of  an  abundant  supply  of  silicic 
acid  in  available  form,  as  an  absolute  necessity  for  the  proper  nutri- 
tion of  cereals,  is  not  disputed ;  and  the  manufacturers,  to  demonstrate 
'the  availability  of  the  silica  in  the  form  in  which  they  employ  k, 
affirm  that  they  have  succeeded  in  proving  the  highly  interesting 
and  novel  fact  that  the  very  minute  skeletons  or  shells  of  which  the 
infusorial  earth  is  mainly  composed  are  carried  up  as  such  into  the 
body  of  the  plant  itself.  Upon  this  point  the  following  gleanings 
from  an  investigation  conducted  by  Prof.  P.  B.  Wilson  will  be  read 
with  interest : — 

This  chemist  subjected  to  a  microscopical  examination  the  straw 
from  the  wheat-fields  of  Col.  J.  B.  Kunkel,  of  Frederick  County, 
Maryland,  which  had  been  fertilized  by  the  silicated  phosphate,  his 
purpose  being  to  make  '^  a  more  complete  investigation  into  the  sili* 
•eeous  structure  of  the  stalk,  in  determining  whether  the  infusoriB. 
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passed  directly  as  such  into  the  sap-cells,  to  be  carried  forward  by 
capillary  force,  and  to  finally  assume  their  functions, — the  formation 
of  the  epidermal  shield  for  giving  strength  to  the  straw,  {o  withstand 
the  destructive  force  of  high  winds  and  beating  rains,  as  well  as  a 
protection  against  the  attacks  of  parasites/' 

"  In  making  these  investigations  thorough  precautions  were  ob- 
served, to  cleanse  the  straw  from  all  accidental  impurities  by  washing 
and  gentle  friction^  not  sufficient,  however,  to  destroy  the  epidermis. 
The  organic  matter  was  then  removed  by  the  prescribed  methods, 
aided  by  my  own  experience. 

"My  labors,"  he  continues, '' have  been  amply  rewarded  by  one 
of  the  most  enchanting  views  that  has  ever  fallen  to  my  lot  to  behold 
through  twenty  years  of  varied  scientific  investigations.  When  the 
epidermal  siliceous  coating  was  adjusted  upon  the  field  of  the  micro- 
scope, some  thirty-six  forms  of  the  Diatomacese,  which  I  have  care- 
fully sketched,  were  observed  (see  engraving,  magnified  800  diameters) 
where  perfect  disintegration  has  been  produced.  When  the  struc- 
ture to  a  great  extent  is  retained,  a  marvelous  interlacing  of  these 
forms  presents  itself  sometimes  side  by  side,  at  other  times  over- 
lapping." 

From  this  very  interesting  observation,  Prof.  Wilson  advances  a 
number  of  inferences,  which,  although  the  writer  is  not  prepared  to 
accept  in  full,  are  of  sufficient  interest  to  warrant  their  reproduction. 
He  affirms  that  his  investigation  "  overthrows  all  theories  that  have 
ever  been  advanced,  that  silica  enters  into  plant  structure  in  com- 
bination with  the  alkalies,  the  alkaline  earths,  or  the  earths  proper. 
Chemical  investigation  led  me  to  this  conclusion  some  months  since, 
now  confirmed  by  that  of  the  microscope. 

"  My  mind  was  particularly  impressed  with  the  absence  of  the 
disc-like  form,  the  Aetinocyelus  ehrenbergii  and  the  Actinoptychu$ 
undulatus  in  their  perfect  state  in  the  straw,  while  the  other  forms 
are  common  both  to  the  infusorial  earth  and  the  wheat.  My  conclu- 
sions are  that  the  varieties  mentioned  are  too  large  to  enter  the  root 
capillaries,  for  on  the  field  of  the  microscope  they  have  three  to  four 
times  the  magnitude  of  the  others.  This  I  will  fully  investigate 
during  the  coming  summer,  by  making  accurate  measurements  of 
rootlets  and  diatoms,  when  I  will  be  able  to  obtain  stalks  of  wheat  as 
grown  in  the  fields,  preferring  this  mode  of  investigation  to  pot 
outturej  to  disarm  controversy,  and  to  divest  the  investigation  of  all 
semblance  of  laboratory  experiment. 
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Fonns  of  Diatoms  found  in  Ool.  Kunkel's  Straw. 

MAGNIFIED  300  DTAMBTEBS. 
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'^  I  have  examined  various  specimens  of  wheat  straw  taken  at 
random  from  the  market,  but  have  failed  to  find  a  single  diatom. 
This  to  a  certain  extent  surprised  me,  when  taking  into  consideration 
that  they  are  found  to  a  limited  extent  in  Peruvian  guano.  The 
inference  to  be  drawn  is,  that  the  soil  was  not  fertilized  by  any  ma- 
terial into  which  it  entered  as  a  constituent.  I  mention  this  to  guide 
others  who  may  make  subsequent  investigations  from  falling  into 
error,  in  case  occasional  Diatomaceae  are  observed,  as  being  derived 
from  other  sources  than  the  infusorial  deposits. 

"  These  microscopic  investigations  show  the  absence  of  other  forms 
of  silica,  that  is,  in  granular  particles  in  the  (Kunkel)  straw,  they 
being  entirely  replaced  by  diatoms.  This  leads  to  the  conclusion, 
that  the  diatom  is  the  more  acceptable  for  assimilation,  and  when 
sufficient  infusorial  remains  are  present,  replaces  any  other  divided 
form  of  silica.  I  have  previously  attempted  to  substitute  silica  for 
diatoms,  as  obtained  from  the  decomposition  of  slags  from  iron  fur- 
naces, but  we  have  failed  to  derive  any  satisfactory  results.  This  is 
due  to  its  combination  as  a  silicate ;  and  when  liberated  by  stronger 
acids,  it  agglutinates  into  masses  too  hard  and  large  to  be  absorbed 
by  the  plant.'* 

Prof.  Wilson  concludes  his  report  in  the  following  glowing  terms : 
"  I  look  upon  this  application  of  vegetable  silica  to  fertilizing  pur- 
poses as  the  most  important  adaptation  of  matter  for  the  reproduc- 
tion of  vegetation  that  has  ever  been  discovered.  It  is  the  first  step 
in  a  new  direction,  rationally  conceived  and  judiciously  carried  out. 
A  new  impetus  will  be  given  to  the  study  of  plant  physiology,  which 
will  demonstrate  that  more  than  a  heterogeneous  mixture  of  elemen- 
tary bodies  and  their  compounds  are  required  for  the  production  of 
the  crops  beneficial  to  the  requirements  of  man." 

With  regard  to  the  foregoing  statements  and  inferences  of  Prof. 
Wilson,  while  not  attempting  to  undervalue  their  great  interest  and 
possible  entire  accuracy,  the  writer  would  remark  that  the  demon- 
stration of  the  presence  of  the  infusorial  forms  in  the  structure  of 
the  wheat  stalks  proves ,  simply  that  these  bodies  are  sufficiently 
minute  to  enter  the  root  capillaries  and  pass  into  the  sap-cells  of  the 
plant — nothing  more.  It  may  possibly  be  that,  once  having  entered 
the  body  of  the  plant,  they  are  assimilated,  and  made  to  subserve  to 
the  function  of  giving  strength  to  the  stalk ;  or,  as  appears  to  the 
writer  equally  plausible,  they  may   simply  act  as  so  many  minute 
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mechanical  impurities  drawn  into  the  circulation  of  the  plant,  and, 
effecting  a  lodgment  wherever  they  chance,  clog  up  the  passages, 
and  thus  actually  obstruct  rather  than  serve  the  process  of  nutrition. 
To  follow  the  history  of  one  of  these  forms  in  a  living  plant  under 
the. microscope,  and  observe  its  gradual  dissolution,  would  afford  the 
only  method  of  positively  proving  the  truth  or  falsity  of  either  of 
the  explanations  that  have  been  presented.  While  not  presuming  to 
decide  so  doubtful  a  question,  it  is  very  reasonable  to  believe  that 
much  of  the  silica  of  the  iso-called  silicated  superphosphate  is  made 
''  available  "  as  plant-food  in  solution  as  an  alkaline  salt,  in  which 
condition  its  assimilation  by  the  plant  presents  no  difficulties  to  the 
understanding.  Dr.  Wolf,  the  excellent  State  Chemist  of  Delaware, 
has  kindly  furnished  the  writer  the  following  record  of  an  analysis  of 
the  "  silicated  superphosphate,"  viz. : — 

Soluble  Phosphoric  Acid,  .  .       5-865  per  cent. 

Precipitated  Phosphoric  Acid,  .  3*327        " 

Insoluble  Phosphoric  Acid,         .  trace. 

Silica,  ....  20-568        " 

Sulphate  of  Potassa,      .  .  6-178        " 

According  to  the  Messrs.  Popplein's  published  formula,  the  net 
ton  of  their  '^  silicated  superphosphate''  contains: — 


Infusorial  Earth,  .  .  .  .800  lbs 

Dissolved  Bone,       .  .  .  .  800   " 

Potash  Salts,    .  .  .  .       400   " 


As  an  absorbent  and  carrier  of  liquids  of  various  kinds,  and  espe- 
cially as  a  carrier  of  nitro-glycerin,  the  infusorial  earth  has  been 
found  to  be  most  excellently  adapted.  It  takes  up  from  three  to 
five  times  its  weight  of  water,  oil,  nitro-glycerin,  etc.  It  would 
doubtless  prove  equally  valuable  as  a  carrier  of  carbolic  acid  and 
other  disinfectants,  as  a  disinfecting  powder,  and  has  possibly  already 
found  application  for  this  purpose. 

In  order  to  bring  nitro-glycerin  within  the  range  of  articles  of 
transport,  Nobel,  who  first  demonstrated  its  value  in  the  arts,  devised 
the  production  of  a  powder  now  so  extensively  employed  under  the 
name  of  dynamite,  in  which  the  explosive  oil  is  simply  carried  by 
the  inert,  pulverulent  siliceous  earth.  The  process  of  the  prepare^ 
tion  of  dynamite  may  be  described  as  follows : — 

The  infusorial  earth  must  first  be  freed  from  water,  organic  sub- 
stances, and  mechanical  impurities  (sand,  etc.).     The  first  two  are 
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removed  by  calcining  at  a  red  heat  in  an  oven  with  several  shelves, 
one  above  the  other,  on  which  the  earth  is  placed  and  slowly  pushed 
from  the  upper  to  the  lower.  The  organic  matter,  which  is  consid- 
ered dangerous  to  the  stability  of  the  dynamite,  is  thus  burned  out. 
It  is  then  pressed  with  hard  rollers  and  sifted,  which  separates  it 
from  the  larger  particles  and  grit.     It  is  now  ready  for  use. 

Fifty  pounds  of  infusorial  earth  are  put  into  flat  wooden  tanks 
and  covered  with  160  pounds  of  nitro-glycerin,  when  the  workmen 
mix  them  with  the  naked  hand.  Gloves  of  india-rubber  were  at  first 
provided,  but  the  workmen  preferred  to  knead  the  mixture  with  the 
free  hands.  In  half  an  hour  the  incorporation  of  the  oil  with  the 
earth  is  complete,  and  the  dynamite  is  ready  for  filling  in  the  cart- 
ridge moulds.  The  cartridges  are  simple  cylinders,  protected  by 
parchment  paper.  If  ordinary  paper  is  used  the  oil  soaks  into  it, 
and  there  is  great  danger  of  premature  explosion.  Dynamite  is  a 
brownish  gray,  sometimes  reddish,  inodorous,  pasty,  greasy  mass, 
having  the  specific  gravity  of  1*6.  When  ignited  by  an  ordinary 
flame,  it  burns  up  quickly  without  detonation,  and  must  therefore  be 
fired  with  a  patent  exploder  containing  fulminate  of  silver  inclosed 
in  a  copper  capsule.  It  requires  a  heavy  blow  of  a  hammer  on  an 
anvil  to  explode  it,  and  even  then  only  the  portions  struck  are  fired. 
In  this  respect  it  presents  great  advantages  over  nitro-glycerin, 
which  is  easily  exploded  by  percussion.  On  the  other  hand,  the 
wood  of  the  boxes  in  which  dynamite  is  packed  becomes  by  slow 
degrees  impregnated  with  nitro-glycerin,  and  forms  a  most  danger- 
ously explosive  material,  which  may  give  rise  to  serious  accidents  in 
warehouses  where  it  is  stored.  As  long  as  the  nitro-glycerin  is 
confined  in  the  infusorial  silica  there  appears  to  be  very  little  danger, 
but  the  escape  of  a  few  drops  of  the  oil  may  be  the  source  of  great 
mischief.  The  force  exerted  by  the  dynamite  is  much  greater  than 
that  of  gunpowder,  and  under  the  name  of  giant  powder  it  has  been 
largely  employed  in  the  mines  of  California.  Other  explosives, 
such  as  dualine  and  lithofracteur,  may  be  said  to  be  varieties  of 
dynamite,  having  nitro-glycerin  for  their  base,  and  using  saw-dust 
or  some  other  substance  as  an  absorbent.  All  of  them  are  powerful 
explosives,  and  must  be  handled  with  care. 

For  the  preparation  of  cements  and  of  artificial  stone,  a  number  of 
processes  have  been  devised,  in  which  infusorial  earth  plays  a  promi- 
nent part,   viz. :    Equal  parts  of  infusorial  silica  and  litharge,  and 
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one-half  part  of  slaked  lime,  stirred  into  a  paste  in  linseed  oil,  is 
affirmed  to  become  as  hard  as  sandstone  on  setting,  and  is  recom- 
mended as  an  excellent  compound  for  cementing  stone,  metal,  and 
wood.  The  following  recipe,  again,  is  pronounced  to  be  serviceable 
for  the  production  of  an  artificial  stone  for  art  objects.  For  this 
purpose  the  infusorial  earth  is  intimately  mixed  with  well  pulyerized, 
freshly  burned  lime,  in  the  proportion  of  from  three  to  six  parts  of 
the  former  to  one  of  the  latter.  The  mixture  is  then  pressed  into 
moulds  under  an  addition  of  a  very  slight  quantity  of  water.  The 
resulting  product,  a  silicate  of  lime,  is  formed  with  the  evolution  of 
considerable  heat.  The  objects  produced  ultimately  attain  great 
hardness ;  they  are  perfectly  water-proof,  and  may  readily  be  colored 
with  any  color  used  in  stereochromy. 

In  combination  with  sulphur,  infusorial  earth  forms  a  plastic  mass, 
called  zeiodelite,  but  no  uses  have  yet  been  made  of  it. 

By  far  the  most  important  application  of  infusorial  earth  in  this 
direction,  however,  has  been  successfully  accomplished  by  Mr.  Fred. 
Ransome,  of  England,  in  the  production  on  the  large  scale  of  an 
artificial  stone  for  general  purposes,  to  which  he  has  given  the  name 
of  apoenite.  The  so-called  "  Ransome  stone,"  invented  by  this 
gentleman,  is  made  by  thoroughly  incorporating  sand  and  silicate  of 
soda  in  a  mixing  mill,  moulding  into  the  form  required  of  the  block, 
and  then  saturating  the  same  with  a  solution  of  chloride  of  calcium, 
either  by  exhausting  the  air  with  air-pumps,  or  by  forcing  the  solu- 
tion through  the  moulded  mass  by  gravitation  or  otherwise.  The 
result  is  the  formation  of  an  insoluble  silicate  of  lime,  which  firmly 
cements  the  particles  of  which  the  mass  is  composed,  and  of  chloride 
of  sodium  or  common  salt,  which  is  subsequently  removed  by  the  free 
application  of  water.  The  process  of  washing  to  remove  all  traces  of 
the  salt  from  the  Ransome  stone,  which  is  necessary  to  prevent  its 
efflorescence  and  secure  its  proper  cementation,  was  found  to  be  in 
many  cases  so  tedious,  expensive  and  objectionable,  that  the  inven- 
tor, after  many  experiments,  devised  the  following  process,  in  which 
the  use  of  chloride  of  calcium  is  avoided.  Mr.  Ransome  mixes  suit- 
able quantities  of  lime  (or  substances  containing  lime)  and  soluble 
silica  (e.  e.,  infusorial  earth)  with  sand,  and  a  solution  of  silicate  of 
soda  or  potassa,  which,  when  intimately  incorporated,  are  moulded  as 
before,  and  allowed  to  harden  gradually,  as  the  silicate  of  lime,  pro- 
duced by  the  action  of  the  lime  on  the  silicate  of  soda,  is  formed. 
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As  rapidly  as  the  soda  (or  potash)  of  the  water-glass  solution  is  set 
free,  it  dissolves  some  of  the  infusorial  silica,  and  again  gives  it  up  to 
the  lime  to  form  more  cement,  acting  thus  as  the  carrier  of  silica  to 
the  lime,  until  eventually  all  the  lime  is  combined.  In  the  course  of 
the  successive  changes  that  take  place,  a  portion  of  the  free  alkali 
appears  to  be  bound  at  each  step  with  the  lime,  as  a  compound  sili- 
cate ;  and  as  the  result  of  these  several  changes  the  whole  of  the 
alkali  is  gradually  fixed,  thus  leaving  nothing  to  be  washed  out. 
The  mass  gradually  becomes  thoroughly  indurated,  and  in  a  very 
short  time  is  converted  into  a  very  compact  stone — apoenite — capable 
of  withstanding  enormous  pressure,  and  increasing  in  strength  and 
hardness  with  age. 

In  combination  with  magnesite  (carbonate  of  magnesia),  infusorial 
earth  forms  what  is  described  as  an  excellent  cement,  which  is  manu- 
factured in  Germany,  and  sold  under  the  name  of  "  albolite.*' 

In  pottery  the  infusorial  earth  has  received  several  important 
applications.  When  fused,  for  example,  with  borate  of  lime,  as  such 
is  obtainable  in  the  trade  under  the  name  of  boronatrocalcite  or 
tincalzite,  an  excellent  glazing  is  produced  {Manufacturer  and 
Builder)^  which  is  not  only  useful  for  furnaces  and  pottery  of  all 
kinds,  but  also  for  enameling  iron  and  slate,  being  free  from  lead 
and  not  apt  to  crack  off.  By  fusing  a  mixture  of  infusorial  earth 
(freed  from  sand)  with  borate  of  magnesia  (stassfurtite),  a  kind  of 
'^  hot-cast  porcelain ''  is  produced,  having  great  durability  and 
beauty.  For  this  purpose  the  infusorial  earth  requires  to  be  perfectly 
dry  and  free  from  lumps.  It  is  introduced  into  the  crucible  in  small 
portions  and  under  constant  stirring,  until  the  fused  stassfurtite 
ceases  to  take  up  more.  The  mass  may  be  cast  like  glass,  and  if 
very  liquid  it  may  even  be  blown,  and  is  thus  fitted  for  an  extensive 
application  (ibid.). 

Boettger  publishes  the  observation  that  when  an  alcoholic  solution 
of  any  of  the  coal-tar  colors  is  mixed  with  a  sufficient  quantity  of 
infusorial  earth,  water  added,  and  the  mixture  filtered,  the  liquid 
will  run  off  clear,  while  the  earth  retains  all  the  pigment.  Hitherto 
the  compounds  of  alumina  have  been  used  for  the  production  of  the 
so-called  lakes,  and  it  is  quite  probable  that  the  above  noted  be- 
havior of  this  material  may  find  important  applications  in  the  arts. 

The  use  of  infusorial  earth  has  been  suggested  in  glass  making  as 
a  substitute  for  sand ;  but  it  appears  not  to  be  well  suited  for  this 
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purpose,  the  reaBon  assigned  being  that  it  swells  too  much  in  the 
crucible.  In  the  manufacture  of  soluble  glass  (water  glass),  for 
which  it  has  likewise  been  tried,  the  impurities  it  contains — clay, 
phosphate  of  lime,  etc. — have  been  found  to  render  it  somewhat  un- 
suitable.        * 

To  conclude  a  sketch  which  has  unwittingly  taken  considerable 
proportions,  the  following  enumeration  will  suffice  to  show  that  the 
subject  is  by  no  means  exhausted :  A  compound  called  diatite,  de- 
vised by  Merrick,  consists  of  gum-lac  and  infusorial  earth.  The 
siliceous  earth  has  been  added  to  sealing-wax  to  prevent  its  running ; 
it  fs  sometimes  added  to  paper  to  give  it  body  ;  and  to  soap  for  the 
same  purpose,  and  to  add  to  its  detergent  qualities  (?) ;  and  it  is 
said  to  form  an  excellent  addition  to  rubber,  for  certain  uses  of  the 
latter;  its  addition  to  modeling  clay  is  said  to  prevent  it  from 
cracking  in  moulding ;  and  lastly,  though  doubtless  many  real  or 
suggested  applications  of  this  curious  substance  have  been  over- 
looked, it  it  said  to  be  of  use  in  the  manufacture  of  smalt  and  ultra- 
marine. 


ON    THE    DEVELOPMENT    OF    THE    CHEMICAL    ARTS 
DURING  THE  LAST  TEN  YEARS.* 

By  Dr.  A.  W.  Hofmann. 

From  the  Chemical  Newt. 
[Continued  f^om  Vol.  cii,  page  860.  ] 

It  has  been  observed  that  when  iron  apparatus  is  employed  for  gener- 
ating and  conducting  the  hydrochloric  acid  gas  this  conveys  along  a 
certain  quantity  of  ferric  chloride,  from  which  it  cannot  be  freed  before 
entering  the  decomposing  furnace.  Here  the  iron  is  deposited  either  as 
chloride,  or,  if  the  formation  of  chlorine  has  already  begun,  t.6.,  as  soon 
as  watery  vapor  is  mixed  with  the  gases,  as  pulverulent  oxide  of  iron 
upon  the  copper-sulphate.  This  iron  dust  falls  from  the  vertical 
drain- pipes  through  the  grating  into  the  space  below,  whence  it  is 
easily  removed.  It  may  here,  however,  be  remarked  that  Deacon, 
according  to  private  communications,  has  latterly  omitted  the  partition 
walls  from  the  decomposition  furnace,  by  wLich  he  effects  a  more 

*  '*Berichte  iiber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des  Letsten 
Jahrzehends." 
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ready  movement  of  the  gaseous  current  without  any  disadvantage. 
In  a  Deacon's  apparatus,  which  the  author  has  seen  at  work  in  the 
establishment  of  Kunheim,  at  Berlin,  the  partition  walls  and  the 
vertical  drain-pipes  had  both  been  omitted  without  any  detriment 
being  observed  in  the  course  of  several  months'  working. 

After  the  mixture  has  passed  through  the  decomposing  furnace  it 
consists  of  chlorine,  water,  nitrogen,  superfluous  oxygen,  and  uncon- 
sumed  hydrochloric  acid.  The  latter  is  condensed  in  an  ordinary 
condensation  apparatus,  charged  with  dilute  hydrochloric  acid,  or 
water,  the  temperature  of  the  gases  having  been  previously  reduced 
by  air-coolers.  The  gas  is  next  freed  from  the  accompanying  water 
by  passage  through  a  tower  filled  with  chloride  of  calcium,  or,  better, 
through  a  coke-tower,  down  which  sulphuric  acid  flows.  The  gaseous 
mixture  is  then  fit  for  absorption  in  the  chloride  of  lime  chambers.  As 
a  matter  of  course  a  drying  apparatus  is  superfluous  if  a  watery  liquid 
is  to  be  saturated  with  chlorine,  as  in  the  preparation  of  potassic 
chlorate. 

For  the  latter  purpose  Kunheim  utilizes  the  chlorine  obtained  on 
Deacon's  method.  The  chlorine  is  here  so  completely  absorbed  by 
the  milk  of  lime  through  which  it  passes  that  mere  traces  are  contained 
in  the  air  escaping  from  the  exhauster.  The  draft  in  the  entire 
apparatus  is  kept  up  by  any  aspiratory  arrangement  beyond  the 
chloride  of  lime  chambers  and  measured  by  an  anemometer  constructed 
by  Hurter.  The  latter  consists  of  a  U-tube  of  5-16ths  c.  m.  internal 
diameter,  with  legs  about  25  c.  m.  in  length.  As  one  leg  of  this  tube 
is  always  in  communication  with  the  gaseous  current,  the  pressure 
occasioned  by  the  current  is  always  shown  in  the  other  leg  by  the  tube 
by  the  displacement  of  a  liquid  therein  contained  (ether).  The  XJ-tube 
is  fixed  so  that  the  leg  containing  the  liquid  lies  flat  on  a  graduated 
inclined  plane,  which  may  be  raised  or  lowered  on  a  frame  fitted  with 
a  level.  The  meniscus  of  the  liquid  is  thus  extended  diagonally,  and 
the  small  vertical  divisions  of  the  scale  are  magnified  into  long  hori- 
zontal degrees.  Kunheim  uses  a  simple  upright  U-tube  filled  with 
ether. 

The  greatest  practical  diflSculty  in  the  Deacon's  chlorine  process 
lies  in  the  enormous  volume  of  gas  which  has  to  be  dealt  with,  and 
consequently  in  the  large  dimensions  required  for  the  chloride  of  lime 
chambers.  But  Deacon  has  endeavored  to  combat  these  difficulties. 
He  compels  the  gases  to  take  such  a  course  that  they  are  systemati- 
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cally  deprived  of  chlorine.  They  meet  at  first  with  chloride  of  lime 
almost  saturated,  then,  as  they  lose  their  chlorine  they  pass  over  lime 
less  and  less  chlorinized  till  they  finally  pass  out  into  the  atmosphere 
completely  exhausted  over  fresh  hydrate  of  lime.  The  arrangements 
by  which  this  systematic  saturation  of  the  lime  is  produced  are  of  a 
twofold  nature.  In  the  first  place  chambers  are  employed  in  which 
the  lime  lies  on  gratings  .and  which  are  so  connected  with  each  other 
that  the  chlorine  streams  through  them  successiyely.  As  soon  as  the 
lime  in  the  chamber  nearest  the  generating  apparatus  is  saturated  it 
is  thrown  out  of  connection  with  the  current  of  chlorine,  is  charged 
with  fresh  lime,  and  takes  its  place  at  the  end  of  the  series,  whilst  a 
chamber  containing  lime  nearly  saturated  receives  the  concentrated 
portion  of  the  gaseous  current.  The  second  kind  of  methodic  satura- 
tion is  the  following,  in  which  is  applied  the  principle  of  Hasenclever 
and  Helbig*s  pyrites  furnace : — 

In  a  tower  are  several  stories  of  sloping  plates  of  slate,  forming  a 
smaller  angle  with  the  perpendicular  than  the  outer  surface  of  the 
heaped  up  chloride  of  lime  is  capable  of  taking.  In  every  story  the 
direction  of  the  plates,  which  are  parallel  to  each  other,  cuts  the 
plane  of  the  plates,  likewise  parallel  to  each  other,  in  the  next  higher 
and  next  lower  story.  Thus  intervals  are  produced  which  extend  in 
zigzag  from  below  upwards.  At  the  lower  end  of  each  of  these  inter- 
vals is  a  shovel-wheel  by  whose  revolution  the  speed  of  a  powder 
sliding  over  the  plates  can  be  regulated.  Into  this  tower  the  lime  is 
thrown  by  means  of  a  hopper  and  slips  from  plate  to  plate  till  its 
further  fall  is  stopped  by  the  rollers.  But  as  the  falling  lime  cannot 
form  so  acute  an  angle  with  the  perpendicular  as  the  plates  it  does 
not  completely  fill  the  interstices,  but  leaves  in  every  link  of  the  zigzag 
a  wedge-shaped  space,  through  which  the  gases  are  compelled  to 
ascend  from  stage  to  stage.  Hence,  as  the  lime  moves  constantly 
downwards  in  an  opposite  direction  to  the  current^fresh  lime  enters 
above,  and  saturated  chloride  is  taken  out  below.  *  To  obviate  inci- 
dental stoppages  in  the  motion  of  the  lime  there  are  here  and  there 
in  the  tower  openings  fitted  with  valves.  This  apparatus  can  scarcely 
be  adopted  in  practice,  as  chloride  of  lime,  from  its  tendency  to  clog 
together,  moves  but  slowly  down  an  inclined  plane,  whence  frequent 
stoppages  would  be  inevitable. 

The  last  mentioned  apparatus,  suitably  modified,  is  recommended 
by  Deacon  for  the  preparation  of  salt-cake  from  diluted  chlorine, 
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tsulphnrous  acid,  steam,  and  salt.  Instead  of  lime  he  causes  salt  to 
^lide  down  a  tower  strongly  heated,  whilst  a  mixture  of  diluted  chlo- 
rine, sulphurous  acid,  and  steam  ascends. 

The  hydrochloric  acid  thus  formed  is  condensed  and  re-converted 
into  chlorine,  whilst  the  sulphuric  acid  formed  by  the  oxidation  of  the 
sulphurous  acid  converts  the  salt  into  sulphate. 

When  Deacon's  process  was  first  made  known,  its  industrial  prac- 
ticability was  strongly  doubted.  The  principal  difficulties  were 
isonsidered  to  depend  on  the  regulation  of  the  temperature,  the 
enormous  volume  of  gases  to  be  dealt  with,  and  the  considerable 
consumption  of  fuel.  Since,  however,  the  two  former  obstacles  have 
been  overcome  by  the  inventor  in  the  manner  described,  the  process 
seems  more  and  more  available*  In  Great  Britain  at  least  thirteen 
establishments  are  already  working  on  the  new  process,  and  in  Ger- 
many two  (Eunheim  and  the  Rhenania,  the  latter  experimentally). 
According  to  Deacon's  statement  more  than  1,000  kilos,  of  chloride 
of  lime  at  85  per  cent,  are  obtained  from  1,500  kilos,  of  salt,  with  a 
consumption  of  1,000  kilos,  small  coal.  A  small  portion  of  the 
hydrochloric  acid  gas  is  lost  from  causes  not  as  yet  fully  ascertained, 
but  the  portion  which  passes  undecomposed  through  the  apparatus  is 
entirely  recovered. 

Besides  Deacon's  process  several  other  proposals  have  been  made 
for  obtaining  chlorine,  and  in  some  cases  without  the  use  of  man- 
ganese, but  they  have  not  been  adopted  in  practice. 

Thus  Macfarlane'^^  hoped  to  obtain  soda  and  chlorine  simul- 
taneously by  passing  air  over  an  ignited  mixture  of  copperas  and 
salt.  Sulphate  of  soda  and  ferrous  chloride  are  formed,  which  latter 
is  converted  into  iron  oxide  and  chlorine  by  the  oxygen.  The  mixture 
of  sulphate  of  soda  and  oxide  of  iron  on  reduction  with  coal  and  lixivia- 
tion  with  water  yields  sodium  hydrate  (easily  convertible  into  soda) 
and  iron  sulphide,  which  is  reconverted  into  copperas  on  exposure 
to  the  air.  Clemm**  endeavored  to  use  chloride  of  magnesium  for 
the  preparation  of  chlorine ;  he  mixed  the  magnesium  chloride  with 
manganese  and  decomposed  it  by  a  current  of  superheated  steam. 

Chloride  of  lime,  the  only  form  in  which  free  chlorine  is  found  in 
the  market,  has  latterly  been  the  subject  of  a  number  of  published 

*i  Macjbrlane,  Dtn^l.  Pol.  Joum.,  clxxiii^  p.  129. 
*«  Clemm,  DtugL  PoL  Joum,,  clxxiii,  p.  127. 
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papers,  which  have  not  led  to'  any  material  change  in  the  manner  of 
its  preparation.  The  causes  of  its  spontaneous  decomposition,  some* 
times  attended  with  explosions,  and  formerly  not  infrequent,  have 
been  inyestigated.  To  avoid  such  misfortunes  it  is  recommended  not 
to  saturate  the  lime  when  too  hot,  and  not  to  carry  the  process  to 
the  uttermost  attainable  point,  and  also  not  to  pack  it  in  barrels 
when  still  too  recent  and  too  moist.  The  gas  which  occasions  the 
explosion  of  the  chloride  of  lime  casks  has  been  found  to  be  oxygen, 
and  on  such  spontaneous  decompositions  the  mass  of  the  compound 
is  converted  into  a  mixture  of  chloride  and  chlorate  of  calcium. 
Interesting  dissertations  of  a  more  scientific  character  concerning  the 
nature  of  chloride  of  lime  have  been  published  by  Eolb,  Riehe, 
Bobierre,  Scheurer-Eestner,  Tschigianjang,  Fricke  and  Beimer, 
Crace-Calvert,  and  Gopner,  which  unfortunately  cannot  be  reported 
on  in  brief,  as  the  results  of  these  researches  are  in  part,  at  least, 
contradictory.  The  final  solution  of  the  question  aa  to  the  constitu- 
tion of  chloride  of  lime  is  by  no  means  solved. 

Potassium  Chlorate. — No  important  change  in  the  manufacture  of 
the  chlorate  of  potash  has  been  introduced  in  the  last  few  years. 
Now,  as  well  as  formerly,  it  is  everywhere  made  according  to  Liebig'fr 
original  process,  hot  milk  of  lime  being  saturated  with  chlorine,  and 
the  calcium  chlorate,  formed  simultaneously  with  calcium  chloride, 
being  decomposed  by  potassium  chloride. 

In  England,  which  produces  the  bulk  of  the  chlorate  of  potash  of 
commerce,  it  is  at  present,  according  to  Lunge,  obtained  in  the  fol- 
lowing manner  i* 

For  saturating  the  milk  of  lime  are  employed  two  iron  cylinders, 
lined  with  lead,  connected  with  each  other,  and  fitted  with  agitators. 
These  cylinders  communicate  with  each  other,  and  with  the  chlorine 
still  by  means  of  tubes,  and  in  such  a  manner  that  the  contents  of 
the  one  approach  the  state  of  complete  saturation,  whilst  in  the  other 
any  chlorine  which  may  have  escaped  absorption  is  taken  up  by  fresh 
milk  of  lime.  As  soon  as  perfect  saturation  has  been  attained  in  the 
first  receiver,  its  contents  are  replaced  by  fresh  milk  of  lime,  and 
the  current  of  chlorine  is  turned  so  that  it  may  first  enter  the  second 
apparatus.  The  solution  of  chloride  and  chlorate  of  calcium  thus 
obtained  has  a  rose-red  color,  due,  according  to  some  authorities,  to 
permanganic  acid ;    but  which,  according  to  others  (Crace-Calvert), 

*  Lunge,  Dingl.  Pol,  Jour,^  cxxoiz,  489. 
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appears  also  in  the  absence  of  manganese.  In  fact,  this  rose  color 
of  the  liquid  is  observed  also  as  a  sign  of  the  complete  saturation  of 
the  liquid  where  the  chlorine  employed  is  obtained  without  the  use 
of  manganese  as  at  Kunheim's  works  at  Berlin,  where  chlorine  ob- 
tained by  Deacon's  process  is  used  in  the  preparation  of  chlorate. 
The  red  liquid  after  clearing  with  chloride  of  potassium  is  evaporated 
down  to  the  sp.  gr.  1*28  and  allowed  to  crystallize.  The  liquid  drawn, 
off  from  the  first  crop  of  crystals  is  further  evaporated  down  to  1*85, 
when  a  second  smaller  quantity  of  chlorate  of  potash  is  obtained.  A 
portion,  about  12  per  cent,  of  the  chlorate  of  potash  remains  in  the 
mother  liquor,  which  can  therefore  be  treated  as  a  source  of  chlorine. 
The  crystals  obtained  are  still  contaminated  with  chloride  of  potas- 
sium and  iron.  To  remove  these  impurities  the  crude  salt  is  dissolved 
in  the  smallest  possible  quantity  of  hot  water,  2*5  kilos,  of  soda  are 
added  to  10  hectolitres  of  the  solution,  and  after  the  carbonate  of 
lime  and  oxide  of  iron  have  been  deposited  it  is  allowed  to  crystallize. 
The  crystals  are  dried  in  drying-rooms ;  the  larger  ones  are  sold 
without  further  treatment,  and  the  smaller  ones  are  ground  between 
rollers.  This  process,  in  spite  of  every  care,  is  sometimes  attended 
with  explosions.  Lunge  therefore  recommends  to  crystallize  the  salt 
with  constant  agitation,  and  thus  obtain  it  as  a  crystalline  powder. 
In  this  manner  the  purification  might  also  be  more  readily  effected,  as 
easily-soluble  salts  could  be  removed  from  the  crystalline  powder  by 
merely  washing  with  water. 

Whilst  considerable  quantities  of  chlorate  of  potash  are  manufac- 
tured in  England,  this  branch  seems  to  be  scarcely  remunerative  in 
Germany,  where  the  same  method  of  preparation  is  adopted.  Several 
establishments  have  recently  abandoned  the  manufacture.  According 
to  the  experiments  of  F.  Hobrecker,  100  parts  of  chlorate  of  potash 
require— 4481*0  hydrochloric  acid  (20®  B.);  772-0  manganese  (65 
per  cent.) ;  418*0  lime ;  72*7  chloride  of  potassium  (92  per  cent.) ; 
2262*0  lignite. 

Bromine. — However  considerably  the  production  of  bromine  had 
increased  in  the  earlier  decennial  periods  of  its  manufacture  on  the 
large  scale,  and  however  easily  vast  quantities  of  this  body  could  be 
made  available  for  the  arts,  its  industrial  applications,  and  conse- 
quently its  production,  have  increased  very  little  in  the  last  few  years. 
Whilst  formerly  the  raw  material  for  its  preparation  was  derived 
from  the  mother-liquors  of  salt  springs  and  from  sea-water,  especially 
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that  of  the  Dead  Sea,  which,  though  richly  bromiferons  is  too  remote 
from  the  centres  of  consiimptioD  for  chemical  products,  a  new  source 
has  been  discovered  in  the  mother-liquors  of  the  clearing  salts  (Ab- 
raum  salz)  of  Stassfurt,  which  can  be  easily  adapted  to  the  demand. 
In  spite  of  the  quantity  of  bromine  which  can  be  obtained  at  Stass- 
furt  it  is  merely  a  by-product  of  the  potash  trade,  as,  in  conse- 
quence of  the  small  demand  and  low  commercial  value,  the  cost  of 
production  falls  little  short  of  the  market  price.  The  utilization  of 
the  Stassfurt  ^'abraum  "  salts  as  a  source  of  bromine  dates  from  the 
year  1865,  when  A.  Frank  introduced  this  branch  of  industry  in 
order  the  better  to  compete  with  the  potash  from  kelp  and  from  salt* 
springs,  and  also  in  the  hope  of  superseding  the  use  of  iodine  in  the 
manufacture  of  colors. 

When,  in  consequence  of  the  extensive  opening  of  manufactories 
for  the  utilization  of  the  '^  abraum  "  salts,  an  over-production  of  the 
salts  of  potash  occurred,  other  establishments  felt  induced  to  enter 
upon  the  preparation  of  bromine,  but  without  accomplishing  anything 
worthy  of  note  in  this  direction. 

Rich  sources  of  bromine  were  also  discovered  in  North  America, 
and  have  been  worked  with  great  success. 

The  product,  however,  does  not  arrive  in  Europe  as  liquid  bromine, 
since  ships  do  not  generally  receive  it  among  their  cargo.  It  is  ex- 
ported chiefly  as  bromide  of  potassium.  But  considerable  as  is  the 
quantity  of  bromine  produced  in  North  America  there  is  no  founda- 
tion for  the  fear  that  it  may  occasion  any  appreciable  depression 'of 
the  Stassfurt  trade,  since  bromine  is  obtained  in  America  as  a  main 
product,  whilst  in  Stassfurt  it  plays  merely  the  part  of  a  by-product 
of  the  potash  manufacture. 

The  demand  for  bromine  and  its  compounds  depends  on  its  appli- 
cations in  medicine,  photography,  and  scientific  chemistry.  The  hope 
of  seeing  its  hydrocarbon  compounds  extensively  employed  in  the 
manufacture  of  coal-tar  colors  in  place  of  the  corresponding  iodides 
has  not  been  fulfilled,  in  spite  of  the  present  greatly  increased  price 
of  iodine.  One  obstacle  which  stood  in  the  way  of  the  application  of 
brom-ethyl  and  brom-methyl  for  the  purpose  in  question, «.«.,  the 
great  volatility  of  these  compounds,  has  been  overcome  by  Dr.  A.  W. 
Hofmann,*  who  proposes  to  cause  bromamyl — which  boils  at  the  far 
higher  temperature  of  120° — to  act  upon  the  colored  bases,  to  be 

*  A.  W.  Hoftnann,  Ber.  Chem.  Oes,  1869,  441. 
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ethylated  or  methylated  simultaneonsly  with  methylic  or  ethylic 
alcohol,  thus  formiDg  brom-ethyl  or  brom-methyl  along  with  amylic 
alcohol.  Still  the  small  reactive  power  of  the  bromides  as  compared 
with  the  iodides,  the  inferior  brilliance  of  the  colors  produced  with 
the  aid  of  the  former,  the  difficulty  of  recovering  the  bromine  as 
completely  as  iodine  in  consequence  of  its  volatility,  have  prevented 
bromine  from  effectively  competing  with  iodine  in  this  department. 
Still  the  hope  that  bromine  may  on  further  investigation  attain  im- 
portance in  tinctorial  chemistry  has  not  been  abandoned.  Certain 
manufactories,  both  English  and  German,  use  a  mixture  of  brom- 
ethyl,  which  boils  at  about  the  same  temperature  as  iod-methyl  and 
brom-methyl.  The  reporter  is  informed  on  good  authority  that  the 
color  works  of  Huddersfield  and  of  Barmen  still  draw  large  supplies 
of  bromine  from  Stassfurt. 

The  use  of  bromine  as  a  disinfectant  in  the  form  of  an  aqueous 
solution,  introduced  during  the  North  American  and  Franco-Prussian 
wars,  has  remained  very  limited,  although  it  possesses  several  advan- 
tages as  compared  with  chloride  of  lime.  In  hospitals  the  use  of 
bromine  occasions  much  less  irritation  in  the  respiratory  organs  than 
that  of  chlorine. 

Although,  as  has  been  stated,  bromine  finds  scarcely  any  applica- 
tion in  great  manufacturing  operations,  its  production  is  still  im- 
portant, as  appears  from  the  report  of  Chandler.*^  According  to  this 
authority  62,500  kilos,  were  annually  obtained  in  North  America 
alone  in  1869  and  1870,  principally  in  Tarentum,  Sligo,  Natrona, 
Pomeroy,  Ohio,  and  Kanawha.  Stassfurt  produced  in  the  year  1878, 
20,000  kilos.;  and  England  and  France  together  about  the  same 
quantity. 

From  the  foregoing  it  will  be  readily  inferred  that  there  is  little 
novelty  in  the  methods  of  extracting  bromine. 

Leisler'*'^  took  out  an  English  patent  for  a  method  of  obtaining 
bromine  and  iodine.  He  decomposes  the  bromiferous  lyes  with  a 
mixture  of  hydrochloric  acid  and  bichromate  of  potash  in  an  iron 
still  furnished  with  a  capital  of  lead  or  stoneware.  The  vapors  of 
bromine  along  with  water  are  led  into  a  receiver  containing  iron 
turnings.  Sromide  of  iron  is  formed,  which  dissolves  in  the  water, 
and  is  either  converted  into  other  metallic  bromides  by  the  customary 

*i  H.  Chandler,  Chemical  iVw#,  1871,  No.  686,  p.  77. 

«  L.  L«i8ler,  JXngL  Pol,  Joum,,  olxxix,  886.     Wafftier  Jdhretherieht,  1866,  179. 
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methods,  or  is  treated  for  free  bromine  with  snlphiiric  «eid  and 
bichromate  of  potaeh.  This  proeeas  has  never  been  redaeed  into 
practice,  and  for  Germany  at  least  appears  too  expensive. 

In  Stassfnrt,  therefore,*'  the  method  has  been  followed  which  had 
been  used  for  the  extraction  of  bromine  in  the  salt  works  of  8chone> 
beck,  Artem,  and  Neosala,  consisting  of  the  following  operations : 
The  mother-liqaor  of  camallite  at  SS""  B.  freed  as  far  as  possible 
from  chloride  of  calcium  by  refrigeration,  is  concentrated  to  40**  B. 
by  further  evaporation.  According  to  Frank  the  concentration  can- 
not be  carried  so  far,  as,  in  consequence  of  the  partial  overheating  of 
the  lye  at  the  bottom  of  the  pan,  bromine  is  inevitably  wasted  in  the 
form  of  hydrobromic  acid.  On  cooling  to  26°  a  quantity  of  chloride 
of  magnesium,  MgCl,-f-6H,0,  and  the  remaining  mother-liquor  con- 
tains from  0-8  to  0*5  bromine  as  bromide  of  magnesium.  It  is  placed 
in  a  sandstone  apparatus  resembling  those  used  for  the  preparation 
of  chlorine  with  the  corresponding  quantity  of  manganese  v^d  hydro- 
chloric acid,  and  heated  by  the  introduction  of  a  current  of  steam. 
The  red  vapors  which  are  evolved  about  a  quarter  of  an  hour  after 
the  steam  is  turned  on  are  condensed  in  a  lead  worm,  cooled  in  water, 
and  are  collected  as  liquid  bromine  in  WoolflTs  bottles.  The  crude 
bromine  is  re-distilled  in  glass  retorts  for  further  purification.  A 
sand-stone  apparatus  can  be  charged  six  times  in  twenty-four  hours. 
In  order  to  obtain  the  bromine  free  from  chlorine  it  is  agitated  with 
a  solution  of  bromide  of  potassium,  from  which  bromine  is  liberated 
equivalent  to  the  chlorine  present,  whilst  chlorine  of  potassium  is 
formed  (FaliSres). 

As  leaden  worms  are  very  rapidly  destroyed  by  liquid  bromine, 
though  very  slightly  attacked  by  bromine  vapors,  Frank**  employs 
condensing  tubes  of  earthenware.  To  separate  the  bromine  from 
the  chloride  of  bromine  simultaneously  evolved  he  avoids  a  too  per- 
fect refrigeration,  and  conducts  the  more  volatile  products,  including 
the  chlorine,  into  a  receiver  charged  with  iron  turnings  or  with  pot- 
ash lye.  The  crude  bromine  in  the  first  receiver  is  then  completely 
freed  from  chlorine  and  from  sparingly  volatile  organic  bromides 
which  are  usually  present  by  fractionated  distillation. 

Several  methods  for  obtaining  the  bromides  of  the  alkalies  and 
alkaline  earths  deserve  notice.     Henner  and  Yon  Hohenhausen*' 


*i  F.  Michel,  Wagner  Jahresberieht,  1867, 194. 

*^  Prirate  oommunication. 

*^  H«nnerand  Hohenhausen,  Dingil.  Pol.  Joum.,  olxxiii,  1864,  221. 
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prepare  the  bromides  of  calcium,  barium,  and  strontium  by  diffusing 
the  respective  hydrates  in  water,  decomposing  with  bromine,  evapor- 
ating till  the  formation  of  crystals  begins,  and  mixing  the  liquid 
with  alcohol,  which  precipitates  the  last  portion  of  the  bromate 
formed.  The  bromide  is  then  obtained  from  the  liquid,  and  a  further 
portion  is  procured  by  heating  the  bromate  with  charcoal.  0. 
Wendler*^  proposes  to  prepare  the  bromides  of  the  alkaline  earths 
according  to  Bud.  Wagner's  approved  method  for  the  manufacture 
of  the  corresponding  iodides,  i.  e.,  by  the  action  of  bromine  upon 
the  sulphites. 

According  to  A.  Faust*^  Boedeker  obtains  the  bromides  as  follows ; 
Bromide  of  sulphur  is  prepared  from  20  parts  flowers  of  sulphur  and 
240  parts  of  bromine,  and  gradually  poured  into  the  milk  of  lime 
made  from  140  parts  of  quicklime,  or  into  a  corresponding  solution 
of  baryta.  The  bromide  of  sulphur  in  contact  with  the  hydrate  of 
the  alkaline  earth  is  decomposed  into  a  metallic  bromide  and  a 
sulphate.  The  latter  is  removed  by  the  addition  of  alcohol  and  sub- 
sequently  of  lime.  The  solution  of  calcic  or  baric  bromide  can  either 
be  used  for  obtaining  those  salts,  or  for  preparing  the  sodic,  potassic, 
or  ammonic  bromide  by  decomposition  with  the  corresponding  carb- 
onate or  sulphate. 

Casthelaz*'  prepares  the  bromide  of  sodium  by  forming,  in  the 
first  place,  bromide  of  ammonium  by  dropping  bromine  into  liquid 
ammonia,  and  decomposes  this  by  the  addition  of  an  equivalent 
quantity  of  caustic  or  carbonated  soda. 

Fali^res  points  out"*"^  that  iodine  present  in  bromide  of  potassium 
may  be  removed  by  agitation  with  free  bromine. 

Of  all  these  methods  of  preparing  bromides,  especially  bromide  of 
potassium,  which  is  most  in  use,  none  is  practiced  on  the  large  scale. 
Either  the  f erroso-ferric  bromide  is  decomposed  by  the  addition  of  carb- 
onate of  potassa,  or  vapors  of  bromine  are  conducted  into  potash  lye, 
and  the  potassic  bromate  formed  along  with  potassic  bromide  is  decom- 
posed by  ignition  with  charcoal  powder.  The  preparation  of  bromide 
of  potassium  and  the  bromides  of  iron  is  conveniently  combined  with 
the  manufacture  of  bromine.     Since  1867  Frank  condenses  bromine 


«  C.  Wendler,  Warner  Jahreeber,,  1863,  291. 

*«  A.  Faust,  Arelttv  d.  Pharm,,  clxxxi,  216.     Warner  Jakreibir.,  1867,  196. 
*»  Casthelai,  Monit.  Scient.,  1870,  66.     Chemical  News,  1870,  No.  582,  58 ;   and 
547,  288.     Wagner  Jakrether.,  1870,  195. 

»*  FalrtreB,  Wagner  Jahreiber.,  1872,  274. 
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in  a  set  of  three  Woolff  s  bottles,  the  first  of  which  slightly  cooled, 
receives  liquid  bromine,  whilst  the  second  contains  bromide  of  potas- 
«ium  or  ferrous  bromide,  and  the  third  potash  lye  or  iron  turnings. 
The  chloriferous  bromine  vapors  escaping  from  the  first  slightly 
cooled  receiver  pass  through  the  solution  of  bromide  and  are  freed 
from  their  chlorine,  in  the  place  of  which  bromine  escapes  from  the 
bromides  and  arrives  in  a  pure  state  into  the  iron  turnings  or  the 
potash  lye  contained  in  the  third  bottle,  in  which  pure  bromides  are 
at  once  obtained. 

We  have  already  mentioned  that  a  large  proportion  of  bromide  of 
potassium  is  obtained  from  the  ferroso-ferric  bromide.  The  manu- 
facturers of  bromide  of  potassium  are  not  under  the  necessity  of  pre- 
paring the  iron  compound  themselves  from  condensed  bromine.  It 
is  obtained  at  the  Stassfurt  bromine  works,  and  is  sold  in  the  form  of 
a  paste  containing  from  65  to  70  per  cent,  of  bromine.  As  it  can  be 
packed  in  vessels  of  stoneware  and  tinned  iron  and  even  in  wooden 
casks,  it  is  the  most  convenient  form  for  the  carriage  of  bromine, 
which  in  the  free  liquid  state,  is  difficult  to  pack  and  dangerous  to 
convey. 

We  may  here  also  mention  the  bromiferous  artificial  saline  mixtures 
prepared  in  imitation  of  the  salts  obtained  from  mineral  springs.^ 
At  Vienna  the  mother-liquors  and  their  salts  of  Ereutznach,  Koesen, 
Wittekind,  &c.,  were  exhibited  by  Frank,  and  by  the  United  Mann- 
factures  of  Leopoldshall.  Finally,  we  must  mention  the  arrange- 
ments adopted  for  preserving  the  workmen  from  the  injurious  action 
of  bromine.  It  appears  in  fact,  that  when  these  are  applied  no 
danger  to  health  is  to  be  apprehended.  In  the  selection  of  workmen 
it  is  primarily  essential  to  see  that  they  have  well-developed  respira- 
tory organs,  and  are  free  from  any  predisposition  to  asthma  and 
catarrhal  afi'ections.  The  use  of  spirituous  liquids  must  be  strictly 
interdicted,  as  the  irritability  of  the  mucous  membranes  which  they 
produce  is  exceedingly  dangerous.  On  the  other  hand,  a  generous 
diet  is  recommended,  and  especially  the  abundant  use  of  fatty  and 
mucilaginous  articles,  butter,  bacon,  &c. 

(To  be  continued.) 
*  In  Germany  such  saline  mixtures  are  used  under  the  name  of  <' bath  salts*' 
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This  magazine  is  made  up  of  copies  of  reprints  from  the  leading  scientific  periodicdi 
of  Europe,  together  with  original  articles.  It  is  extremely  well  edited,  and  cannot  fail  to 
prove  a  valuable  adjunct  in  promoting  the  engineering  skill  of  this  country. — Xeto  Vork  World, 

No  person  interested  in  any  of  the  various  branches  of  the  engineering  profession  can 
afford  to  be  without  this  magazine. —  Telegrapher. 

The  most  useful  engineering  periodical  extant,  at  least  for  American  readers.— 
Chemical  NeicH. 

As  an  abstract  and  condensation  of  current  engineering  literature  this  magazine  will  be 
of  great  value,  and  as  it  is  the  first  enterprise  of  the  kind  in  this  country,  it  ought  to  hare 
the  cordial  support  of  the  engineering  profession,  and  all  interested  in  mechanical  or  scien- 
tific progress. — Iron  Age. 

It  is,  in  truth,  as  the  publisher  assert*,  "a  novelty  in  engineering  literature,'*  filling  a 
place  and  answering  a  legitimate  demand,  hitherto  unsupplied.  Its  object  is,  in  brief,  to  pre- 
sent not  specimens  but  abstracts — the  net  results — of  all  current  fact  and  opinion  in  engi- 
neering literatare. — Chicago  Railway  Revieic. 


Hall  of  the  FRANKLIN  INSTITUTE,    • 

Philadelphia,  November  8th,  1876. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  i» 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Premium  and  Medal  to  Chamubrs  Bros.  &  Co., 
for  their  Brick-Making  Machine;  and  said  premium  and  medal  will  be  delivered 
to  them  unless  within  three  montlis  from  this  date,  satisfactory  evidence  of  the 
want  of  originality  of  said  invention  is  lodged  with  the  undersigned. 

D.  SHEPHERD  HOLMAK, 

Dec.3t  ACTVART. 


C  A.T  A-LOaUE 

OF     THE 

Library  of  the  Franklin  Institute. 

8vo,  Cloth,  Sa.oo. 

This  Library  is  devoted  almost  exclusively  to  Technical  and 
Scientific  Works,  and  is  one  of  the  largest  collections  of  the  kind,  in 
this  country. 

The  Catalogue  has  been  very  carefully  prepared  and  printed,  at 
a  heavy  expense,  but  the  price  per  copy  has  been  fixed  at  the  above 
low  price,  with  the  hope  of  securing  a  large  distribution. 
For  Sale  at  the  Hall  of  the  Institute. 
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